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PREFACE TO THE THIRD EDITION 

The death of Dr. William H. Walker makes it necessary for 
an edition of this book to appear without his collaboration and 
guidance. The book was originally the product of his initiative, 
and its whole development was molded by his influence and 
direction. Every effort will be made to maintain it in the 
tradition whi(!h he established. 

The last decade has been characterized by the introduction in 
chemical industry of a large number of new processes and by 
important modification and refinement of old ones. Fortunately, 
this has been parallelled by extensive developments in insight 
into the underlying mechanisms of the fundamental operations 
of chemical engineering, in expansion of the data available for 
the formulation of quantitative relationships, and in the tech- 
nique of using these basic tools in the solution of practical 
problems. It cannot be denied that these changes have made 
the practice of the art of chemical engineering far more complex. 
In consequence, there is more necessity than ever for the utmost 
clarity in presentation of fundamental concepts, for increastid 
emphasis upon the dependability of those concepts as guiding 
threads through the mazes of complicated operations and 
processes, and for the development of trustworthy and usable 
correlations and of satisfactory techniques in the solution of prac- 
tical problems. The major purpose of revision is to meet this 
situation. 

Because the four most important fundamental relationships 
underlying all phases of (chemical engineering are material and 
energy balances and the laws of reaction equilibrium and of 
reaction rate, the most extensive changes are in the chapters 
on Flow of Fluids and Flow of Heat, and in those involving diffu- 
sional processes, in which these principles come most directly 
into play. In all these cases, the theoretical development of 
the subject has been clarified, and emphasis laid upon detailed 
derivation of equations incorporated in the text. Thus, in Flow 
of Heat there is careful discussion of the mechanisms of con- 
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vection and of their relation to the important correlations 
developed in recent years. The problem of mean temperature 
difference has been expanded and the treatment of radiation 
enlarged. A section on dimensional analysis has bf^en added 
and the utility of consistent units emphasized. 

The chapters on Crushing and Grinding, Sedimentation, and 
Evaporation are revised and brought up to date. The discus- 
sion of Filtration is rewritten in an attempt to present for this 
important but controversial subject the soundest engineering 
analysis attainable in the light of present knowledge. The 
chapters on Absorption and Plxtraction, Distillation, and Air 
Conditioning have been modified in the light of the discussion of 
diffusion already referred to. The treatment of psychrometry 
is new and includes humidity charts based on recent data. The 
chapter on Drying not only presents the important new data and 
developments of recent years, but attempts to make them more 
useful in the solution of practical problems. 

The illustrative problems have bt^en revised, and a new, 
enlarged list of unsolved problems is appended. 

Circumstances have unfortunately prevented tlie cooperation 
of Dr. Lewis in this revision, except to a minor degree in Chapters 
III and IV. As throughout the history of this book, the debt to 
many friends for assistance and advice is very extensive, and to 
them We wish to express our gratitude. 

WiLUAM H. McAdams, 
Edwin R. Gili^idand. 

Oambhidgb, Mass., 

September y ,0)37. 



PREFACE TO THE FIRST EDITION 

Just as the arts of tanning and dyeing were practiced long 
before the scientific principles upon which they depend were 
known, so also the practice of Chemical Engineering preceded 
any analysis or exposition of the principles upon which such 
practice is based. The unit operations of chemical engineering 
have in some instances been developed to such an extent in 
individual industries tliat the operation is looked upon as a 
special one adapted to these conditions alone, and is, therefore, 
not freqiunitly used by other industries. All important unit 
operations have much in common, and if the underlying principles 
upon which the rational design and operation of basic types of 
engineering equipment depend are understood, their successful 
adaptation to rnanufa(*turing processes becomes a matter of good 
management rather tlian of good fort\ine. 

In this book we have attempted to recall to the reader^s mind 
those principles of science upon which chemical engineering 
operations are based, and then to develop methods for applying 
these principles to the solution of such problems as present them- 
selves in chemical engineering practice. We have selected for 
treatment basic operations common to all chemical industries, 
rather than details of specific processes, and so far as is now 
possible, the treatment is mathematically quantitative as well 
as qualitatively descriptive. We venture to hope that the book 
will stimulate engine<n-s to design apparatus adapted for any 
particuilar purpose, rather than just to build it and then to rely 
on largo scale experimentation with expensive changes in con- 
struction to effect efficient operation. 

This book may be dividend roughly into five parts. 

First, the principles of stoichiometry are reviewed, special 
emphasis being laid xipon the utility of the pound mol as a unit 
for calculation, and the relative ease with which the units of one 
system may be transformed into those of another system. Experi- 
ence has taught us that practicing engineers as well as students 
fail to realize the vast amount of useful data there is available, 
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PREFACE TO THE FIRST EDITION 

largely in chemical literatAire, and hence in the metric system. 
There is a lack, also, of an effort to select properly those data to be 
recorded in laboratory experimentation and fa(!tory opera- 
tion, in order that any definite information may obtained. 
Frequently also data are used inadequately, and mucti desired 
information overlooked because of faulty interpretation. There- 
fore we have introduced illustrative problems and their solution 
throughout the book, in whhdi we Ixdieve the reader may find 
helpful suggestions relative to the plan of an experimental run, 
the data to choose, and the method of solution and interpretation 
to adopt. These problems should not be looked upon as nuts 
for students to crack, but as an integral part of the text vitally 
illustrative of the subject matter considered. 

Second, because of their fundamental importam^c the phenom- 
ena accompanying the fiow of heat and the flow of fluids, togfdker 
with the law\s governing these operations, are considered in detail. 
An interchange of heat is a necessary step in almost ev(;ry chemi(*al 
reaction and must Ix^ i)rovided for adi‘quately to insure continuous 
operation. So far as possible we have illustrated th(i use of the 
more complex equations with problems stated and solved. 

Third, fuels and their effici(mt combustion are treated at con- 
siderable length in order to riuider clear the ijiiportant relation- 
ships here involved. More economical use of fuel will be d(^mal^de(l 
in the future. 

Fourth, xnocesses of crushing and grinding, mechani(^al 
methods for Kseparatiiig materials, togetluT with filtration in its 
many different forms, are given a descriptive treatment with a 
mathematical analysis wiien such setmis advantag(X)us. 

Fifth, those processes depending upon vaporization are treated 
from the common standpoint of vapor pressures equilibria. With 
drying in its many phas(^s we consider also humidification, 
dehumidification and water cooling. Evaporation and distilla- 
tion are placed in se])arate chapters. 

The greater part of the text has for some time been in use as 
students' notes at the Massachusetts Institute of Tecdinology, 
and at times has been drawn uixm fr(x4y by both staff and 
students in their published papers. 

It may seem to the reader that brevity is sometimes sacrificed 
by repetition of ideas, and that the deitailed derivation of mathe- 
matical equations is unnecessarily separated from the descriptive 
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matter to which they relate. Experience in teaching this subject 
has proven the desirability of this metbi>cl of treatment. 

This book is the outgrowth of extensive engineering practice 
in the course of which we have profited by many ideas offered 
in the way of suggestions, criticism or advice. We have assayed 
these ideas in the crucible of experience, and have endeavored 
to incorporate those found to be of value. These contributions 
have come from so many sources that detailed acknowledgment 
her(i is impossible, but for this very real help w^e are deeply 
grateful to our many friends, 

William H. Wat.ker, 
Wahken K. Lewis, 
William H. McAdams. 

Ca-mbkidce, Mars., 

February f 1923. 
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PRINCIPLES OF CHEMICAL 
ENGINEERING 

CHAPTEE I 

ELEMENTS OF INDUSTRIAL STOICHIOMETET 

Introduction* — Science makes it possible to predict the future 
through the ability to reason from known facts and conditions, or 
to make a mathematical calculation based upon established data, 
and thus to reach a rational conclusion in advance of the actual 
realization of the phenomenon. However, the ability to state 
mathematically the relationship between any two or more factors 
frequently calls for a knowledge of methods of analysis which is 
not possessed by the average college student or young man in 
the works. Likewise, the English-speaking chemical engineer 
is accustomed to find his scientific data given in metric units and 
to carry on his laboratory calculations in grams, centimeters 
and liters. Since the calculations arising in the quantitative 
application of scientific data and methods in the field of applied 
chemistry are often in themselves very complicated and involved, 
frequently the confusion occasioned by the necessity for convert- 
ing conceptions and data formulated heretofore in the metric 
system into corresponding English terms is sufficient to deter 
the technical man from making the attempt. 

It is tlie purpose of this chapter to recall to the reader the 
principles upon which su(di (computations are based, and to point 
out (M^rtain methods of calculation by which experimental data 
may be more readily interpreted in terms of factory conditions 
and made available for the solution of everyday problems, so 
that the confusion oc(‘.asioned by handling data in two systems 
may be mitumized or eliminated. 

LAWS USED IN INDUSTRIAL STOICHIOMETRY 

Chemical Engineering calculations involve three simple basic 
generalizations of universal usefulness. These are the Law of the 
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Conservation of Elements, the Law of the Conservation of 
^^nergy, and the Stoichiometric Relationships* as to combining 
Speights expressed in chemical formulas and equations. The 
importance of these three laws arises from the fact that they are 
quantitatively applicable under all conditions, and at least the 
first and third of them are used, sometimes implicitly, in the 
course of every chemical calculation. Faraday's Law of Elec- 
trolysis is also quantitatively applicable under all conditions, but 
is emptied only in the solution of a special type of problem. 

Other laws or principles, such as the Laws of Mass Action, of 
Reaction Rate, of the Vapor Pressure Relations of Solutions, and 
similar generalizations of Physi<;al Chemistry, are of only limited 
applicability, in the present state of our knowledge, owing to the 
wide deviations from and nonconformity to these laws in some 
cases, and must be employed quantitatively with intelligent 
(iaution. 


Use of Enolish Units 

Whatever the advantages of the metric system of units, 
most readers of this book will be compelled to employ English 
units in much of their work. Such units will therefore be freely 
used, and it is hoped to show that the disadvantages of carrying 
out calculations in the English system and the difficulties of 
conversion of calculations from one system to the other arc often 
greatly overestimated. 

The Molal Unit and Its Utility 

Chemical reactions occur between atoms, either alone or when 
ijornbined into molecules, and these quantities furnish very con- 
venient units with which to calculate the results of such reactions. 
Thus the equation 

C + ()2 = C02 

12 32 44 

states that one atom of carbon unites with one molecule of oxygen 
and produces one molecule of carbon dioxide. It also states that 
12 parts by weight, be they grams, ounces or tons, of carbon, 
combine with 32 parts by weight of the same unit of oxygen to 

* For a statement of these relationships the reader is referred to any of 
the standard works on inorganic chemistry. 



ELEMENTS OF INDUSTRIAL STOICHIOMETRY 3 

furnish 44 parts by weight of CO 2 . It is convenient, therefore, 
to combine these two ideas and speak ^of a gram atom of carbon or 
a pound atom of carbon, meaning the quantity of carbon in any 
convenient unit of weight which is represented by the symbol C, 
and to realize that it will combine with a gram molecule, or a 
pound molecule or any unit selected, of oxygen. One can then 
speak of a gram molecule or a pound molecule of any material 
and mean thereby the number of grams or pounds which is repre- 
sented by the relative weight of the reacting unit, be it atom or 
molecule. 

But gases are generally measured by volume and analyses are 
given in volume per (^ent, while solids are usually measured by 
weiglit and analyses expressed in per cent by weight. In prac- 
tice, therefore, the above equation involves materials usually 
reported in two different ways. It is convenient, then, to be 
able to use a common basis. This is found in the pound molecule, 
or, as contracted, the pound moL 

If 20 eu. ft. of O 2 at 1 atmosphere is mixed with 80 cu. ft. 
of N 2 at the same pressure, the volume of the mixture at 1 
atmosphere will be 100 cu. ft. and the mixture is said to contain 
20 per cent O 2 and 80 per cent N 2 by volume. According to the 
accepted hypothesis of Avogadro, equal volumes of all perfect 
gases contain the same number of molecules. Hence this 
gas contains 20 per cent (>2 and 80 per cent N 2 on the basis of the 
number of molecules present; that is, of every 100 molecules in 
the gas, 20 of them are (>2 and 80 are N 2 . Furthermore, Avo- 
gadro’s hypothesis implies that the pressure exerted by any 
ideal gas at a given temperature is proportional to the number of 
molecules of that gas ])er unit volume, while Dalton’s law states 
that, in mixtures of gases, the pres.sure of each individual compo- 
nent is independent of the presence of the others and the partial 
pressures of the components are additive, the total pressures 
being the sum of all the partial pressures. Consequently, for 
mixtures of gases obeying these two gas laws, the x)ressure of each 
component, expressed as a percentage of the total pressure, is 
numerically equal to the mol per cent of that component in the 
mixture and also to its volume per cent. 

Since equal volumes of all perfect gases contain the same 
number of molecules, it is evident that a certain volume may be 
chosen, such that under standard conditions of temperature and 
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pressure (0®C. and 760 mm.) it will contain just the number of 
m^g^ules necessary to weigh the number of pounds or grams 
eS^essed by its molecular weight. This volume is found experi- 
mentally to be 22.4 liters for the gram mol, equivalent to 369 
cu. ft. for the pound mol, and is called the molal volume. Unless 
otherwise noted, throughout this book the pound mol and pound 
atom are used, which may be abbreviated to mol and atom, 
respectively. 

The molecular weight of a perfect gas is defined as the weight in 
pounds of 359 cu, ft. of the gas, measured under standard condi- 
tions (S. C.)* of temperature and pressure. In this sense the 
average molecular weight of a mixture of gases can be spoken of 
as well as that of a single gas. Thus air whi(*h is moisture-free 
has the following average analysis :t 

Per Cent by 
Volume 


Oxygen 20.95 

Nitrogen 78.08 

Carbon dioxide 0.03 

Argon, etc 0.94 


The average molecular weight of air or any other gas mixture 
may be calculated by adding together the weights of each com- 
ponent in one molal volume of the mixture as follows: 


Component 

Mols in 

1 mol air 

Molecular 

weight 

Pounds in 

1 molal 
volume air 

O 2 

0.2095 

32.00 

6.70 


0.7808 

28.02 

21.88 



CO 2 

0.0003 

44.00 

0.01 

A 

0.0094 

40. 

0.38 



Total weight of I mol of air is 28.97 lb., 

which for all practical purposes is 29.0. 


In most chemical proceases the nitrogen is inert, and is analyt- 
ically determined by difference, the argon and the traces of other 
noble gases being included with it. The composition of dry air is 

* Throughout the book the abbreviation ‘*S, C.*^ is used to designate 
standard conditions.^' 

t F. A. Panbth, Sd. J. Roy, Coll Sci., 6, 120 (1936). 
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frequently taken, for the purpose of stoichiometric calculations, 
as 21 per cent O 2 , and 79 per cent Na. The only variable which 
must be determined experimentally in each case is the moisture 
content. 

Gas Laws. — Since gases are seldom if ever measured at standard 
conditions, it becomes necessary to know how to find the molal 
volume at different temperatures and pressures. This can, of 
course, be done by the use of the perfect gas equation in the form, 
PV-nRT, where n is the number of gram mols of the gas in 
question, while iS is a single constant applicable to all perfect 
gases, the numerical value of which depends only on the particular 
units of pressure, volume and temperature (P, T, T) employed. 

Obviously similar relationships must obtain in English units. 
For all |)erfect gases this equation may be written PV *==1543/11’, 
the quantities being given in English Engineering units, where P 
is the total absolute pressure in pounds per square foot, V is 
the total volume in cubic feet, T is in degrees Rankine,* while n 
is the number of pound mols of the gas involved in the calculation. 

Instead of solving this equation for the volume, it is often 
simpler, as will appear in later calculations, to find the volume 
by multiplying the volume of the gas at standard conditions by 
a ratio. If one writes the equation for the gas under any condi- 
tions of temperature and pressure as PF = 1543nT, and under 
standard conditions asPoFo = 1543n!ro, dividing the first equation 
by the second and solving for F gives 

l\ rp 

F=FoX^X~ 

Since the correction factors applied to Fo in order to get F, Po/P 
and T/To are ratios, and therefore contain no units, they may be 
expressed in any absolute units of temperature or pressure, so long 
as the units are the same in any one ratio. 

Instead of memorizing this equation it is well to remember 
only that the volume measured must be multiplied by an abso- 
lute temperature ratio and an absolute pressure ratio, and to 
rely on common sense to determine whether these ratios should 
be greater or less than unity, according to whether the gas is 
passing from a lower to a higher temperature or from a greater to 
a smaller pressure, or vice versa. 

♦Equals degrees Fahrenheit absolute, t.c., deg. F.-f4C0. 
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This relationship will be made clearer by the following 
examples; 

The volume of mol of any perfect gas at 60®F. and 780 mm. pressure is 
determined by the equation : 



The volume of 25 lb. of a natural gas containing 85 per cent CH4 and 
15 per cent at 20'"C. and 1 lb. gauge pressure is found as follows: 
First, determine the apparent or average molecular weight of the gas. 
Since the volume percentage composition based upon 100 units is at the 
same time the molal percentage relationship, 

0.85X10.07 = 13.65 lb. of methane 
0 . 1 5 X 30 . 1 1 = 4 . 52 lb. of ethane 


18. 17 lb. of mixture 


Thus 18.17 is the average molecular weight of this gas mixture. One lb. 
gauge pressure is equivalent to 15.7 lb. absolute pressure since 1 standard 
atmo8phet*e equals 14.7 Ib./sq. in. Then the volume is 



How many pounds of carbon dioxide are in 1000 cu. ft. of dry flue gas con- 
taining 15 per cent CO2 at 500°F., the barometer being 29.2 in. of mercury? 
(Normal barometer in inches of mercury is 29.92 or 29.9 for most 
calculations.) 
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The gas laws in this form are subject only to those limitations 
with which all are familiar. They cannot be applied without 
proper modification to gases, the molecules of which associate or 
dissociate, or to any gases at high pressures, especially if near 
their saturation temperatures.* However, the errors involved in 
applying these laws to the so-called permanent gases up to 15 or 
20 atmospheres at or above ordinary temperatures, or even to 
saturated vapors up to 1 or perhaps 2 atmospheres, are negligible 
for most engineering purposes (not over 2 or 3 per cent). Conse- 
quently none of the many refinements of the perfect gas equation 
are necessary in many industrial calculations. 

Heat Units. — In the metri(j system heat quantities are meas- 
ured in gram calorics, and in the English in B.t.u. (British thermal 
units). Because even in English plants the centigrade scale is 
so extensively used, the pound-centigrade unit,t (P.c.u.) the heat 
required to raise 1 lb. of water 1®C., has certain advantages in 
thermal calculations. One P.c.u. is obviously 1.8 B.t.u. or 
454 gm. cal. The basic quantities in determining the energy 
effects in chemical systems arc the heats of reaction. In the 
chemical literature heats of reaction are frequently reported as 
gram calories per gram mol (or kilogram calories per gram mol). 
Thus the statement that the heat of combustion of C, in the form 
of coke, to CO 2 is accompanied by a positive heat of reaction of 
97,000 cal. means that the combustion of 1 gm. atom of carbon 
(12 gm.) to form 1 gm. mol of CO 2 (44 gm.) liberates enough 
heat to raise 97,000 gm. of water 1®C. Obviously, then, if 1 lb. 
atom of carbon (12 lb.) were burned, forming 1 lb. mol of CO 2 
(44 lb.), the heat evolved would suffice to heat 97,000 lb. of water 
1°C., f.c., would amount to 97,000 P.c.u. In other words, heats 
of reaction in gram calories per gram mol are numerically identical 
with heats of reaction in P.c.u. per pound mol. This means that, 
if a chemical calculation is carried through, expressing the quanti- 
ties of the reacting substaiKjes in gram mols or gram atoms and 
the heat effects in gram calories, the same numerical figures 
apply unchanged to the reaction if the quantities taken were 
pound mols or atoms and the heat effects wore P.c.u. By the 
use of this method, the basic data as to heats of reaction can be 

* Correction factors for the gas laws are given by W. K. I^ewis, Ind, 
Eng, Chem., 28 , 257-262 (1936). 

t Also called the centigrade heat imit (C.h.u.), or the pound calorie (lb. cal.). 
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taken from metric tables and used directly and conveniently in 
calculations in English units. 

If it is preferred to know the heats of reaction in B.t.u., these 
quantities expressed in gram calories per gram mol or atom are 
converted to B.t.u. per pound mol or atom by multiplying by 1.8. 

The gas constant R in the gas equation PV ^nRT is an energy 
term, which it is frequently convenient to express in heat units, 
as, for example, in estimating the heat equivalent of the external 
work corresponding to the evolution of a gas against the pres- 
sure of the atmosphere. The value of R in heat units per mol 
per degree is 1.985 in both metric and English units, though 
the heat quantity obtained by multiplying Rhy nT is in gram 
calories in the metric system, while in the English system it is 
in B.t.u. if the Fahrenheit temperature scale is used or in P.c.u. 
if the centigrade is employed. 

Molal Heat Capacities. Gases . — A further advantage of the 
use of the mol as unit in calculations lies in the fact that many of 
the physical properties of substances have relatively simple molal 
relationships. Thus, while the specific heats at constant pressure 
Cp of the permanent diatomic gases vary widely (from about 0.2 
to over 3.0), their molal heat capacities, MCp, i.e., the heat required 
to raise 1 mol of these gases 1® in temperature, are approximately 
equal, varying only about 5 per cent among themselves at room 
temperature. The molal heat capacity at constant pressure is 
substantially 5,0 for all monatomic gases over wide ranges of 
temperature. The molal heat capacities of SO 2 and CO 2 are 
nearly identical one with the other, and the same is true of the 
halogens, etc.* 

In stoichiometry, heat capacities are most frequently needed 
to calculate the quantity of heat required to heat (or to cool) 
a material through a temperature range. When the value 
of heat capacity for a gas, for instance, is known as a func- 
tion of temperature, it is necessary to calculate this heat 
quantity by integration over the temperature range involved, 

MCp dT. This is clearly a laborious procedure. The 

* These quantities have until recently been determined principally by 
calorimetric measurements, the results of such measurements being com- 
monly stated in the form of equations giving molal heat capacities as func- 
tions of absolute temperature on the centigrade scale. The results of a 
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time required for such calculation is however greatly shortened 
if the average value of heat capacity over the temperature range 
is known, for then the relation is simply Q=(MC^„XTi—Ti). 
Average values of this sort can be calculated once and W all by 
integration of equations for the point values oi.MCp, followed 
by division of the integral by the value of the temperature range 
over which the integral is taken, or by other suitable calculations. 

Accurate average values of MCp, for the more common gases, 
between 60®F. and the temperatures used as abscissas are 
plotted in Fig. 1.* Taking carbon dioxide as an example to 


careful survey of existing data in 1929 are given as follows by Eastman, 
Bur. Mines Tech. Paper 445^ (1929): 


Molal Heat Capacities of Gases at Temperature Range, 

Constant Pressure Heg. K. 

(T ^ Deg. K - Deg. C. +273) 

Hydrogen: 

il/Cp - 6.85 +0.000287’ +0.00000022r* 300-2500 

Nitrogen, oxygen, carbon monoxide: 

MCp « 6.76 +0.000606 7’ +0.00000013r* 300-2500 

Carbon dioxide and sulfur dioxide: 

MCp - 7.70+0.00537’-0.000000837’* 300-2500 

Water vapor: 

MCp - 8.22 +0.000157’+0.000001347^2 300-2500 

Hydrogen sulfide: 

JlfCp- 7.20 +0.00367’ 300- 600 

Ammonia: 

MCp -6.70 +0.0063 7’ 300- 800 

Methane: 

MCp =5.90 +0.0096 7’ 150- 400 

Chlorine, sulfur vapor (S 2 ) : 

MCp =8.58 +0.0003 7’ 300-2500 


While tliese data are believed to be intrinsically less accurate than are those 
of Fig. 1, especially at high temperatures, they are given here to facilitate 
occasional sptMual computations in which the convenience of data expressed 
algebraically may outweigh precision as a desid(?ratum. 

* These curves represent recent data obtained by spectrographic measure- 
ments, results of which arc believed to be far more precise than are those 
obtained by the calorimetric method, especially at high temperatures. 

Point values of specific heat, it may be noted, are obtainable from these 
curves by equating MCp dt to d[(MCp)av.(<—60)], from which it follows 
that at any temperature MCp = (MCp)»v.+(^-~60)d(MCp)ttv./dt. 

Figure 1 is based on the paper by Lewis and von Elbe, J. Amer. Chem. 
Soc.t 66, 507 (1933), and a personal communication from H. C. Hottel, 
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illustrate the use of these curves, the heat required to raise 
1 lb. mol of this gas from 60 to 2000*^. at atmospheric pressure 
is equal to the average molal heat capacity between these 
temperatures (which from Fig. 1 is 12.06) times the temperature 



Fia. 1. — Average molal heat capacities of gases for the temperature interval from 
00®F. to temperature shown by the abscissa. 


rise (2000 — 60), giving 23,400 B.t.u. Similarly, the heat 
required to raise 1 mol from 60 to 1000'^ is 10.88(1000 — 60) = 
10,230. By difference, the heat required to raise 1 mol from 
1000 to 2000*=^ is 23,400-10,230 = 13,170 B.t.u. 

It requires more heat to raise the temperature of a gas at 
constant pressure than at constant volume, because of the addi- 


1936. The original data on which the curves are based are from the follow- 
ing sources: 

CH 4 : Etjcken and Ltn>E, Z. physik. Chem., B 6 , 436 (1929). 

H 2 : Davis and Johnston, J. Amer, Chan, Soc.j 66 , 1045 (1934). 

O 2 : Lewis and von Elbe, J. Amer. Chem. Soc.y 66 , 507 (1933). 

Ni, CO: Johnston and Davis, J. Amer. Chem. Soc., 66 , 271 (1934). 

NO: Johnston and Chapman, J. Amer. Chem. Soc.^ 66 , 155 (1933). 
OH: Johnston and Dawson, J. Amer. Chew.. Soc.^ 66 , 2744 (1933). 
CO 2 : Kassel, J. Amer. Chem. Soc.^ 66 , 1838 (1934). 

H 2 O: Gordon, J. Chem. Phyeics, 2, 65, 549 (1934). 
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tional energy required to create the larger volume. But, for 
ail gases obe3dng the gas laws, the difference in the molal beat 
capacity of a gas under the two conditions is equal to R\ 

Liquids . — While no definite relationship is available for 
correlating the heat-capacity data for liquids, it is interesting to 
note that the molal heat capacities (and likewise the specific 
heats) increase with rise in temperature, as shown in Fig. 2.* 


Ord.«=MC in Gm. CaU/t/Gm. Mol. 

or B.t.u./"FyLb. Mol. 
Abs.=Tenip. in ‘“'‘Cent. 



Temp, in c. 

-Molal heat capacities of liquids. 


Solids . — For solids, the law of Dulong and Petit and the law 
of Kopp are sometimes useful in estimating heat capacities of 
substances. The former states that atomic heat capacity of all 
solid elementary substaiujes is a constant and the average value 
is 6.2 at room temperature, although some elements, notably 
carbon, boron and silicon, deviate widely from this. Further- 
more, these heat capacities vary with the temperature, in most 
cases increasing as temperature rises, as shown in Fig. 3.* 
Kopp^s law states that the formal heat capacity (i.c., the heat 

* Data taken from the literature. 
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capacity of a formula weight of the substance) is an additive 
function of the atomic heat capacities of the constituent atoms. 
The following are the atomic heat capacities at room temperature 
of the elements in solid compounds: C~1.8; H — 2.3; B = 2.7; 
Si — 3,8; 0 — 4.0; F = 6.0; P-5.4; S = 5.4; all other elements 6.2. 
For example, the formal heat capacity of pure limestones (CaCOa) 
would be 6.2+1.8+3X4-20.0 as agaimst an observed value of 



Temperature in Degrees. C 


Fio. 3. — Atomic heat capacities of metals and of graphite. 


20.2. The specific heat would then be 0.20. These values arc, 
of course, empirical constants and deviations of 10 per cent from 
the results calculated and those observed are not uncommon. 

Molal Heat of Vaporization. — ^^Anothor heat quantity often 
required is the molal latent heat of vaporization Mr of liquids. 
Where exact data are wanting, this quantity can be estimated 
conveniently through a variation of the rule of Hildebrand, 
which states that for many liquids the ratio Mr/T is a unique 
function of the molal concentration of the saturated vapor. In 
practice, one is usually handicapped by not having data on vapor 
densities. However, where vapor pressure is low, vapors follow 
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the gas laws, at least approximately, and hence the molal con- 
centration of vapor is proportional to P/T, Consequently one 
would anticipate that at low pressures Mr IT should be a function 
of P/T only. At high pressures, where the gas laws break 
down, it is to be expected that deviations from this relationship 
will occur, but, as shown by the plot of Mr/T vs. P/T for various 
liquids in Fig. 4, these deviations are not excessive. It will be 


Nomenclature 
- M-Molecular weiaht 
r • Latent heat^&n. Cal/6m 
■ T - Absolute temperature ®K. 
' P • Vajxjr pressure Mm, Hg, 




Ftg. 4. Hildobrund chart h)r osUniatiiig latent hofAts of vj .porization. 

noted that tlu^ curves for such highly associated liquids as water 
and a typical ah^ohol lie considerably higher than do those for 
the more normal liquids. In general, the data for these latter 
iionassociating licpiids lie quite close together at low pressures, 
but fan out as they approacli the critical point, where the latent 
heat of vaporization equals zero. Curves for hydrocarbons 
can be drawui in on the figure with reasonable accuracy by refer- 
ence to the data given for three of these compounds.* Latent 
heats of vaporization of petroleum fractionst may be approxi- 

* These may all bo expected to lie close to the benzene curve when P/T is 
less than 1 or 2. The values of P/T at which they should intercept the 
axis of abscissas (the critical point) can be estimated from the relations that 
for paraffins (P/T)orit, equals very nearly 3800/ Af, while for most cyclic 
hydrocarbons this ratio lies between 4500/ Af and 5300 /Af. 

t For other methods of estimating this quantity, see the articles by Wat- 
son, Ind. Eng. Chefn., 23 , 360 (1931), and by Watson and Nklson, Ind. 
Eng. Chera., 26 , 880 (1933). 
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mated with accuracy sufficient for mainy purposes by assuming 
that these fractions follow the same curves in Fig. 4 as do the 
pure hydrocarbons of equal molecular weight* and of similar 
chemical tsrpe. 

Examination of Fig. 4 shows that, for each of the normal 
liquids on which data are given, the value of MrfT at the atmos- 



Fia, 5. — >Cox chart for extrapolating vapor-pressure 'temperature curves. 


pherie boiling point is very close to 21, when expressed in the 
consistent units here used. Trotdon^s rule, in fact, states that 
for all normal liquids this ratio has approximately the same 
value at atmospheric pressure. The rule is surprisingly accurate 
when applied to nonpolar liquids,! niid holds very roughly 

* The average Trioleeiilar weight of the fraction may be taken with sufli- 
cicnt precision as corresponding to that of the normal aliphatic hydrocarbon 
boiling at a temperature equal to the average boiling point of the hydro- 
carbon mixture under consideration. The relation bidween the molecular 
weight M of any normal paraffin hydrocarbon and its atmospheric boiling 
point expressed in degrees centigrade, is given approximately by the 
equation 

logxo M = 2.51 logio 4-393) -4.7523. 

t According to Kistyaxowsky, Z, physik, Chenk, 107 , 65 (1923), a more 
precise rule is one stating that at the atmospheric boiling point of nonpolar 
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when applied even to the most abnormal ones, water and the 
more common alcohols (for which Mr/T at the atmospheric 
boiling point is about 26), and the lower fatty acids (in which 
case the value of this ratio lies in the neighborhood of 15). 

Vapor Pressure of Liquids. — In many (sases it is necessary to 
interpolate or extrapolate the curve of vapor pressure vs. tem- 
perature. The method proposed by Cox* is quite helpful. 
A straight line is drawn at a convenient angle on coordinate 
paper. The vapor pressures of water are then plotted on a 
logarithmic scale, allowing the corresponding temperatures to 
determine the temperature scale, as shown on Pig. 5 by the dotted 
line for '^Water.^' Using these coordinates, data for various 
paraffin hydrocarbons are plotted, giving substantially straight 
lines. Since the latter intersect at a common point, one experi- 
mental point is sufficient for the estimation of the vapor-pres- 
sure curve of any normal paraffin hydrocarbon. 


GENERAL DISCUSSION OF STOICHIOMETRIC PROBLEMS 
IN APPLIED CHEMISTRY 

Types of Operation. — The operations or processes of applied 
chemistry can be classified under three heads: intermittent, 
continuous and a combination of these two, or semi continuous. 
Illustrations of an intermittent process are the burr ing of brick 
and pottery in the old(ir type of kiln, in which, after firing, the 
whole is allow^cd to cool for discharging and refilling; the produc- 
tion of coke in beehive ovens; the pot process for the production 
of nitric acid from Chili saltpeter and sulfuric acid; the recovery 
of oil from seeds in hydraulic presses; and the like. Typical of 
continuous processes are the chamber production of sulfuric 
acid from sulfur, the extraction of light oils and ammonia from 
illuminating gas by solution in suitable solvents, the operation of 
continuous stills and distillation columns for the separation 
of volatile solvents, etc. Continuity of operation offers such 
obvious and marked advantages that it is used wherever prac- 
ticable; but in many cases continuity can only be approximated, 


liquids Afr/T -8,75+4.571 logio T, where T must be exprcsstjd in degrees 
Kelvin in the logarithmic term. 

* E. R. Cox, Ind. Eng. Chem.j 16, 592 (1923); see also Calingakrt and 
Davis, Ind. Eng. Chem.y 17, 1287 (1925). 
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giving rise to semicontinuous operations, as in the intermittent 
firing told cleaning of a hand-fired boiler, the operation of a 
‘‘ring^^ furnace, the manipulation of the leaching tanks in the 
extraction of black ash or tanbark, the charging of a blast fur- 
nace and the like. Where the character of the opfiration is 
essentially intermittent, continuity is often approached by the 
combination of a number of units operating simultaneously but in 
different stages, as in the coking of coal in by-product ovens and 
the recovery of waste heat in regenerative chambers of refractory 
checker work (e.gf., blast-furnace stoves). While this last class 
can be treated as semicontinuous if the whole process, made up 
of the combination of all the unit operations, is under considera- 
tion, it must be classified as intermittent when one is dealing with 
the individual unit operation. 

Those chemical reactions in which a single substance is trans- 
formed into another single substance are comparatively rare. On 
one or both sides of the reaction equation there usually appears 
more than one substance. Most chemical operations can then^- 
fore be conceived as made up of diverging, converging or cross- 
ing and intermingling streams of flow. Diverging dreams are 
illustrated by the electrolysis of a salt solution to form caustic, 
chlorine and hydrogen; by the electrolysis of water (containing 
caustic) to produce hydrogen and oxygen; by the separation of 
mixtures of volatile liqiiids by distillation (alcoliol and water, 
benzol and toluol, etc.); by the destruction distillation of wood, 
coal and the like. In each case one stream or substance enters 
the process, to leave by several streams diverging from it. Illus- 
trations of converging dreams are found in the production of 
vulcanized rubber by the compounding and curing of raw rubber 
with sulfur and other admixed materials; in the combustion of 
gaseous fuels, etc. Here two or more substances enter the 
process to combine or converge into one substance and thus 
leave by a single stream. The combustion of coal with air to 
form flue gases and ash, the reduction and liquefaction of iron 
in the blast furnace and the roasting of sulfide ores with air to 
form metallic oxides and eliminate the sulfur are typical of 
cromng streams; in these cases, several streams enter into an 
operation, undergo chemical combination and transformation 
or, in other words, cross and leave by several entirely different 
streams* 
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Balance of Material Involved in an Operation, — In the quan- 
titative calculation of problems in applied chemistry it is advis- 
able to start with the following equation: 

Total inimt — total output + accumulation, or 

Total input+depletion== total output, 

accumulation and depletion referring to increase or decrease of 
material in the system itself. This equality may be applied to a 
single unit operation, or to a whole process made up by the com- 
bination of any number of unit operations. It may be applied 
separately to each element entering into the operation or process, 
for whicli data are available; when so appliejd to a number of 
elements, the equation for each element is not eciuivalent to, but 
is independent of, the others, provided the data for that element 
were independently obtained. It may be applied to the energy 
relations of the systems, and in this form gives another independ- 
ent equation. It may be applied to the input and output of 
matter as a whole, but this last is obviously not an independent 
expression, being merely the sum of the ecpiations for the various 
elements. The use of tliis principle is observed in nearly every 
problem. 

In these equaliiJes the only awkward factors are the terms 
accumulation and depletion in the system itself. These can, of 
course, be determined, but usually with some difficulty. They 
can, however, almost always be eliminated by proper choice of 
data and method of calculation. In the great majority of cases 
in industrial pra(*tice intermittent operations are repeated in 
cycles which recur relatively large if not an almost indefinite 
number of times, and both continuous and semi continuous opera- 
tions function steadily over long periods. The possibility of 
accumulation or storage of materials or energy in a system or 
apparatus is necessarily limited, and it is usually possible to con- 
trol the amounts in process without much difficulty. If, now, the 
above equalities are applied over a period of time such that the 
maximum possible fluctuations of amounts in process are known, 
from the nature of the operation and apparatus, to be negligible 
in comparison with the input and output for the time period 
chosen, then the terms for accumulation or depletion may be 
dropped, giving total input ~ total output. This is perhaps more 
conveniently written 
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Total input — useful output + losses, or, more simply, 
Input « output +Iosses. 

These equations are used for two main purposes; first, in 
testing existing apparatus and operations, to determine the 
actual performance and to provide tests of the self-consistency 
of the data taken; second, in designing new apparatus and 
in planning new operations for future installation and service. 
This chapter deals primarily with the first of these functions, i.c., 
with the methods used to secure data and information that will 
give insight into the present or past operation of an apparatus, 
but the methods employed can be generally used in the design 
of new equipment, as will be developed later. 

Efficiency. — ^The present performance of an apparatus is deter- 
mined not only by its capacity but by its efficiency, and, since 
there can be different kinds of efficiencies, accurate definition of 
the term is essential. Thus there can be at least two heat effi- 
ciencies, defined as the heat utilized by an apparatus divided by 
its heat input, or as the heat utilized divided by that theoretically 
capable of utilization. There is also the chemical efficiency, 
which may be applied to each chemi(;al element in the process. 
An example of the chemical efficiency of a process is given in the 
crystallization of a salt; in the impure salt used, there is 1000 lb. 
of the puise substance; in the outjmt there is 600 lb.; and there 
is left 380 lb. of recoverable salt in the wash water and mother 
liquor. As efficiency is generally defined as output /input, that 
of this process would seem at first to be ^^%oooX100 = 60 per 
cent, yet, since a large amount of the apparent losses are entirely 
recoverable and would in practice be recovered, it is hardly 
fair to charge the process with such a low efficiency. Therefore 
the chemical efficiency should be defined as output/net input, 
where net input means that amount of material which would have 
to be put into the process in order to get the same output. In 
order to obtain an output of 600 lb. in the succeeding cycles, it 
will be necessary to add crude salt containing only 620 lb. of 
pure substance. The efficiency is then 100 = 96.8 per 

cent. 

Test Period. — ^The choice of what may be termed the test 
period^ i.e,, the length of time during which data as to input and 
output must be taken in order to render negligible any accumula- 
tions or depletions in the system itself , must depend on the condi- 
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tions of each individual ca«e, and can usually be estimated easily. 
In intermittent o^Kirations^ the test period should be at least one 
complete cycle, and in those cases in which a certain amount of 
material is left in process from cycle to cycle, as in soap boiling, 
must be more than a single cycle. Where practicable it is always 
desirable to cover a number of cycles to eliminate individual 
variability. In continuous processes the test period can be the 
shorter the more uniform the operation and the less the material 
in process. Somicontinuous operations and processes should, if 
possible, be followed over a time period sufficiently long that 
they may be considered as practically continuous. Thus a boiler 
test must extend over a period of about 36 hr., in order to 
eliminate errors due to variations in the amount of fuel in the 
firebox at the beginning and end of the test. If test periods of 
adequate length cannot be pro\ided, correction must be made for 
variations of amounts in process. 

Choice of Data to Be Secured and Used. — If a test actually 
includes the measurements of every item of input and output, 
then the use of the given equalities (page 17) serves as a check 
upon the accuracy of the m(*asurernents. Usually, however, 
these relationships are employed to lessen the amount of data 
to be collected and the number of measurements to be made, 
without sacrifice of any information obtainable from the test. 
Measurements are re\stri(*ted to those made easily and with 
precision, other quantities, which could be directly determined 
only with difficulty, being calculated. For example, without the 
installation of very special equipment, it would be difficult to 
measure the air consumption and the volume of the flue gases in 
a boiler test, while it is easy to measure the coal actually burned 
and the water evaporated. The first two quantities are therefore 
(‘alculated by use of the above equalities from the other data 
collected. In testing practice it is unwise to restrict tlie measure- 
ments taken to the minimum necessary for the calculations 
required. All data that can be secured with reasonable effort 
should be recorded, because any excess may be used to furnish 
desirable checks on the accuracy of the other observations. 

In order to get a complete determination of the balance of the 
elements in any operation, the amount and composition of each 
stream entering and leaving the system must be measured. This 
requires the determination of the quantity and of the analysis of 
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each stream. Since, however, an independent expression can be 
set up involving equality of input and output of each element, 
for each such equation formulated it is allowable to omit from the 
above one measurement, either of quantity or of composition. 
As already indicated, the measurements to be omitted should be 
so chosen that those measurements which are actually taken will 
be accurate and easy to make. Because analytical determina- 
tions are usually easier than large-scale measurements of quantity, 
the former are generally employed to evaluate the latter. How- 
ever, it is always necessary to make at least one direct measure- 
ment of quantity in order to determine the capacity of any 
system. 

In making calculations of this sort care must always be observed 
to avoid the possibility of gross error in the result due to iasuffi- 
cient accuracy in the measurements made. For example, a 
quantity, obtained by subtracting two other quantities nearly 
equal, may itself be very inaccurate, if relatively small errors in 
the two latter happen to be of opposite sign. The data to be 
taken experimentally should be chosen with this point in mind. 

Sampling. — In securing analytical data in connection with 
industrial processes the necevssity for proper methods of sampling 
cannot be overemphasized. It is useless to waste time in the 
laboratory carrying out an analysis if the sample is not truly 
represeritative of the stream from which it was taken. Indeed, 
worse than this, analytical results on nonrepresentative samples 
may lead to false conclusions. 

To be representative a sample should be collected (as nearly 
as may be) continuously during the test period. Where possible, 
the amount of sample withdrawn should be proportional to the 
volume of the stream at each point of time. The sample should 
be withdrawn not at one p<3int in the stream but at a number of 
points well distributed over its cross section, except in those cases 
where the stream is known to be uniform {e.g,, a gas that has trav- 
eled some distance or around a number of obstnictions). These 
conditions imply the collection of large samples and these must be 
subdivided before analysis. It is not diflScult to get complete 
mixing of a large sample of gas or homogeneous liquid and the 
removal of the ultimate sample for analysis involves no difficulty. 

The sampling of solid materials is an entirely different problem. 
Because of tlie tendency of the large lumps of the solid to separate 
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from the fine material, the sample must be crushed before sub- 
division (quartering) . Even thus a satisfactory analytical sample 
can be obtained only by successive subdivisions with most 
thorough mixing before each successive quartering. The largest 
individual particle in the mass must be extremdy small compared 
with the sample before quartering is undertaken. It is frequently 
difficult to reduce the whole original sample of a powder, and to 
meet this requirement in such case the subdivision must be 
reground as the sample gets progressively smaller. Mechanical 
samplers are on the market and are desirable beciause they reduce 
the human element in collecting the sample. 

General Methods of Calculation. — ^There are certain practical 
suggestions and methods which, while theoretically adding 
nothing to the preceding generalizations, are nonetheless worth 
mentioning. These are in the nature of stratagems in computa- 
tion, which, in many special cases, simplify not only calculations 
but sometimes experimental work as well. 

It frequently happens that some one element taking part in a 
chemical operation enters solely by one stj^eam and leaves solely 
by another. This is true, for example, of the sodium iti the 
electrolysis of salt, of the nitrogen in a blast furnace and for all 
practical purposes of the nitrogen in the combustion of coal. It 
is obvious that, if the quantity of one of these jstreams is known, 
the amount of the other can be obtained directly from analysis of 
the two for this one element. Furthermore, if the analyses of the 
two streams are complete, the quantities of all other elements 
present in each of them can at once be calculated. Tliis idea is 
utilized by the illustrative problem on pages 26 to 27. 

Where an element entcra and leaves mainly by a single stream, 
the same method is advantageously employed, merely correcting 
for divergencies. Thus, in the furnace combustion of coal, the 
carbon enters mainly in the solid fuel, the amount of which is 
measured and the carbon content determined by analysis. The 
carbon leaves mainly in the flue gas, that small portion remaining 
in the ash as unburned combustible being determined and correc- 
tion being made for it. This gives immediately the amount of the 
flue gas. Since the nitrogen of the flue gas comes mainly from the 
air (the nitrogen of the fuel is usually negligible in comparison), 
one can immediately calculate the quantity of air used for 
combustion. It will be noted that the carbon and the nitroj^n 
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are used to determine the ratios of the amounts of corresponding 
ingoing and outgoing streams. The use of single elements or 
components for such a purpose is often possible, and offers marked 
simplification in calculation. 

The stoichiometric relations known to exist from the nature of 
the reactions taking place in a given case often greatly simplify 
the problem, and make possible important quantitative deduc- 
tions, Thus the analysis of a flue gas from the combustion of coal 
shows certain amounts of CO2, CO, O2 and N2. Since practically 
all the N2 came from the air, one can directly obtain the amount of 
O2 that came with it. The total O2 shown by the flue-gas 
analysis, including both free and combined, is always Uhs than that 
erUering in the air. From our knowledge of the chemical composi- 
tion of coal, we know that almost the whole of this deficit must 
have been used up in the combustion of hydrogen in the fuel. 
This difference between oxygen corresponding to the nitrogen and 
oxygen appearing in the analysis* must, therefore, correspond to 
and be a measure of the combustible hydrogen in the coal. The 
analysis of the flue gas is in this case in a very real sense equiva- 
lent to analysis of the fuel itself (see illustrative problem on 
pages 26 to 27 ). While such definite reaction relationships are of 
the greatest value where tliey exist, there are many cases where 
the number of possible side reactions is so groat and the extent to 
which they take place so uncertain that tlie stoichiometric rela- 
tionships implied in the chemical equations lose rnucdi of their 
utility. This is very likely to be the case in organic reactions, but 
even in inorganic problems it is imperative to formulate and in the 
calculations to provide for all side reactions that can appreci- 
ably affect the result. These limitations must not, however, 
mal^e one fail to use these relationships wliere really applicable. 

As in stoichiometric calculations in analytic*, al chemistry, it is 
unnecessary that the chemical equations employed correspond to 

* It must be kept in mind that a gas analysis in which the gases are kept 
saturated with water vapor whenever measiirenients are made (as is almost 
universally done) automatically eliminates the water vapor from the results, 
and gives directly the composition of the water-free gases. The reason for 
this is that, although the volume of the gases is increased by the presence of 
the water vapor, the increase is at all times the same fraction of the total gas 
volume. It is as though the analysis were carried out at a pressure lower 
than that actually used by an amount equal to the constant vapor pressure 
of the water (see also page 205), 



ELEMENTS OF INDUSTRIAL STOICBIOMETRY 23 

the exact mechanism of reaction. Any combination of the actual 
reaction steps, even though eliminating intermediate but con- 
pensatory stages, can be used; e,g.j reactions in aqueous solutions 
need not be written in ionic form in the calculation of quantities 
of precipitates, volumes of solutions and the like. 

Basis of Calculation. — ^It is comparatively seldom that a com- 
plete balance of input and output is made in connection with an 
industrial operation or process, but much more frequently inter- 
pretation of i^artial results is desired. Usually these results are 
the analyses of different streams. Such analyses are almost never 
directly (comparable, as will appear in a complete balance of input 
and output, and direct comparison may lead to gross error. 
This is because analyses are usually reported in per cent of the 
stream in question, and it is obvious that analysis alone cannot 
show the relation between the amount of that stream and that of 
any other. 

An illustration will make this point clear. A drier is deliver- 
ing 1 ton per hr. of a product containing 20 per cent of water. 
The wet charge entering the apparatus for drying carries 60 per 
cent of water. How many pounds of water are evaporated per 
hour? The first impulse may be to say that the water decreases 
from 60 to 20 per cent i.c., by 40 per cent. But the first two 
figures hav(j no dire(;t relation to each other, because they do not 
refer to a common basis. The weight of material entering, of 
which water is 60 per cent, is greater than the 2000 lb. of material 
leaving. It is believed that difficulties of this sort are best 
avoided by reducing the analytical results to a common basis in 
order that direct comi>arisou may be made. Where, as in the 
case cited, there is a common component which both enters and 
leaves by a single stream, and there is no accumulation or deple- 
tion of that component during the process, the amount of that 
compon(mt passing through the operation in a given time must 
be the same in both analyses, and hence may serve as a constant 
basis of comparison. This unidirectional comjx)nent is, in this 
case, the dry material itself. If, therefore, the analytical results 
are expressed as ratio of water to dry material, i.c., 0.26 in the 
dried product and 1.50 in the wet, the difference, 1.25, truly 
represents the water evaporated per pound of dry material. 
Since the dry material is 80 per cent of the product or 1600 lb. 
per hr., the evaporation is 1.25 times this, or 2000 lb. per hr. 
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The concept of the preceding paragraph may be expressed by 
the following rule: Where there are unidirectional elements or 
components in an operation, express compositions analyses) 
as ratios to these elements. 

It must be admitted that the method just outlined, in cases 
where the flow of all components is complicated, becomes very 
involved. However, it is so frequently applicable, and where 
applicable is so direct, that it is advisable to form the habit of 
using it. 

To be sure, this same problem may be solved without recalcu- 
lation of the analytical data to a new basis. Call y the weight 
of wet material entering the drier. Equate input of dry material 
to output. 


0.40^-0.80 (2000) 
whence ^ — 4000. 

Evaporation — loss in wt.— 4000 - 2000 — 2000 lb. 

The basis of such a calculation involves the concept not only 
of quantity but also of time. For example, in the preceding cal- 
culation the time basis was 1 hr. The time basis of calculation 
may be the duration of a test, or any convenient unit. Fre- 
quently the time basis may be implicit, and its actual value 
unknown, e.g., the time necessary to produce a certain quantity 
of produ^ or to consume a certain amount of raw material. 

Not infi^quently one must, at the start of the computation at 
least, einplby two or more bases, but effort should always be 
directed to reducing them to a common basis. Indeed, when an 
analysis is reported in per cent, it represents the arbitrary choice 
as a basis of 100 parts of the particular substance or stream 
analyzed, and inferentially the acceptance as a time basis of the 
period required for the development or passage of 100 parts of 
that particular stream. 

When one is dealing with crossing streams, it often occurs that 
some element or component passes from one stream to the other, 
either completely or in part; such an element can be made the 
basis of computation for determining the ratio between the two 
streams. For example, in the blast furnace a stream of solids, 
the composition and amount of which are known from the records 
ordinarily kept of the furnace, flows down through the furnace 



ELEMENTS OF INDUSTRIAL STOICHIOMETRY 


25 


and out as two separate streams of slag and pig iron. Up through 
the furnace flows a stream of air, leaving as tunnel-head gas. The 
ratio of air to tunnel-head gas is determined by the nitrogen, 
the common component. The ratio of charge to pig is similarly 
determined by the iron. The ratio of these two streams to each 
other can be determined by either carbon or oxygen, both of 
which pass from the charge to the gas stream. If carbon is 
used, allowance must be made for carbon left in the pig, as found 
by analysis; if oxygen is employed, that entering in the air and 
that in the unreduced part of the charge must be taken into 
account. 

It is advisable to write at the head of the computation the basis 
employed and to indicate clearly change to a new basis, trans- 
formation from one basis to another and the ratios by which such 
transformations are effected. Tabulation of figures is a great 
help towards brevity and clearness. , 

Missing Data.^ — Finally, it must be pointed out that the cal- 
culations of applied chemistry often require the making of 
assumptions and approximations. In industrial work it is 
frequently impracticable, on account of inconvenience, expense 
or interference with plant operation, to make all the measure- 
ments necessary for a comi>lete determination of the quantities 
that it is desired to evaluate. In such cases it is advisable not 
to give up, but to make wisely such simplifying assumptions as 
are justified by the conditions, and on these, utilizing data already 
available and such as can readily be obtained, to base a quantita- 
tive estimate, always keeping in mind the limitations in accuracy 
imposed by the assumptions made. 

General Procedure in Solving Problems. — In the solution of 
problems the following steps will be found helpful: 

1. Sketch a diagrammatic flow sheet of the process. 

2. Write the chemical equations involved. 

3. Indicate the basis (or bases) of calculation. 

4. Tabulate the data, and the intermediate steps in calculation. 
In simple cases the formal writing out of the first two may be 
omitted. 

The application and utility of certain of the general principles 
outlined above are illustrated by the following problem. Ad- 
ditional illustrative problems are given on pages 206, 219 
and 235. 
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Blustratioii 1.— A boiler furnace burns fuel oil with dry air at 40®F, and 
at a barometric pressure of 30. 1 in. of mercury. The average Orsat analysis 
of the flue gas is 12.9 per cent COs, 3.8 per cent Os and 83.3 per cent Na, and 
the temperature of the flue gases at the base of the stack is 500*F. Assum- 
ing* the oil to contain only carbon and hydrogen, calculate: (a) per cent of 
excess air,t (6) the weight per cent of carbon in the oil, (c) cii. ft. of air /lb. 
of oil, (d) cu. ft. of flue gas entering the stack /lb. of oil, and (e) the partial 
pressure of water vapor in the stack gases. 

Solution, a. Since the analysis of this particular fuel oil is unknown, 
the oil cannot conveniently be made the basis of calculation. The analysis 
of the flue gas is known and can therefore be made the basis. Consider 100 
lb. rnols of the flue gas as analyzed, f.c., on the dry basis. J For the purpose 
of calculation the distribution of the individual elements may be taken as 
shown in the following tabular form: 


Gas 

Mols 

Atoms C 

Mols O 2 

Mols N 2 

CO, 

12.9 S 

12.9 

12.9 


0 , 

3.8 


3.8 


N, 

83,3 



83.3 

Totals 

100.0 

12.9 

16.7 ' 

S3 3 


Neglecting the small amount of nitrogen in the oil, all tlu^ Ns in the flue 
gas must have come from the air; hence, the air used is 83.3/0.79 = 105.4 
mols. (Thus, a “nitrogen balance “ is employed to detcnriinc the air used.) 

Sincev,the dry air contains 21 mol per cent 0^, the O 2 entering the furnace 
amounts to (0.21) (105.4) =22.2 mols. Since there is no unburned combus- 
tible, the unnecessary O 2 is 3.8 mols. 

The per cent of excess air is then 


Unnecessary _ (3,8) (100) 
ToUd~u'imeces^^ " '(22.2 ~'3.87 ' 


20,6 per cent. 


* This assumption has been made to simplify the calculations. The oil 
actually contains a small percentage of nitrogen, sulfur, ash, etc., but it can 
be shown that the above assumption introduces litthi error. This is because 
the volume of the nitrogen coming from the oil is so small relative to that of 
the nitrogen from the air used. Similarly, the nitrogen in coal, coke and 
wood may be neglected without serious error. In the case of the combustion 
of producer gas, the nitrogen cannot be neglected without- introducing a con- 
siderable error. 

t “Per cent excess air “ refers to the air used in excess of that theoretically 
needed for complete combustion, compared with that theoretically needed 
for perfect combustion. If one deals with O 2 coming from the air, excess air 
may be interpreted in terras of “O 2 *’ instead of “air,“ and this is convenient, 
X See p. 22. 
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The total 02in the dry flue gas is 16.7 mols; hence the difference, 22.2 — 16.7, 
or 6.5 mols of O* has disappeared to fonn 11.0 mols of water vapor, thus 
burning 11.0 mols of hydrogen. 

6. Since the weight of the oil equals the weight of the carbon (12.9) (12) 
plus the weight of the hydrogen (1 1.0) (2.02), the per cent of carbon by 
weight irr the oil is readily calculated: 


(12.9) (12) (100) 


(12.9)(12)-h(11.0)(2.02) 


(154.5) (100) o'T 


This figure is not required in further calculations, but it serves as a rough 
check on the accuracy of the flue-gas analyses, since it should compare well 
with that usually fotmd in fuel oils, as it docs in this case. In passing, it 
should be noted that the atomic ratio of hydrogen to carbon found, (2) (1 1.0)/ 
12.9 — 1.70, corresponds to the formula (Clli. 7 o)n for the oil. 

c. Since the weight of oil is 176.7 lb. and the dr>^ air on the basis is 105/4 
mols, the air used per lb. of oil may be readily calculated : 



d. The mols of flue gas entering the stack will contain the 100 mols of 
dr>' gast^s (COa, O 2 and N 2 ) plus the 11.0 mols of water vapor, a total of 
111.0 mols of wet flue gas. The volume of stack gases per Jb. of oil is calcu- 
lated as follows: 



€. The partial pressure of the water vapor in the stack gases is readily 
calculated, remembering Dalton’s law: 

p=30.1jj^ '=2.98 in. of mercury. 


SYSTEMS OF PHYSICAL UNITS 

It is well to remind the reader that the fundamental proper- 
ties and conditions of matter bear interrelationships on the basis 
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of which they can be defined quantitatively in terms of each 
other, but a certain limited number of these fundamental factors 
must be arbitrarily assumed as a starting point. Furthermore, 
the choice of units in which these basic or primary factors are 
measured and expressed is likewise completely arbitrary. The 
fundamental units which have been adopted as primary in 
scientific and technical work are those of time, mass (quantity 
of matter), distance and temperature. The second is ordinarily 
chosen as the unit of time, although the hour is occasionally 
employed. The following table shows the usage in the four 
more common systems, including the important secondary unit 
of force. 


Table I. — Fundamental Units 
(Unit of time -second in all cases) 


Name of system 

Mass 

Length 

Force 

Temper- 

ature 

Ceritimeter-gram-se(^ond (e.g.s,) 

Gram 

Centimeter 

Dyne 

Deg. C. 

English Absolute 

Pound 

Foot 

Pou tidal 

Deg. F. 

English Gravitational 

“Slug’’ 

Foot 

Pound 

Deg. F. 

English Engineering 

Pound 

Foot 

Pound 

1 

IJeg. F. 


One must remember that the fundamental law of motion is 
not F^Ma, but F — aMdy whi'ire a is a proportionality constant 
which the physicist has arbitrarily chosen to make unity in the 
first three of these systems by appropriate choice of units. This 
will be clear from study of Table I. 

The mechanical and the civil engineer find no serious difficulty 
in using the engineering system, despite the intellectual confusion 
that cannot fail to result from the use, often in the same breath, 
of the word pound to describe two such fundamentally 
different entities as mass and force; this is firimarily due to the 
fact that engineers are rarely interestijd in amount of matter as 
such, but only in terms of its force effects (such as its weight and 
the corresponding structure that must be supplied to support it). 
To the chemical engineer, on the contrary, quantity of mutter 
i.e,, mass, is vitally important, serving as it does as the basis 
of every material balance and chemical equation. For him the 
best solution would be the use of the pound as a unit of mass only, 
using the poimdal as the unit of force. However, he does in fact 
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use the pound as a unit of mass or quantity of matter, and at 
the same time uses the pound (or rather its weight, the force of 
attraction of the earth upon it) as a unit of force. His scales 
read in pounds (mass) and his pressure gauges in pounds (force) 
per square inch. This is allowable if he will at the same time 
use the proper value of a,* which is obviously l/^o, where is 
the arbitrarily chosen, so-called standard value of the earth^s 
attraction, assumed to be constant at sea level at 45® latitude :t 

F(in lb. force) ==— M(in lb. mass) a (in ft./sec.^). 

This text will ('xpn/ss final equations in engineering units, but 
wherever ambiguity can arise will distinguish between pound 
mass and Y)ound fon^e. It is easier to make derivations in abso- 
lute units (c.(/., mass in pounds, force in poundals) and transform 
the final expressions into (uigineering units. The data of the 
chemical engiticer will often be found in various system of units 
and he must be able to disentangle them. The burden of straight 
thinking is upon liirn and he must. l)e able to avoid the confuvsion 
induced by the terminology employed by brother engineers. 

Once these fundamental units are assumed, units for the 
measurement of all other interrelat(^d i>hysi(.'al properties can be 
derived and express(‘d in terms of them. The se(*ondary or 
derived prof)erti(‘s are, in gtnieral, <lefinod in terms of power 
functions of the basic quantities, and the degree to which each 
of the basic factors (niters into the term in qu(?stion is called its 
dimensions. Thus, th(^ dimensions of density, mass per unit 
volume, are M/L^. The dinunisions of a quantity are alw^ays 
the same in all sysbMus using the same primary factors (c.f/,. 
all those in Table I), dc'spite div<Tsity in units. 

* However, having done lliis, tlu^ value of a must be carried through into 
all equations bascMl on the fundamental relation: F —olMu. WIh^ii working 
in the English Engitu'cring System with time in se(H>nds, f/o is 32.2 ft. /see. 
but, when time in hours is employed, beconujs 32.2X (36(K))2 ==:4.18X 10® 
ft./hr.» 

t Where gravity plays a p.nrt, its value g, taken at the pla(je the measure- 
ments in question are made, should appear. However, the variation in y 
with elevation and latitude rarely ox.^oeds on(?-(piarter of 1 per cent; hence 
in ordinary (mginecring works no distinct irm is made between and gr, and 
the working equations usually show merely the symbol g, n^gardless of 
whether the term is serving merely as a conversion factor or whether gravity 
is really involved in the phenomenon. 
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Only similar quantities, hence those of the same dimensions, 
can be submitted to the operations of addition and subtraction. 
Thus an equation cannot be imiversally valid unless it is dimen- 
sionally homogeneous, i.c., all its separate terms have the same 
dimensions. Similarly, a sum or differenc^e, even a differential, 
has the dimensions of its parts. The numerical value of any 
dimensionless quantity is independent of the system of units 
in which it is evaluated, provided the system is consistent 

Table 11 . — Fundamental Dimensions of Various Quantities in Term 
OF Mass (Af), Length (L), Time (6) and Temperature (t) 


Quantity Net Dimensions 

Acceleration L/d^ 

Area lA 

Coefficient (surface) of heat transfer M /OH 

Coefficient of volumetric expansion \ ft 

Density. M /L^ 

Diameter, or hydraulic radius L 

Energy (work, lieat) ML^/0^ 

Friction factor Dimensionless 

Force ML/0'^ 

Kinematic viscosity lA/O 

Mass rate of flow M /O 

Mass velocity M /L'^0 

Pressure, force per unit area. M /LO'^ 

** Roughness” of surface L 

Specific heat L'^/OH 

Surface tension M/O^ 

Thermal conductivity ML/ OH 

Thcmial “diffuaivity” IJ/0 

Velocity L/0 

Viscosity (absolute) M /Lo 


throughout. This fact is often of convenience, enabling one to 
evaluate one dimensionless ratio in one system and another, 
intimately correlated with the first, in a se(;ond. 

Conversion of Units, — Given any two systems of measurement 
using the same primary factors, in both of which all arbitrary 
constants (e.g., a in F^aMa) are unity (or numerically equal), 
whatever the differences in the magnitude of the units in the two 
systems, the conversion factor to transform any quantity in 
one system into the other can be found by multiplying together 
the corresponding conversion terms for ea<di primary unit, each 
raised to a power equal to the exponent on the dimensions in 
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question. Where the arbitrary constants of the two systems 
differ, proper allowance must be made in conversion. Several 
illustrations follow. 

A certain process tested in the laborator}’^ yields 2800 c.c. of hydrogen /gm. 
of the coal employed. Since the coal has a density of p gm./c.c,, I c.c. of 
coal yields 2800p c.c. of hydrogen. Consequently, if the identical procjess 
is operated in a plant, it will yield 2800p cu. ft. of hydrogen /cu. ft. of tlie 
coal employed. Since 1 cu. ft, of water is 62.3 lb., and water lias a density 
of 1 gm./c.c., 1 cu. ft. of the coal would be 62.3p lb. Consequently, the 
yield of gas in the plant would be 2800p/62.3p or 45 cu. ft. of hydrogen/ib. 
of the coal consumed. It will be noted that the density of the coal cancels 
out. 

Consider an orifice through which a liquid is flowing at the rate of w 
gm./sec. At a given instant of time, its rate of discharge is changing at the 
rate of dwidd, wh<ise urut>s are mass over time squared. It is desired to 
express this in engineering units, lb. /sec. * Since the time units arc tlie 
same in both systems, and since there are 454 gm. in the pound, the con- 
version factor is }'in 4 - 

However, while surface tension likewise has tlie units M/6^y the corre- 
sponding conversion factor from e.g.s. to engineering units is not the same. 
Surface tension ivS force per unit length. Hence the factor K 54 will convert 
dynes/cm. (e.g.s. units) to poundals per foot (English absolute units), 
hut this in turn innst ho dividcul by (/<, to eonv(?rt to jXHinds of force per 
foot (engineering units). 

Dimensional Similitude. — It seems to be a universal nile in 
physical phenomena that, however complicated the functional 
relationships between the physical variables, the variables them- 
selves, whether deiiendent or independent, are involved only 
in the form of dimemsionless ratios. An alternative statement 
of the rule is that it is po.ssible to expre.ss all natural interrelation- 
ships in terms of functions and coefficients that are universal 
in form and numeri(‘al value, completely independent of the 
arbitrary system of units which may be employed in making 
the measurements themselves, provided the system is inl)erently 
consistent. This generalization is termed the principle of 
dimensional similitude. It is most conveniently expressed in 
the form of the equation, <t)(py g, r, etc.) =0, in which p, g, r, etc., 
are dimensionless ratios of the fundamental pliysical variables. 
The function <#» represents a universal relation, independent of 
the system of units, which, however, need not necessarily be 
expressible in terms of known functions. It is often best pre- 
sented in graphical form. 
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The number of independent dimensionless ratios in the func- 
tion ^ depends on the number of physical factors involved in 
the problem in hand ajid the number of fundamental dimensions 
involved in these factors. In general, the number of dimension- 
less ratios is best determined by an algebraic, procedure developed 
on page 75, although in simple cases the number may be obtained 
by inspection. 

The principle of dimensional similitude, while of great help, 
is characterized by sharp limitations. It does not assist in 
selecting the fundamental factors influemung a given problem; 
these must be determined by the judgment of the investigator, 
exercivsed in the light of such knowledge of the mechanism as is 
available. However, once the number of these factors is 
assumed, the principle reduces the relationships to a definite 
number of completely independent variables. The conclusions 
must now be tested experimentally. If the experimental results 
are obviously more complicated than the principle would indicate, 
relevant fundamental factors have been overlooked in the analy- 
sis; if less variables than predicted will correlate the data, certain 
factors have mistakenly been assumed significant. The principle 
throws no light on the character of the functional relationships 
of the dimensionless ratios or their relative importance; this must 
be determined on the basis of the experimental data.* It does, 
however, show the simplest and most comprehensive way of 
presenting results, graphically or otherwise, namely, as functions 
of the dimensionless ratios. Furthermore, it offers the soundt^st 
known method of correlating the results obtained under widely 
diversified conditioiLs and of extrapolating results obtained under 
one set of conditions to fit different circumstances. 

One of the most important applications of the principle of 
dimensional similtude is in the construction and use of experi- 
mental models as tools in engineering design. Suppose a given 
operation, involving n significant dimensionless ratios, carried 
out in each of two structures, one an accurate scale model of the 
other. Suppose, furthermore, that the operation as conducted 

* Thes function is often assumed as a product of powers of the ratios, but 
this is an empirical and in no sense general relation. Surorisingly, the 
experimental data often indicate that the relation is a product of functions 
of the individual ratios of the form etc. »oonst., where 

is a function of r only, etc., but this too is undoubtedly no general rule. 
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in the small model is bo modified by changes in operating variables 
other than size that the numerical value of eac^h of n— 1 of the 
significant dimensionless ratios is identical with that of the same 
ratio in the operation of the larger structure. The principle of 
similitude requires that the values of the final ratio must also be 
identical in the two operations. Grant, now, that the large-scale 
structure has not been built but is in process of design, and, 
furthermore, that the last ratio includes some factor which the 
designer must be able to predict, but which is not readily or 
accurately found by direct computation. Clearly, experi- 
mental determination of this ratio on the model, constructed 
and operated \rith all other ratios identical in value with those 
corresponding to the performance of the full-size unit, will 
enable the designer readily to compute the value of the unknow^n 
factor in the final operation. 

It will be noted that, in the preceding illustration, an experi- 
mental model was employed solely to determine the performance 
of a large dimensionally similar unit. Obviously, the model can 
be employed to determine experimentally the influence of changes 
in all operating variables other than relative linear dimensions, 
and, by mcxlification of the model, this last factor, subject as it is 
to almost infinite variation, can be investigated. The method 
has been developed and used with outvstanding success in such 
fields as aerodynamics, hydrodynamics, marine engineering, heat 
transfer, absorption and the like, and there is growing appreci- 
ation of its importance and value in chemical engineering work. 
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CHAPTER II 
ptUID FILMS 

It has long been known,* though not generally ap})reciated, 
that, when a gas or a liquid moves over a solid surface or when a 
gas moves across a liquid surface, there exists a film of the moving 
substance upon the surface of the stationary one. This fluid 
film forms a boundary or zone between the portion that is rapidly 
moving and that which is still, which acts toward the transporta- 
tion of heat, vapor and matter as tliough it were a separate 
material. Its properties are so controlling in many engineering 
processe.s that its presence and characteristics must be clearly 
recognized. 

Consider the case of continuous flow through a conduit. A 
plot of the motion of the gas as determined by the distance' from 
the containing wall is shown in Fig. 6. At the boundary wall 
itvself there is no motion of the fluid. As one progresses from 
the wall, the velocity of motion of the fluid increases, but in the 
neighborhood of the wall each elementt of the fluid flows in a 
path parallel to the wall, having essentially no compommt of 
velocity at right angles to the wall. As one goes farther from 
the wall, not only does velocity increase but also a point G is 
finally reached at which the character of the motion changes. 
The elements of the fluid now begin to travel in forward-moving 
spirals. The net motion is still parallel to the surface, but the 
path of any one particle has a large? average component at 

* The first mention of the water film was made by “Trait<^ de Ja 

Chaleur,’^ Chap. VHI, p. 131, 1844. Since that time the presence and 
properties of such films have been verified by ot hers, more partieularly by 
Langmuir in 1912 (Phys. Rev.^ 34 , 421), who, working with gases, demon- 
strated the effect of velocity upon the thickness of the film and upon heat 
transfer. 

t Such an element is a very small body of the fluid but contains many 
molecules. Each molecule has its own irregular motion, but the whole 
group of molecules composing the fluid element moves as a unit, just as a 
raindrop falls vertically through quiet air, despite the irregular motion of 
the water molecules in the drop. 
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right angles to the surface. This complex motion obviously has 
a marked mixing effect on neighboring layers of the fluid and is 
described as turbulent. 

Hence there exists on the boundary surface of a moving fluid 
a creeping film, traveling parallel to the surface at a speed con- 
siderably less than the average velocity of the fluid relative 
to the surface, but characterized preeminently by the fact that 
the bulk motion in this film is parallel to the surface and with lit- 
tle turbulent or mixing motion of the fluid elements. Conse- 
quently motion through this film at right angles to the surface 
must be V)y the slow processes of molecmlar diffusion. While all 



Fio. fi. — Velocity distribution for isothermal flow in a circular pipe. Based on 
data of reference 1 at end of chapter. 

parts of this film other than that in immediate contact with the 
surface actually creep along the wall, it k easier to visualize the 
film as a stationary body of fluid and practically always allowable 
to do so. Where the motion of the main body of liquid past the 
surface is appreciable, this film is usually very thin. 

Vapor from liquids (or solids) can escape through this gas 
film only by diffusion. A molecule is thrown off from the surface 
of the liquid and must work its way through the molecules of the 
gas forming the film until it reaches the outside of the film and 
can be caught up and carried away by the convection currents 
there existing. 
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Upon increasing ^he velocity of the main body of the fluid, the 
increased turbulence at the surface of the boundary film will 
wear away or rub off a portion of it, causing convection currents 
to strike more deeply into it. The thickness of the film is 
thereby decreased and any action resultant upon the presence of 
the film will be influenced accordingly. 

This concept of a film of gas or liquid is useful in the majority 
of operations in chemical engineering. Detailed applications of 



Fig. 7. — Pannell’s explorations of velocity and temperature of air flowing 
inside a vertical pipe, i/max. ^ ^7 ft. /sec., ~ 

the idea will be made in the chapters dealing with the absorption 
of gases from gaseous mixtures by liquid absorbing agents, the 
removal of volatile from nonvolatile material by passing through 
it a stream of air or other gas, the solution of solids by liquids and 
the transfer of heat in its many forms. Such phenomena are 
best explained by the assumption of the existence of the resistant 
film. 

Figure shows the results of temperature and velocity 
explorations across an air stream flowing upward in turbulent 
motion in an electrically heated vertical brass pipe having an 
inside diameter of 1.92 in. The ratio of local to maximum 
velocity u/v^i is plotted vs, the position ratio y/a, where u is 

* Reference 2 at end of chapter. 
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the local velocity at distance y from the wall and a is the radius. 
This plot also shows the ratio of local to total temperature differ- 
ence plotted vs. y/a^ where iw, h and t are the 

temperatures at the pipe wall, at the center line of pipe and at the 
position y, respectively. It is to be noted that the curves of 
distribution of velocnty and temperature differences are very 
similar. The gas film should be that zone in which the relation- 
ship between and y/a is essentially linear. In this 

case approximately 50 per cent of the total temperature drop 
occurs in the film which has a thickness less than 1 per cent of the 
radius of the pipe. However, it should be noted that even at a 
velocity of 87 ft. per sec. the convective mixing in the pipe is so 
imperfect that one-half the total temperature drop is necessary 
for the transportation of the heat through the main body of the 
gas. 

A theoretical consideration of the flow' of gas through a capil- 
lary tube led Poiseuille to formulate a law whi(‘h states that the 
volume of gas flowing through such a tube varies directly as the 
fourtli power of the inside diameter of the tube. The derivation 
of this law is based ux)on the aHsumx)tion, first, that the main body 
of the gas assumes streamline flow rather than rolling or turbu- 
lent motion; second, that the friction is proi>ortional to the 
relative slip of one layer of the gas on the next one to it; and, 
third, that there i.s no slip at the boundary wall. 'J'he fact that 
careful experiments with very narrow capillary tubes show this 
law to be cjuantitatively exact proves that the assumptions are 
correct, wlieiu'e it follows that there is no flow in immediate 
contac^t with the wall. 

Consider th(^ mechanism of the diffusion of water vapor from 
a mixture of water vapor and air in contact with concentrated 
sulfuric acid, the operation being conducted at constant total 
pressure. In Fig. 8 the line OA represents a section of the surface 
c»f the liquid in contact with the air. The line OB represents the 
distance out into tlie air from the surface of the liquid and the line 
IIK represents the outer surface of the air film. In the direction 
OA, starting at the point 0 as an origin, the partial pressure of 
the water vapor is plotted. The equilibrium partial pressure 
of the vaxK)r at the surface of the liquid is indicated by the point C. 
The partial pressure of the vapor in the main body of the air is, 
however, higher, as indicated by the point E. In the main body 
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the gradient ED is necessary for the transportation of the vapor 
by convective mixing. The vapor then passes through the gas 
film by diffusion under the influence of the partial pressure 
gradient DC, and is absorbed by the acid. 

Let the total pressure in the space be represented by the 

horizontal line LM, Since at the surface of the liquid th(^ partial 

pressure of the vapor is equal to OC, the partial pressure of the 

air must be equal to OL minus OC or OW, Similarly, in the main 

body of the air the partial pressure of the air will be equal to 

OL minus OE or will be represented by the line PQ, The partial 

^ X>ressure of the air in the surface 

tl film will therefore be repre- 

! sented by the line WP. In 

.gfeV I other words, the partial pres- 

i f I surface of the 

^ Q liquid is grt?atcr than its partial 

||| I — “■ — ^ pressure farther out from tlie 

^ surface. Desjrite the exLstenc<^ 

1 tPy f prcwssure gradient, there 

<£ L J_, is no net transfer of air through 

^ the film, because of the impact 

^ ^ Oistance from Liquid Surface ® against the air moh'cules of the 

(out into yas) vapor inolocules driving in 

FiG.8.<^-Ab8orptioi^ towards the surface. This 

air by sulfuric acid. 

pressure gradient of air is 
maintained by a dynamic equilibrium (controlled by the fric- 
tional resistance offered by the air film to the vapor mole(uil(\s 
diffusing inward through it. 

The movement of matter through this stationary film requires 
diffusion. The diffusiorial velocities of gases and vapors are 
proportional to the square root of the sum of the reciprocals 
of the molecular weights of the diffusing and noiidifiusing gases 
and inversely proportional to the sum of the cross-sectional 
areas of the two types of molecules. Small particles of solids or 
liquids suspended in the gas (i.e., dust and fogs) may be con- 
sidered as having relatively high cross-sectional areas and there- 
fore negligible diffusion velocities. It is obvious that the gas 
film will effectively insulate such particles from the surface 
of liquid or solid in contact with the gas, so that interaction is 
difiBicult to secure. 
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Thus, whereas, if one will bring either ammonia gas or dilute 
hydrochloric acid gas into contact with water, both will be 
absorbed with groat rapidity, on the other hand, if one allows 
these two to interact in the gaseous state, forming a cloud of solid 
ammonium chloride particles, it is almost impossible to dissolve 
the latt(?T. One can draw air containing such a cloud through a 
series of wash bottles, highly effective for the absorption of gases, 
with almost no results. 

This offers the explanation of the difficulty of absorbing sul- 
fur trioxide made in the contact process. If one attempts to 
dissolve the trioxide in wato or dilute sulfuric acid, the trioxide 
vapor first comes in contact not with the liquid but with the 
water vapor which has evaporated from the liquid into the gas. 
It reacts with this vapor, producing minute droplets of sulfuric 
acid in the form of a fog, and these droplets are effectively insu- 
lated from the absorbing liquid by the gas film. One must there- 
fore use as an al)sorbent a liquid, the water-vapor pressure of 
which is negligible, i.e.^ strong sulfuric acid. This is the reason 
that for absorption one must use acid between 97 and 98 per cent. 
If more dihite, the pressure of water vapor is sufficient to produce 
a fog; if more concentrated, the partial pressure of SO 3 over it is 
groat <moagh to pre^'eIlt comphite absorption. Fog formation is 
not necessarily depend(^nt on chemical coml)mation. Thus if air 
containing a high concentration of hydrochloric acid gas is 
brought into contact with water, the acid may combine with the 
water vapor and condense as a fog, whicli will likewise fail to be 
absorbed by the main body of the water. 

These facts explain the difficulty of removal of tar fog from 
liluminating gas and producer gas, of cement dust and arsenic 
fume frcni stack gases, of carbon black formed by incomplete 
combustion of natural gas, and the like (see pages 313 to 317). 

Referencef. 

1. Stanton, Marshall, and Bryant, Pmc. Roy. Soc.. Ser. A, 97, 413 
(1920). 

2. Pannbll, Brit. Aero. Research Cmnm.j liept.j Memo 243, June, 1910, 
H. M. Stationery Office, J.(Ondon. 



CHAPTER III 


FLOW OF FLUIDS 

The major problem of fluid dynamics is to develop, for any 
given apparatus or structure and fluid of definite properties 
flowing through it, quantitative relations between rate of flow 
and pressure difference. One can thus determine the power 
requirement of the system. The results also furnish the basis 
of important methods of measuring rates of flow. Problems of 
secondary significance are the mechanical reactioiivS of flowing 
fluids and the effects of conditions of flow on other phenomena, 
such as diffusion. The fundamental relationships will be treated 
in this chapter but their applications will be found throughout 
the text. 

The principles underlying the analysis of every problem of 
fluid flow are, first, the conservation of matter; second, the 
conservation of energy; and third, the law\s of fluid friction. 
The first is employed in the form of a material balance and the 
second in the form of an energy balance for the operation in 
question. The first as applied to fluid flow is sometimes called 
the law of continuity.’*' The stream of fluid may be visualized 
as divided into a number of filaments or tubes of flow.'' 
Although the energy balance may be formulated without knowl- 
edge of the equation of state and the thermal properties of the 
fluid, these data are required for the evaluation of the energy 
balance. 


MATERIAL BALANCE FOR STEADY FLOW 

Consider an apparatus of any sort, e.g., one such as depicted 
in Fig. 9, focusing attention on the part between sections 1 and 
2. Between these sections no fluid is entering or leaving the 

* This term is preferably reserved to describe the fac;t; usually implicitly 
assumed, that the paths of flow of the individual particles are smooth 
nonintersecting curves and that there exists a cross section ortiiogonal to the 
direction of motion completely filled by the moving fluid. 
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apparatvis. Under steady conditions the mass* rates of flow at 
each section must be identical, since otherwise there would be a 
progressive accumulation or depletion of fluid within the appa- 
ratus between the two sections. This relation is expressed in 
the equation 

( 1 ) 

Vi Vi 

where w represents the mass rate of flow; S the area of cross 
section; V the average velocity, equal to the volumetric rate 
of flow q divided by the cross section; v the specific volume, 
i.e,, volume per unit mass, at the point in question; and G 
the mass velocity, equal to the mass rate of flow divided by the 
cross section. A general nomenclature table is given on page 97. 

TOTAL ENERGY BALANCE FOR STEADY FLOW 

Considering steady flow in the apparatus of Fig. 9, take as 
a basis of calculation the length of time required for 1 lb. of fluid 



HorizonfofI dafum plane 
Flu. 9. 


to enter and also to leave the space between the sections. The 
pound entering at section 1 brings in with it a certain amount of 
energy, existing in various forms. Tims, because of its elevation, 
Xi ft. above any arbitrarily chosen horizontal datum plane, it 
possesses a 'potential energy of Xi ft.-lb., which could be recovered 
by allowing the pound of fluid to fall from the level of section 1 
to that of the datum. Because of its velocity wi, the pound 
possesses and brings into the apparatus at section 1 an amount 
of kinetic energy^ Ui^l2g ft.-lb. It also brings its so-called 
internal energy, thermal, chemical and otherwise, Ei. Further- 
♦ See p. .29. 
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more, the pound of fluid in question entering at section 1 is 
forced into the section by the pressure of the fluid behind it and 
this form of mechanical energy must also be evaluated. The 
amount of this energy is the force exerted by the following fluid 
times the distance through which it acts, and the force is clearly 
the pressure per unit area, pi, times the area Si of the cross 
section. The distance through w^hich the force acts is the volume 
vi of the pound of fluid divided by the cross-sectional area 
Su Since the work done is the force times the distaruje, 

=piyi, the energy expended is the product of the 
pressure times the volume of a pound of fluid.* 

While the terms just disemssed comprise all forms of energy 
brought in through section 1 by the flowing fluid, and while 
it has been assumed that no material leavtis or enters between 
sections 1 and 2, this does not preclude exchange of energy 
with the surroundings between the sections. This energy inter- 
change may be in the forms of both heat and work. Call the 
former Q and the latter TF, each expressed per pound of flowing 
fluid, the positive sign indicating addition of energy from the 
surroundings to the apparatus. 

Clearly, the flowing fluid carries out of the apparatus at sec- 
tion 2 energy in the four forms brought in at section L Clearly, 
also, conservation of energy requires equality of tlie sum of all 
forms of energy ent(?ring to that of those leaving. Expressing 
all terras in the same xmits, c.r/., foot-pounds of energy per pound 
of fluid flowing, this results in the total energy balance : 

( 2 ) 

The importance of this equation is difficult to overestimate. 
Based only on the laws of conservation of matter and of energy, 
its validity for the conditions assumed is beyond question. 

While this equation is fundamentally valid, evaluation of 
specific terms often involves complications, which fortunately 
are rarely serious. Thus, unless the section is horizontal, 
theoretically the x-terrn should be integrated for the mass of 
fluid entering at each level, and variations in the p?;-product 
should be similarly allowed for, but these corrections are almost 
always so small that they are bc^yond the precision of the other 
* This is sometimes called flow work. 



FLOW OF FLUIDS 


43 


data. Variations in the point velocity over the sections of flow 
must be considered. * Theoretically one could avoid these 
difficulties by applying the equation only to a differential tube 
of flow, but this usually makes it impossible properly to evaluate 
the other terms. The term Q must be the total net heat added 
between the sections per pound of flowing fluid; but it includes 
only heat passing into the fluid through the w^alls of the contain- 
ing vessel from an external source. This excludes heat generated 
by friction, fluid or otherwise within the equipment, since such 
heat must come from dissipation of forms of energy already 
allowed for. l^ositive addition of heat involves no necessity of 
temperature rise, for the energy can find outlet in other forms. 
Indeed, addition of heat accompanied by temperature drop is 
not uncommon. 

The external work energy TV, like the heat Q, must come 
through the retaining walls. While it could conceivably enter 
in other ways, in practice it is alw^ays supplied by some form of 
moving mechanism, such as a imrnp, which may, however, be of 
diverse ty])es, e,g,^ piston, centrifugal, gas lift, etc. Where the 
mechanism withdraws work energy from the flowing fluid, it is 
described as an engine, prime mover, etc. In the ab8en(‘e of such 
a meclianism, the term W disappears. Furthermore, its effect is 
completely localized at the mechanism. The term should 
include the net work done on the flowing fluid by the mechanism. 
Occasionally it may be preferable to use the total external work 
done on the mecdianism and include in Q any heat losses from 
this energy which do not get into the fluid stream. 

The internal energy term E corresponds to the usual thermo- 
dynamic definition, determinable only by difference. If desired, 

* By dofinitkm, tho kinetic energy of a small filament of fluid having local 
velocity u is 'u^/2g ft. -lb. per lb. If tlw* local velocities at alljmints in the 
cross sect ion were uniform, V would bo equal to u and V^/2g would bo the 
(a)rrect value of tho kinetic energy. Ordinarily there is a velocity gradient 
across the passage, and hence the use of V^/2g introduces an error, the 
magnitude of which depend.s on the nature of the velocity gradient and 
shape of the cross section. For the usual case where the velocity is approxi- 
mateb’^ uniform, t he error in using V^/2g is not serious, and, since the error 
tends to cancel because of the appearance of P®/ 2 j 7 -tenns on each side of the 
energy balance equations, it is customary to use V^/2g as the kinetic energy. 
Where the velocity distribution is parabolic, it can be shown that the correct 
value of the kinetic energy is V^/g^ not V^/2g. This is further discussed 
on p. 80. 
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however, it may be defined by this equation, all other terms being 
subject to direct experimental measurement. Both E and pv 
are clearly properties of the flowing fluid, uniquely determined 
by point conditions. For convenience their sum is often treated 
as a single function called enthalpy, heat content or total heat, 
h=^E+pv. It too is a property of the fluid, uniquely determined 
by its point conditions. Like E^ its absolute value cannot be 
determined. Differences in value are often given above an 
arbitrary datum.* 

Provided flow conditions are steady, there is no need of homo- 
geneity in the flowing fluid. Furthermore, correction for multi- 
plicity of streams is easy since the energy content of each stream 
is proportional to its quantity and the principle involved is a 
balance of total energy. The following example illustrates the 
application of the total energy balance to a problem involving 
calculation of heat loss from a pipe carrying superheated steam. 

Illttstration 1. — Superheated steam is flowing at constant mass rate 
through a horizontal insulated pipe. At the first section the average linear 
velocity of the steam is 250 ft. /sec., the temperature is 600®F. and the 
absolute pressure is 2 in. of mercury. At a second section the absolute 
pressure is 1 in. of mercury and the temperature is Under these 

conditions the steam behaves as a perfect gas, since on a Mollicr diagram 
the lines of constant enthalpy are parallel to those for constant temperature. 
Using 0.48 as the specific lieat of the steam at constant pressure, calculate 
the heat Tcss to the surroundings, expressed as B.t.u,/lb. of steam flowing. 

Solution . — Since the pipe is horizontal, Xi equals and, with no pump 
between sections, W is zero. Hence, Eq. 2 becomes 


iC,UXTi--T,) 


2gj 


— Q — heat loss to surroundings. 


Since under these conditions superheated steam deviates little from the gas 
laws, the material balance rediices to 

F.-r,g-F,(f;)(g) -«o(S)(f) 

Substitution of these values in the total energy balance gives 

(0.48)(600 -590) + [^^’3^J4lr] B.t.u./lb. = -Q. 


If the heat equivalent to the increase in kinetic energy had been neglected, 
as in the usual '^heat balance,^’ the heat loss would have been taken as 4,8 

* While in general the enthalpy change is read from tables of data, for a 
perfect gas, where dE equals C* dT and d{pv) equals R dT, dh equals Cp dT* 
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and the error so introduced would have been (100) (4.8 — 1.16)/ 
1.15 =*317 per cent of the actual heat loss to the surroundings. 

MECHANICAL-ENERGY BALANCE FOR STEADY FLOW 

For steady flow of essentially noncompressible fluids under 
conditions where friction is negligible, in the absence of external 
work effects it is found experimentally that there is little error in 
an energy balance involving only the terms for the mechanical 
forms of energy. However, in corresponding cases involving 
the flow of compressible fluids, the total mechanical energy 
appearing at the outlet often greatly exceeds that at the earlier 
section, particularly where there are large pressure drops between 
sections. Analysis of the situation makes it clear that any given 
element of the moving fluid is undergoing an expansion, in the 
course of which it doe.s mechanical work. Clearly, this work 
must be expended on the fluid immediatelj^ ahead of it, but the 
fluid element in question also picks up an equivalent amount of 
mechanical energy from that behind it. The net result is an 
increase in the me(*hanical energy at the expense of the internal 
energy of the fluid or of externally derivc^d heat. Granting 

reversibility of expansion, this self-expansion work is dv^ 

which should be included in a mechanical-energy balance. 
Applying this correction in the cases cited, the mechanical- 
energy output, while it may in special cases closely approximate 
the input, is always less. In order to balance the equation, 
another term, SF, must be introduced, the equation becoming 


a:i+Pi»i+|^-+ 


r 




The term SF represents total friction due to fluid flow. It is 
best defined as the term necessary to balance this equation — a 
definition entirely compatible with the statement that fluid fric- 
tion is mechanical energy rendered nonavailable owing to irre- 
versibilities in the procejsses of flow. If between sections 1 and 
2 a pump actually delivers IF' ft.-lb. of mechanical work to the 
fluid, this term must appear on the left-hand side of the equation,* 

* Owing to the friction in the pump, W' is less than the term W defined 
in connection with Eq. 2: Fp. 
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which thus assumes its general fonxi: 

p dv-]rW' + 

This is known as Bernoulli’s theorem. Together with the 
total energy balance, it serves as the fundamental basis for the 
solution of problems in fluid flow. This chapter deals almost 
exclusively with its applications in special cases. The student 
must appreciate it thoroughly in every detail.* 

Since p dv+pxVi'-p^v^ equals dp, the above equation is 

more compactly written 

W'-^\dp = x,-x, + Sf’. (3) 

In evaluating J/i dv the expaiivsion was assumed reversible, 
differences being thrown into SF. However, the integral, unlike 
Ej pv and A, is not a point function of the conditions, but depends 
on the path of expansion or compression, t.c., on the history of the 
fluid during its passage through the apparatus. This often 
renders evaluation difficult. It is not uncommon to assimn^ a 
path that is at least approximately correct and throw the differ- 
ence into friction. 

The eqiiations arc readily and often helpfully ex])re.ss(Hi in 
differential form, f.c., for sections a differential distance apart. 
In this case the IT-tenn falls out, since this effect is in its nature 
inherently localized. 


Total energy balance: dQ—dx+-^~-+dh. 

y 


Bernoulli’s theorem: --v dp — dx- 


u du 


-dh\ 


(2a) 

(3a) t 


Disappearance of the friction term from Btnrjoulli’s ih(M;)rcm is a criterion 
of mechanical but not, ne<;cssarily of thermodynamic reversibility, since it 
does not imply reversibility of the heat effoctvS. The equation as here 
written assumes the absence of energy effects such as electrical, magnet i(*. 
and the like. If present, they must be allowed for, as by inclusion in W. 
An adequate appreciation of the underlying significance of Bernoulli's 
theorem cannot be had except in the light of the second law . 

t This equation is derived by writing the mechanical-energy balance, 
corrected for transformations: 
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Disappearance of the terms for friction, external work and 
velocity yields the criterion of static equilibrium in a fluid.* A 
fundamentally important and more complex problem is the 
evaluation of ^F, Occasionally this can be done by analysis of 
mechanism, bxit the usual approach is empirical. 

Illustration 2.— A centrifugal exhauster is taking in dry air from a room 
where the temperature is 40°F. and the barometer is normal. The axis of 
the horizontal disciharge pipe (12 in. i.d.) is 1 ft. above that of the intake 
pipe (10 in, i,d.). The air in the discharge pipe is at a pressure of 1.2 in. of 
water above normal ])arom<'tric pressure. The air then flows through a 
meter and the rate of flow is found to be 2.5 lb. /sec. The power input to the 
drive shaft of tiie exhanstcsr is 0.8 hp. The specific heat of air may be taken 
as 0.24 B.t.u./(lb.) (deg. F.). (a) Neglecting heat exchange with the room, 

calculate th(^ temperature of the air in the discharge pipe, (ft) Neglecting 
friction, calculate the work t heoretically required. 

Solution. — (a) The actual work input W is 550(0.8)/ (2.5) —176 ft.-lb./lb. 
Section 1 will be taken in the room at the elevation of the axis of the suction 
pipe; hence X) is z<‘ro and Vi is zero. The specific volume of the air in the 
room is (’'*"?^ieo) 9 ^ 92 ) —12.58 cu. ft./lb. The specific volume of the air 
in the discharge pipe, where both t he pressure and temperature have changed 
by small amounts, will be assumed the same as in the room. Hence 

— 2.5(12.58)/(0.78r)) =40.2 ft. /sec. Hince under these conditions air 
behaves as a perfect gas, the increase in F-fpr equals (Cplav-.CTa — 40). 
Expressing all terms in ft.-lb./lb., Eq. 2 becomes 0.24(778) (7 2 —40) = 
176 — 1 —(40.2)2/04.8, whence the temperature rise, 7’'2— 40, is found to be 
0.8"F. 

(ft) Using Eq, 3, assuming v constant and neglecting friction, 


Tf ' = + (xa — 3: ) ) -r -- ^ • 

= 78,5 + 1 +25.1 =104.6 ft.-lb./lb. 


2 -lV^ 


( 12 , 58 )( 1 . 2 )( 62 . 3 ) . - , ( 40 . 2 ) 2 -( 0)2 
^ ‘T'i H 


( 12 ) 


64.3 


The item 176 — 104,6=71.4 ft.-lb./lb represents friction in the fan and 
liiping. The overall efliciency of the fan and short ducts is then 
100(104.6/176) =59.4 per cent. 

Illustration 8. — Referring to THust ration 1, page 44, estimate the friction 
term. 


a; +?w +1^ + 7; dr = a; +da-. +7W +d(7w) + 4-^ 

which reduces to the form given above. It may also be obtained by differ- 
entiating Eq. 3, noting that the term 

/•2 (*2 

I p dr+ 7 nri — ^ 2 ^ 2 = — v dp, 

* It is interesting to (jornpare this with the usual derivation of static 
relationships, e,g., in determining change of barometer with the height. 
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Solution . — Calculations will be based on Eq. 3, with all terms expressed 
in ft.-lb./Ib. By the perfect gas law, v equals 16437’/Afp, where the molec- 
ular weight M is 18,02. Calling T constant, integration gives 


1543r.v. 


M 



SjP. 


Since the increase in kinetic energy was found to be 3.65 B.t.u., the mechani- 
cal equivalent is 778(3,65) or 2840 ft.-lb./lb. Taking 7'av. as 1055, XF is 
found to be 62,400 -2840 =*=59,560 ft.-lb./lb., or 59,560/778 =76.6 B.t.u. /lb. 


DEFINITIONS 

Fluid Head. — Any kind of pressure exerted by a fluid (gas or 
liquid) at any point may be expressed in terms of the height 
of a column of fluid of equal density. The height of such a 
column is defined as the fluid head. Assume a vertical pipe 
attached to the apparatus at the point where the fluid head is to 
be measured. The fluid will obviously rise in this pipe until the 
weight of the column of fluid exactly counterbalances the 
pressure above that of the atmosphere.* The height of such 
a column is called the fluid head^ and it follows that this head 
multiplied by fluid density equals pressure per unit area in excess 
of atmospheric, f.c., a 10-ft. head of water (density of 62.3 lb. per 
cu. ft.) is equivalent to a pressure (above atmospheric) of 623 lb. 
per sq.^ft. At a given point in a stationary fluid the pressure 
(or its equivalent, the fluid head) is the same in all directions. 
In a moving fluid this is no longer true, but the observed pressure 
varies as described below with the direcdion of the opening or 
orifice. Therefore, fluid head cannot be interpreted unless 
one knows the direc^tion of motion of the fluid relative to the 
plane of the opening through which the head is transmitted for 
measurement. 

Static Pressure. — In a moving fluid, the intiuisity of the pres- 
sure exerted on a jdane parallel to the direction of flow is called 
the static pressure, or simply the pressure. The pressure- 
measuring device (piezometer) is ordinarily attached at the wall 
of the conduit, where the velocity is normally negligible. The 
piezometer connection should not be located near bends or other 
obstructions that cause flow toward the wall, as otherwise addi- 
tional pressure effects arise owing to the kinetic energy. 

* This assumes the fluid to be of eonstant density and immiscible with air. 
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Impact Pressure. — Wlien the plane of the opening of a pressure 
tap is placed at right angles to the direction of fluid flow, the 
pressure on the opening is called the impact pressure. 

Subscripts. — The upstream and downstream sections are 
indicated by subscripts 1 and 2, respectively^ 


PRESSURE GAUGES AND MANOMETERS 

Piezometer Ring. — It is sometimes necessary to measure 
static pressure at a cross section of a conduit where the pressure 
is not uniform. Instead of measuring the pressure at a number of 
points and averaging the values, an equal number (usually four 
or more) of symmetrically located small piezometer holes a are 
made in the wall, and these are connected by means of a ring, 
from which the average pressure is obtained (see Fig. 10). The 
holes are made very small C^4 
in.) because it is easier both 
to make the planes of the 
openings parallel to the walls Duef^j 

of the conduit and to offer ^ MamfoM 

substantial resistance to flow 
from one opening to another. 

It is preferable to measure the 
pressure at a straight section 
sufficiently far from bends or 
other sonnies of disturbance so 
that the lines of flow are parallel to the wall, in which case a 
single pressure tap at the wall is adequate. 

Pressure Gauges. — For measuring pressure of both gases and 
liquids when the pressure is consideral)ly above or below atmos" 
pheric pressure, the well known Bourdon-type gauge is used. 
Such instruments should indicate a zero reading for the prevailing 
atmospheric pressure. * 

Open Manometers. — In the case of liquids it is sometimes 
convenient to measure the pressure by attaching a vertical pipe 
in which the liquid rises a distance x such that the pressure 
px due to the vertical column just balaiK^es the gauge pressure, 
p—Pat in the apparatus. A U-tube may be partially filled with a 
second heavier liquid immiscible with the one flowing, and should 

* Nonna] atmospheric pressure corresponds to an absolute pressure of 
14.69 lb, per sq. in. or 2115 lb. per sq. ft. 



Fig. 10. — Piezometer ring. 
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be placed below the point of attachment to the apparatus to 
avoid gas pockets in the lead. 

With gases, a vertical U-tube, partially filled with a liquid 
and with one arm oi^en to the atmosphere, may be attached to 
the apparatus. To avoid the ac^cumulation of water or other 
liquid that may condense from the gas, the U-tube is placed above 
d).e point of attachment to the apparatus, as indicated in Fig. 18, 



The absolute pressure pi at the point 1 is then poXa+pL^^+pay 
where pa is the prevailing atmospheric pressure. The tc^rm 
paXa is often negligible compared to the product pi:Xt. 

Multiplying Gauges.—Wherc the pressure diffcreiu'e to be 
measured is very small, the reading may be multiplied by some 


(■>, jp. 



Fig. 13. — Multiplying gauge. 


mechanical device to make precision 
povssible. Figure 11 shows an inclined 
U-tube and Fig. 12 illustrate\s the draft 
gauge commonly used in th(^ boiler room, 
both of which mak(’! the readings much 
greater than the differenc^e in levels pro- 
duced ; the readings may easily be made 
10 times the difference in levels. 

Figure 13 shows a “nmltipjyiiig gauge,” in 
which the lower part of the vertic.al U-tubo 
contains a liquid having a density only slightly 
greater than the one above it and not miscible 
with it. The relation between the reading and 
the actual difference in pressure is V>est deter- 
mined by calibration, although it may bo, calcu- 


lated from the cross sections Sa and Sb and the densities pj^ and of the 


two liquids, using the equation 


PI - = (X -*.) (p„ -Pj, ) 


where x is the differential reading (vertical distance) and xo is the reading 
when no pressure difference is applied. The pair of liquids chosen for use 
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in a gauge of this type should give a flat meniscus and neither of the liquids 
should tend to stick to the walls of the tube B, It is not safe to assume that 
the pair chosen 'will be absolutely insoluble in each other; hence the two 
liquids should he thoroughly agitated and the densities of the two resulting 
saturated solutions should be accurately observed before placing them in the 
manometer. Although the effect of temperature on density is small, in 
this case it must not be overlooked as the effect on density difference may be 
large. For example, if Sa/Sb is 100/1, if the spcciflc gravities of the solu- 
tions are 0.8315 and 0.7905, and if the deflection (x-^xo) is 1 ft., the pressure 
difference (pi-~p 2 ) would be 3.05 Ib./sq. ft., or 3.05/62.3 -0.04S9 ft. of 
water; the reading is hence 1/0.0489 ==20.4 times what would have been 
obtained had the pressure difference been measured directly in terms of 
feet of water. Failure to employ the correction for the ratio of cross sec- 
tions would have given a computed pressure difference 16.4 per cent lower 
than the true value. 

MEAStmiNG DEVICES BASED ON VELOCITY CHANGE 

Granting horizontal flow of a fluid in the absence of both 
external work effects and friction, but involving a definite 

change in vehxnty, Bernoulli’s theorem reduces to 

— U\^) /2g. If conditions are such that change in fluid density 
is negligilile or if use of an average value is allowable, this 
becomes ?;(pi — ^ 2 ) = ~ or // = A(u^/2g ) , where H 

is the difference in the fluid head corresponding to t;(pi—p 2 ). 
Finally, if conditions can be chosen so that a stream of velocity 
u is brought substantially to rest, or so that the velocity u is 
imparted to a stream of negligible velocity, the expression for 
the head equivalent to the velocity u simplifies to v(pi — p 2 ) — 
±u^/2g. The idea underlying this simple relation is the basis 
of a series of important devices for measuring the rate of fluid 
flow, including the Pitot tube, Venturi meter, various types of 
orifices and nozzles, weirs, etc. 

Since by proper choice of (conditions it is allowable to use this 
simple equation unmodified, at least as a good and often excellent 
approximation, it offers a valuable method of orientation in 
engineering work. However, one frequently finds it desirable 
to use measuring instmments under conditions deviating so 
widely from those assumed that major corrections are needed. 
Furthermore, for the highest accuracy it is almost always neces- 
sary to apply such corrections, though they may be small; 
hence methods of correlating the corrections are important. 
Where practicable, it is best to determine the corrections by 
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careful experimental calibration of the specific instrument. The 
more important factors causing deviations for which allowance 
must be made are variations in velocity and direction of motion 
at different points of the sections of flow, particularly at the 
section of high velocity; uncertainty as to the actual area of the 
orthogonal cross sections of flow; friction against the walls and 
within the fluid, whether due to turbulence or to streamline 
motion; variations in density; and uncertainty as to the proper 
points between which to measure pressure differences. 

PITOT TUBE 

Consider a stream of fluid flowing as indicated by the arrows 
of Fig. 14. Insert into the stream a small rod /i, held stationary 
by mechanical support at its right-hand end. Consider that tube 



\ 2 

Fig. 14. — Derivation of relation: ~ pi « pui*/2ff. 


of flow AAf bounded by the full lines shown, which supplies the 
fluid in the immediate neighborhood of the end of B. The 
cross section of i4i4 efilargCvS greatly as it approaches so that 
its velocity falls from its initial value Ui to a negligible amount. 
Furthermore, friction between it and its neighboring tubes of 
flow, shown by dotted streamlines, is slight because all are travel- 
ing at substantially the same velocity. Applying Bernoulli’s 
theorem to the tube AA, {pi — p 2 )/p = 0 — {ui^/2g) or = 

pui^/2g. This increase in pressure p 2 —pi can be measured by 
replacing the rod B by a hollow tube and measuring the excess 
pressure necessary to prevent flow of fluid through it. The 
instrument using this principle is the Pitot tube or impact tube 
The cross section of the hollow tube B should be kept as 
small aiS practicable to reduce disturbance of the streamlines 
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and thus minimize interfilamental friction. The face of B 
should bo exactly normal to the direction of flow, as otherwise 
the velocity past its face will not be negligible. If the direction 
of flow past B is reversed, it is clear that a corresponding defi- 
ciency of pressure in the tube should develop. In this event, 
however, the only way in which velocity in the tube of flow 
AA beyond B can be generated is by the dragging forward of 
that tube by friction against its neighbors. Since this friction 
inevitably involves dissipation of mechanical energy, it is not 
surprising to find that the pressure deficiency resulting from 
reversal of direction of flow is found to be considerably less than 



Side View 
of Ring 


Fig, 15. “ Impact tube and piezometer ring. 
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that calculated by reversing the sign of the above equation. 
The static pressure at the same elevation as the impact opening 
is obtained at the wall of the conduit, using either a simple 
pressure tap ground flush with the inside wall or one or more 
pairs of such taps connected by a piezometer ring, the two taps 
in each pair being attached to the pipe 
in diametrically opposite positions 
(Fig. 15). 

To facilitate the exploration of 
velocity in a conduit, the impact 
and static openings are often com- 
bined in a single instrument known as 
a Pitot tube. One form of Pitot tube 
consists of two concentric tubes con- 
taining a 90-deg, bend as shown in 
Fig. 16, the impact opening b being at 
the open end of the inner tube, and one or more static openings 
a in the outer tube. The diflSculty with this arrangement lies in 
the fact that the very insertion of the Pitot tube itself deflects 


openh 

Impact openm§^ 

Fju. 10. Pitot tube. 
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the fluid stream, thus obviously interfering with the accurate 
determination of static pressure. Figure 16 illustrates an attempt 
to avoid this evil by the use of four static of)enings, with the idea 
that if the pressure is too high on one of them it will be too low on 
some of the others and thus a true average static pressure will be 
obtained. Certain manufacturers offer Pitot tubes in which this 
counterbalancing of errors on the static orifices is not satisfactor- 
ily accomplished, but in such cases the makers usually furnish a 
coefficient for their particular type of instrument; the calibration 
of such instruments is essential. 


j Consis+en+ Units 
At o 



P» Consistent Units 


Fig. 17. — Ratio of average to maximum velocity in circ^ulsir pii)es. {From 
Stanton and Pa^mellS^^) 


The velocity of a fluid flowing in any conduit always varies at 
different points in a section taken at right angles to the direction 
of flow. This variation is extremely erratic in or near bends, 
tees, valves and any point of contraction or enlargement of 
section. Experiments have shown that this variable behavior 
is minimized if the observations are taken at a section not leas 
than 50 diameters from any point of disturbance, so that normal 
flow conditions are closely approachexi. For such normal flow 
in smooth pipes, the ratio of the average velocity over the entire 
cross section to that at the axis V/ur^nx. is found experimentally to 
depend only on the numerical value of a dimensionless ratio 
Curve B of Fig. 17^®^ is useful for predicting the 
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average velocity V{^q/S) based on measurement of by 
means of a Pitot tube located at the uMh of the pipe,* Curve 
4, based on the same data, is used to predict when DV p/fi 
is known. 

Pitot tubes are used for exj^loration purposes to mea«sure the 
flow in apparatus already built, as the instrument can be inserted 
through a small hole in the conduit, which can later be closed. 
In certain cases, for example, where a fan is pla(H?d in the middle 
of a short air duct drawing from and delivering into an open 
space, the gas flow is so erratic that it is necessary to determine 
the velocity at many points in a cross section, and for this 
purpose the instrument is of great value. 

The disadvantage of the Pitot tube when used for gases is 
the fact that, owing to the km gas density, the readings at 
moderate velocities are very small and liable to error. Thus, 
the differential reading where air at 70®F. and atmospheric 
pressure is flowing at a velocity of 10 ft. per sec. is only 0.0224 in, 
of water, and wdien flowing at 30 ft. per sec. is 0.202 in. of water. 
Where such low readings are encountered, the differential 
])ressures are best measured by an inclined gauge or by a multiply- 
ing gauge. When water flows at these same velocities, owing to 
its greatei density, the readings are 62.3/0.075 = 832 times the 
above. There is no appreciable^ j)Ower loss due to the presence 
of a Pitot tube in a fluid stream. 


Illustration 4 (Gas). — A ooinnuTcial Pitot tube similar to the one shown 
in Fig. 10 is inserted al the center line of a horizontal 12~in, i.d. galvanized 
iron pipe carrying dry air at 70®F. at a static pressure of 2 in. of w’ater above 
.atmospheric pressure, and the horizontal deflection on a U-tubc (inclined 
10 in. horizontal to 1 in. vertical and connected to the impact and static 
openings) shows 2 in. of water. The Pitot tube is at a distance of 50 pipe 
diameters (50 ft.) from any obstruction in the pipe. Calculate (a) the 
actual velocity of air as ft. i)er sec. at the point wh€?re the reading is taken, 
(5) the average velocity as ft . /sec. at this cross section, (c) the rate of flow 
as cu. ft. /min., and (d) as lb. /hr. The barometer is 29.75 in. of mercury. 

Solution . — The density of the gas at the point of reading is 


(29) (4 92) [29.75 + (2/1 3.6)] 
(359)(530T(29.9)~ 


=0.0750 Ib./cu. ft. 


The horizontal deflection on the inclined TJ~tube is 2 in., but owing to the 
lC-to-1 inclination the actual difference in levels is only 0.2 in. of water. 

* At values of Du^,p/ii below 4200 or of DV p/m below 2100, V/u^^ 
is constant at 
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The velocity pressure is then (0.2/12) (62.3 — 0.075) or 1.04 Ib./sq. ft 
Hence 



Fig. 18. 


with 


tw. = V2gH = =29.9 ft./sec. 

at the point where the reading was taken, namely, the center line of the pipe. 

From Fig. 225, it is seen that the absolute vis(50sity of air at 21 ®C. is 
0.018 centipoises, which must be multiplied by 0.000672 to convert it into 
lb./(sec.) (ft.). The value of Duni»x,p/fi for this case is then (1) (29.9) 
(0.075)/(0.000672 X0.018) = 185,000, and from Fig. 17, F«0.815wtnas.. 

Hence F- (0.81 5) (29.9) ==24,4 ft./sec. 

Since the cross-sectional area is ir/4 
or 0.785 sex. H-j fbe rate of flow is 
(24.4) (60) (0.785) -1150 cu. ft. /min., or 
(1150) (60) (0.075) -5200 lb. /hi 


STEADY FLOW OF FLUIDS THROUGH 
ORIFICES AND NOZZLES 

One of the common methods of 
determining t he rate of flow of gasses, 
vapors and liquids is to measure 
th(^ pressure drop caused by the 
insertion of a restricted opening 
into the line. When the fluid 
passes through the restriction, there is nec^essarily an increase 
in the velocity, and hence, in kinetic energy. With this 
increase of the kinetic energy of the fluid in passing from the 
entrance section of the meter to the restriction, a decrease in 
static pressure occurs. Combining the mechanical-energy bal- 
ance with the material balance and the equation of state of the 
fluid makes it possiWe to determine the rate of flow in terms of 
the measured pressure drop and properties of the fluid flowing. 

The construction of an orifice meter is shown in Fig. 18. 
Two pressure taps are inserted in the pipe, one on the upstream 
side of the orifice plate, the other on the downstream side. 
The square-edged orifice (Fig. 194) is merely a very short 
cylindrical passage bored in a thin metal plate. Where the 
pressure drop is to be high, a thick plate, beveled on the down- 
stream side, may be used. In a properly constructed square- 
edged orifice, the walls of the aperture meet the upstream face 
of the orifice plate at right angles and the surfaces are carefully 
smoothed to remove burrs and other irregularities. Figure 


-'Orifice meter, 
throat taps. 
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19C shows a ^'rounded-edge orifice/' This type of orifice is more 
difficult to construct than the square-edged; therefore it is not 
so commonly used. Since the square- 
edged orifice is easily constructed and 
the meter as a whole is simple and 
comparatively inexpensive, its use is 
widespread. 

As shown in Fig. 20, the fluid begins 
to converge at some distance upstream 
from the orifice and continues to con- 
verge for some distance downstream 
from the orifice. Since the cross sec- 
tion of the stream is continuously 
varying from the section where con- 
vergence begins to the section on the 
downstream side of the orifice where 
the fluid again completely fills the 
pipe, the velocity also varies continu- 
ously. Hence the pressure readings 
for a given rate of flow will depend on 
the position of the pressure taps rela- 
tive to the orifice plate. Since the 
mechanical-energy balance contains the term JV dp, the functional 
relation between p and v must be known. For simplicity the case 
of liquids will be first considered, where the specific volume is 
substantially constant. 






C 

Flo. 19. — A, sharp-edged ori- 
fice in thin plate; ii, sharx}- 
edged orifice in thick plate; C, 
rounded orifice in thick plate; 
/>, nozzle. 





1<- P, ->l»i 80, 

A B- Vena Confraefa 

Fig. 20. — Flow of liquid through a sharp-edged orifice. 


Liquids. — Consider the orifice of Fig. 20 and focus attention 
on sections A and the first upstream a distance above the 
orifice sufficient so that the streamlines of the flowing fluid are 
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parallel to the axis, and the second downstream at the vena 
contracta where the streamlines have again become parallel. 
Consider a specific differential filament of flow separated from 
the fluid around it by an imaginary surface across which no net 
flow occurs. Assume furthermore that friction of the fluid 
against the wall and of the various filaments of the fluid against 
each other can for the moment be neglected. One can apply 
the mecnanical-energy balance to this individual filament, 
writing 

-j\dp = v(p^-pr)='^-^ ( 5 ) 

where Uv is the velocity of the small filament at the v^na con- 
tracta. Grant for the moment that the upstream velooUy ui is 
negligible in comparison with the downstream velocity The 
equation then simplifies to the expression 

wherein the difference in head vipi — p^) or //„ is the difference 
in liquid levels in the manometers. Inspection of this relation 
shows that the dowmstream velocity Uv of the filament for any 
specific setup and liquid density is determined solely by the 
upstream and downstream pressures. Keeping in mind the fact 
that at neither of the sections in question can there be a radial 
pressure gradient (since otherwise there would be radial flow), 
it follows that the initial and final pressures, pi and pv, are 
identical for all filaments in the respective crovss sections, and 
consequently, where upstream velocity is negligible, the velocities 
of all filaments at the vena contracta are identical, i.e,, at this 
section the velocity distribution is uniform. In fact, a sub- 
stantially frictionless orifice with relatively large pressure droj) 
offers one of the best known methods of securing a stream of flow 
in which the velocity is uniform. Study of the preceding para- 
graph should make it clear that, for conditions of frictionk^ss 
flow and negligible upstream velocity, the conclusion of uniform 
downstream velocity is valid irrespective of velocity distribution 
upstream and therefore irrespective of the type of upstream flow% 
whether streamline or turbulent. The conclusion does, however, 
depend on the assumption of negligible friction between the 
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sections. Inspection of Fig, 20 makes it clear that friction of 
the fluid against the walls can be appreciable only in the immedi* 
ate neighborhood of the sharp edge of the orifice, since at other 
points the velocity of fluid past the wall is low. Since the area 
of high friction is so restricted, the magnitude of its effect is 
correspondingly reduced. On the other hand, it is not improb- 
able that the outer filaments of the flowing stream are retarded 
significantly relative to the inner ones, although the percentage 
effect may be negligible. If the liquid is in streamline flow 
throughout, interfilamental friction may become serious. How- 
ever, its effect tends to be reduced by the fact that adjacent 
filaments are flowing at widely different velocities only in the 
neighborhood of the upstream section, where the corresponding 
frictional effect is low because of the low velocities. At the 
downstream section they all tend to flow at identical velocities, 
correspondingly reducing the interfilamental friction at the point 
where it would otherwise be high. 

As the cross section of thc^ stream of flowing fluid enlarges 
beyond the vena contracta, the friction tends to be low until 
the enlarged stream again fully fills the downstream section of 
the pipe. Consequently even up to this point the velocity dis- 
tribution tends to remain substantially uniform. Beyond this 
j)oint, however, friction at the pipe wall retards the filament of 
flow in its neighborhood and develops a velocity di.stribution 
curve that will be characteristic of the type of flow there existing. 

In order to work in terms of average velocity F, rather than 
local velocity u, the energy balance for the filament of differential 
cross section should be integrated over the cross section of flow. 
Since the velocity ii is uniform at the vena contracta, Uv“l2g may 
be replaced by V^/2g. However, since the upstream velocity 
is not uniform, owing to friction set up at the walls of the pipe 
upstream of section 1, u^l2g is replaced by V^I2gaij where ai 
is a dimensionless factor allowing for the nature of the velocity 
gradient at section 1.* The mechanical-energy balance, Eq. 3, 
then becomes 



V dp—v{pi—pv) — Hv- 


F.2 

2g 


IjL 

2gai 


(5a) 


* For streamline flow the kinetic energy is F*/(7r not V^/2g; hence ai 
equals one-half ; for turbulent flow, whore the velocity is more nearly uniform, 
the kinetic energy approaches V^/2g and ai approaches unity. 
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wherein the term »(pi— p»), the decrease in fluid head, is repre- 
sented by iy,. By a material balance Fi= VvSv/8i, and Eq. 5a 
becomes 




(56) 


In order to work in terms of the average velocity Vo through 

the orifice rather than with Vv, one substitutes 

giving 


y SvV^Hy 

" ‘So s,Vf-(sMW^) 


(5c) 


where q is the volumetric rate of flow through the orifice having 
cross section So. Equation 5c is modified in use to the form* 


y = 1=_ 

" So vi-(stvs>)’ 


(6) 


The so-called coefficient of discharge, c, is seen to depend upon 
«! and the ratio of the cross se<*tion of the vena jet to that of 
the orifice and to that of the pipe. Since the numerical value 
of those factors depends on the type of fluid flow, which iii turn 
depends upon a dimensionless ratio known as a Reynolds number,^ 
experinu"utally measured values of c are plotted against a 
Reynolds number DoVop/y for ('ach of a num})CT of values of 
the ratio of diameters of orifice and pipe.J The data for sharp- 
edged orifices with throat co'mwcMons (where tlie upstream 
pressure tap is one pipe diameter from the upstre^am side of the 
orifice plate and the downstream tap is one-thiid of one pipe 
diameter from the downstream side) an^ satisfactorily repre- 


* It will be noted that c 






\ i 


\ 

* 


Where the diameter of the up- 


stream chamber is at least five times that of the orifice, c reduces to 
since the latter is the ratio of the cross section of the vena jot to that of the 
orifice, this ratio is called the coefficient of contraction, Cc. 

t The significance of this factor is discussed in detail on pages 82 to 84, 
t Prom dimensional considerations, since c^4>{Dq/Di, DoVop/p), it is 
immaterial whether the values of c for each diameter ratio are plotted vs. 
DoVap/p^(,DiVip/p){Di/Do) or vs. DiVip/p. 
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sented by the curves shown in Fig. 21. For each diameter 
ratio, at small Reynolds numbers the coefficient of discharge i^ 
very small, but as Reo increases the curve goes through a maxi* 
mum, finally becoming asymptotic to c equals approximately 
0.61 at orifice-Reynolds numbers above 30,000. Hence, when 



Fm. 21 . — Cooflic'ieiilH for sharp-edged orificcB with throat taps. (From Tuve and 

SprenkleM^) 


r)oVop/iJL is above 30,000, the results with throat taps may be 
predicted from the approximate relation for sharp-edged orifices 


xr _ <? _0My/2gHv 

Fo g- - ’ 

V -s,* 

alternatively written as 


(6a) 


VV?~V?=0.6lV^. (6b) 


Since the data from various sources may show discrepancies 
of several per cent in the coefficients of discharge, for accurate 
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work an orifice should be calibrated, although the values given 
in the curves are satisfactory as first approximations. 

In a given experiment if the pressure is measured at a number 
of paints along the downstream chamber, inspection of Fig, 
20 makes it clear that the pressure p 2 so measured will depend 
upon the location of the downstream pressure tap. Starting 
on the downstream side of the plate, decreases slightly as the 
tap is moved downstream until the vena contracta section is 
reached, where p^ reaches a minimum value since the jet has 
attained its minimum cross section and corresponding maximum 
velocity and kinetic energy. As the tap is moved farther 
downstream, the pressure gradually rises, although never reach- 
ing equality with the initial upstream pressure because of friction 
loss caused mainly by the agitation of the downstream pool by 
the jet. Consequently, if one arbitrarily uses the following 
equation, analogous to Eq. 6, 

n = CiS^2g{vi - pi)v^_ciSa-\/2gHi 

vf-WAT'* 

wherein p^ has replaced pv and Ci has replaced c, it is clear that 
the numerical value of Ci will be larger than c exce})t when p> 
is taken at the vena contracta. Hencje the numeric^al value of 
Cl, as defined by Eq. 6c, depends upon the location of the down:i- 
streant tap, as well as upon both Da/Di and fico. Curves of cj 
vs. Reo for various values of Do/Di are available for the several 
arrangements of pressure taps.* 

Since at values of Reo above 30,000 the values of Ci are inde- 
pendent of Rco, the values of Ci, for various values of Dq/Di, may 
be plotted vs, tlie location of the downstream tap. For con- 
venience the data are shown plotted in Fig. in terms of a 
new coefficient of discharge c', defined by the relation 

(6d) 

wherein the difference in head Ih represents the term p?).! 

* The ordinates of Fig. 21, within an error of 1.5 per cent, may be used as 
both c and Ci for sharp-edgtxl orifices, regardless of whether throat taps (Fig 
20) or flange taps are used. 

t Upon comparing Eqs. 6c and 6d it is found that 
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For the small values of the ratio Do/Di, it is seen that the 
coefficient c' varies but little with the location of the downstream 
tap, whereas at the high values of Do/Di the location of the tap 
has a substantial effect on c\ The point of maximum con- 
traction, i.e.y the vena contracta, varies from 0.3 to 0.7 


pipe diameters downstream 
from the plate as Do/Di varies 
from 0.84 to 0.22. 

Equations 6c and arc the 
two common forms of the 
orifice equation. 


The data of Fig. 21 are convenient 
where i i is desired to predict the pres- 0.80 
sure differential for a fixed rate of iv 
flow through an existing orifice 
meter, but their use leads to trial- ^ 
and-error calculation when it is ^ 
desired to calculate the rate of flow’ \ 
corn^spoiuling to an observed pres- ^ 
sure differential. This trial-and- 
error w’ork may be avoided by 
rearranging the dim(‘nsionless ratios 
so that V{) will appear only in on<5 
coordinate, i.e., oi\c can plot 



Do Viip _ 4 (/p 
P TTpDq 


Pressure Taps Down- 5+ream,Per 
Cent of Pipe Diameter 


Fio. 22. — LCffect of location of dowii- 

stream tap on r/ ~ q / Suy/'ZgH'x for 

/ / 2gH r=--^ sharp-CKlged orificos where i?eo exceeds 

Vm / (/V7£S^)] ^ 30, (KM). {From Spitzglass.^^^) 


Owing to the discharge of the rapidly moving jet into the 
slower moving pool of fluid in the downstream chamber, a 
considerable portion of th(^ kinetic energy of the jet is converted 
by impact and internal friction into internal energy and lienee 
lost as mechanical energy, the remainder appearing as mechanical 
energy in the moving stream at th(^ downstream section. This 
permanent loss of mechanical energy, compared to the pressure 
drop across the orifice itself, decreases as the diamc^ter of the 
orifice approaches that of the pipe, as shown in Fig. 23.* When 
Do/Di is small, the lost energy may become so important that 
it is more economical to employ another type of apparatus 
* pi is measured one pipe diameter upstream, at three-tenths of one 
oipe diameter downstream and pa at eight pipe diameters downstream. 
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(Venturi meter), which, although it has a higher initial cost than 
the orifice, gives only approximately one-eighth the i>ermanent 
loss for equal readings of the instruments. 

The proper location of orifices in lines has been studied exten- 
sively by the A.S.M.E. Committee on Fluid Meters, which has 
drafted specification for installations in the vicinity of fittings, 
valves, etc. The coefiiciemts given here are valid only if the 
installation is made in accordance with such specifications. 
However, when the required length of straight pijKi ahead of an 
orifice meter (vamiot be secured, the insertion of straightening 
Q I Q vanes in the j)ipe at least six 

I f diameters above the orifice 

I 02 0.8 I will satisfactorily (‘orrec^t the 

^ flow. A bundle of small tubes 

ou 04 >r U.0 a. .... 

jj. \ k 1" the pipe forms a 

^ Q6 0.4 convenient straightening-vane 

£ Q 2 installation. 

& \ ^ Orifice plates are sometimes 

to ■ Q 2 Qg QQ j|p ® constructed with off-t^enter 
Do/D| orifices. For example, the 

Flo. 23. — Overall pressure losses across orific^e Opening may be tangent 
sharp-edged orifices. . ,, 

to tlii' bottom of the pijK^ in 

cases where liquid must drain along a giis line. The coefficients 

given here, however, are restrictiHl to orifices centered in the 


pipe. 

An ingenious installation of flange-tap orifices has been 
developed which permits removing the orifice plate and replacing 
it with another without shutting down the gas line. This equip- 
ment is particularly useful for jicrmanent orifices metering large 
flows where corrosion of the plate or a change in the magnitude 
of flow may require changing of the orifice plate. 

The usual orifice coefficients are not applicable in cases where 
pulsations of some magnitude are encountered, as from a recipro- 
cating compressor near the orifice. Problems of this type can 
usually be solved only by eliminating the pulsation or calibrating 
the orifice for the specific condition. Damping the pulsation 
in the leads to the metering device is of no benefit, and may 
actually increase the error of the reading. 

Well-rounded orifices (Fig. 19C) and flow nozzles (Fig. 19D) 
should be calibrated for acciaate work; for approximate calcula- 
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tions the curve for the Venturi meter (Fig. 25) may be used in 
estimating c in Eq. 6. 

Oases, Small Per Cent Pressure Drops. — The pressure loss 
caused by an orifice in a permanent meter installation usually 
represents a significant operating expense for power, and large 
ratios of Do/Di are therefore favored. When the pressure 
drop is only a few per cent of the upstream pressure, the usual 
hydraulic equations (6c) and (fid) may be used with v replaced 
by Vnv. based on the arithmetic-mean j)resBure. 


Illustration 6. — Oil is flowing: through a standard steel pipe in 

w'hich is inserted a l.OO-in. .scjuare-edged orifice with taps, respectively, one 
pipe diameter upstream and 0.3 diameter downstream of the orifice plate. 
Pressure differential across the orifice is indicated by two parallel vertical 
open tubes into which the oil rises from the two pressure taps. The oil is 
at ICXl^'F.; its specific gravity is 0.87 and its viscosity 20.6 centiiK)ises. 

Calciulate the reading on the gauge described, when oil is flowing at a rate 
of 400 gal. /hr. 

Solution,- The velocity in the orifice, Fo«(4()0)(144)(4)/(7.48)(3()00)(ir) 
«2,72 ft./sec.; = (H2)(2.72)(0.87X62.3)/(0.(K)0672X20.6) =890; 

/)o/Di « 1.00/1.61 =0.62; from Fig. 21, c=0.76. By Eq. 6, 


Hv 



(2.72)2 

(^ 4 . 3 ( 0 : 76 ) 


.(I 


-0.e2*)«=0.170ft. 


Illustration 6. — Natural gas (jonsisting of practically pure methane flows 
through a long straight standard lO-iri. steel pipe in which is inserted a 
square-edged orifice 2.50 in. in diameter, with pressure taps, ijach 5.0 in, 
from the orifice plate. .Just above the orifice the gas is at 80®F. and 
5.0 Ib./sq. in, gauge. A differential manometer inclined at an angle of 
15 deg. with the horizontal, attached across the orifice, reads 6.18 in. of 
water. What is the weight rate of flow of gas through this line? 

Sohdion , — The ratio of orifice to pipe diameter is 2.50/10.19=0.245. 
Assuming the Reynolds number in the orifice to be over 30,000, the coeffi- 
cient c' is 0.61, from Fig. 22, The average pressure of the gas in the orifice is 


Pav.-19.7- 


6.18X62.3 sin 15^=^ 
2X12X144' 


= 19.67 Ib./sq. in. abs. 


and the average density of the gas in the orifice is therefore 


16 

^ 359 


^ 14.7 ^540' 


=0.0540 Ib./cu. ft. 




6.18 sin 15\, 62.3 


12 " 


' X 


0.0540 


= 153.7 ft. 


Then, by Eq. 6<i 


Fo «0.61 V'64.3 X IM.? -60.7 ft./sec. 
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Using this result, the Reynolds number in the orifice is 




2.50X60.7X0.0540 
12X0MI x 6:006672 


whence determination of c* from Pig. 22 was permissible. 

The weight rate of flow is 

IT = 60.7 X r X X().0540 X3600 = 403 lb. /lir. 

4 144 


For somewhat higher per cent pressure drops, it is worth while to allow 
tor the variation in the specific volumes, and the material balances become 
VvSv/vv ~ PAM and ViS}/vi — ?/;, where w represents the mass rate of flow. 
These relations, combined with Eq. oa, give 




2gipi- pv)v av. 

Vi^ , VxK%ys/ 






V6®«1 


Since this equation is so unwieldy, and since it is a convenience to be able to 
emploj'^ the coefficients of discharge of Fig. 21, the eqtiation is written in a 
fornt analogous to Eq. 6c. 


w^ciYSo 


-Pi) 


( 7 ) 


The dimensionless term V is found^^^ by calihrntion to be a function of 
Pi, pi, Aj/Di and of k, where k* is tlic ratio of specific heat at constant pres- 
sure to that at constant volume: 


For sharp-edged orifices with cither throat or flaiigc taps, this equation 
holds for D{t/Di ranging from 0.2 to 0.75. For small pre^ssure drop.s the 
factor Y api)roaches unity and Eq. 7 reduces to Eq. 6c for incompressible 
fluids. Equation 7 is accurate w'ithin 1 per cent for pi/pi not less than 0.8» 
and does not involve serious error when pa/pi approaches the critical ratio 
(see page 67). 

Gases, Large Per Cent Pressure Drops, Rounded Orifices and Nozzles.- 

When a perfect gas cxj)ands under conditions where there is no heat inter- 
change between the gas and it.s surroundings, the expansion is said to he 
“ adiabatic.'' The pressure-volume relations for a frictionless adiabatic 
change are expressed by pi(w,)* where k is the ratio of the specific 

heat of the gas at constant pressure to that at con.stant volume. Employing 
Eq. 5a, integration gives 

r (*-i) 

Vt^ Vi^ _^ (Pi vMk)\ . fpt\ k 

2g ’^2ga\ k-l \pj 

* Values of k are given in Table IV, p. 694. 



FLOW OF FLUIDS 


67 


where subscript t refers to the throat, or smallest section of the nozzle. 
With a large orifice chamber the square of the velocity in the 

chamber can be neglected when compared tx> the square of the velocity in the 
orifice. Making this simplification, introducing a coefficient of discharge as 

before and solving for the mass flow rate w, remembering that Ff« 
1 

one obtains: 


w=l‘=c"<S’, 

Vt 


^gkpi 


- 2 ( 
Pi 

)(vi)LV;>i/ \pj 


Equation 8 for adiabatic flow contains the function 

2 q-fjfc) 

* ■ 


(8a) 


Where there is no flow through the orifice, pt/pi — lf and, as the ratio of 
Pt/p\ decreases from unity, pi remaining constant, the quantity (8a) and 
consecjucntly the flow given by Eq. 8 increase from zero, reaching a maxi- 
nium when 

k 


(pi\ 2 

\Pi/ctiu \i+k/ 


(85) 


After pt/pi falls below the ^‘criticraF^ value given by Eq. 85, which calls fox 
maximum flow, the flow through a given nozzle might be expected to decrease 
ac^cording to Eq. 8. Experiments have showui that the flow docs correspond 
to Eq, 8 above and at the critical -pressure ratio, but that it remains constant 
for further d(?creaso in the pressure ratio. This apparent discrepancy 
is explained as follows: Until the critical throat pressure is reached, the 
throat and downstream pressures are nearly the same, but as the 
downstream pressure is further decreased the throat pnjssure (and velocity 
also)* remains constant; since the throat pressure is the controlling factor, 
the rate of flow remains unchanged. Therefore, the quantity (8a) has a 
constant value when the pressure ratio of pt/pi is equal to or less than the 
critical value given by Eep 85, and under such conditions Eq. 8, which was 
predicated on a large orifice chamber, reduces to 


. ^c"StPi 


ghM 


Since k for air is 1.405, Eq. 8c becomes 


Vt[ 


* At the critical-pressure ratio the linear velocity in the throat attains 
the velocity of sound and hence the upstream chamber is screened from the 
pressure in the downstream chamber. 
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when the downBtream pressure is not greater than 0.63 times the initial 
pressure above the orifice and when, as before, the area of the orifice cham- 
ber is at least 25 times that of the orifice. This special case is known as 
Fliegner^s equation. For steam, k increases with T in such a way that th<»y 
approximately offset each other in Eq. 8c, which reduces to the well-ktiown 
Napier equation for saturated steamy when the absohite back pressure is 
loss than 65 per cent of the initial absolute pressure: 


^c'\Sopi 

70 




Inasmuch as these simple equations (8c), (8d) and (8c) hold whenever the 
ratio pt/pi is sufficiently low and the orifice chamber is sufficioniJy large 
compared to the orifice, it is highly desirable to secure these conditions where 
the percentage drop in pressure is large. For well-rounded orifices and flow 
noxzles the values of c" may be estimated from Fig. 25, but for accurate work 
the orifice in question should be calibrated. * Wlum it is not feasible to make 
pt/pi fall below the critical value, the more complicated Eq. 8 applies. 

If the pressiire drop is not more than 20 per cent of the initial pressure, 
Eqs. 7 and 7a apply. 

Flowmeters. — The term flowmeter Is soinetimos used to desig- 
nate any restricted opening or tube through which the rate of 
flow has been determined by calibration. For example, a 2-in. 
pipe may be bushed down to 32 l^^hen enlarged to 2 in.; 

the pressure drop through this opening is a measure of the rate of 
flow, but this relation should be determined by calibration. 

For laboratory work, wdiere the rate of flow of gas is small, 
capillary tubes of 1 to 12 in. length are used to }>roduce tlui 
pressure drop, indicated on a U-tube connected by te(^s to 
chambers at both ends of the capillary. Usually they are 
calibrated over the desired range, as by measuring the volume 
of water displaced (gasometer method). Flowmeters for liejuids 
similar to those described for gases are cheaply made both for 
laboratory and for plant use. 


VENTURI METERS 

The Venturi meter operates on the same principle as the orifice, 
and indicates the decrease in static pressure due to an increase 
in the velocity of a fluid stream caused by a known reduction 
in the cross section of the path. The striking difference in the 
form of the standard orifice (Fig. 18) and Venturi meter (Fig. 24) 
lies in the fact that the changes in cross section are sudden in 

* The coefficient of discharge may exceed unity owing to the occurrence 
of flupersaturation. 



FLOW OF FLUIDS 


69 


the former and gradual in the latter. Since the cross section of 
the pipe is gradually reduced to that at the throat, the con- 
vergence of the streamlines is not nearly so marked in the Venturi 
meter as in the square-edged orifice, and hence c is larger for 
the former than for the latter. In the square-edged orifice, the 
section is suddenly enlarged from that of the orifice to that of the 
downstream chamber or pipe, with the result that the greatest 
proportion of the velocity head (created in the orifice at the 
expense of the static pressure in the upstream chamber) is not 
reconverted to static pressure in the downstream chamber, but 
is lost by impact and internal friction. The Venturi meter 
possesses a great ad'^antage over the standard orifice in that the 



permanent reduction in the static pressure is small, because the 
velocity bead is largely reconverted to static pressure by 
the gradual enlargement of the section to its original siase. 

The construction of the Venturi meter is shown in Fig. 24. 
The throat diameter is usually from oiie-half to one-quarter the 
upstream diameter, and the throat length should not exceed one 
throat diameter. The total angle of divergence of the two 
tapered sides should not exceed 25 deg. on the upstream side or 
7 deg. on tl)e downstream side, in order to minimize the friction 
loss and to insure a high coefficient of discharge, the throat should 
be lined with bronze and accurately bored to size and finished. 
Under these conditions the permanent loss in static pressure 
is only one-tenth to one-eighth of the Venturi reading. Pressure 
taps are located as indicated in Fig. 24 and are connected to 
piezometer rings, care being taken that the connections to the 
static openings do not project into the sections; otherwise serious 
errors in the readings will result. Since it is necessary to make 
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the total angle of divergence small in order to obtain a value of 
c near unity in the turbulent region, the length of the Venturi 
meter is great relative to the diameter of the line in which it is 
inserted. The Venturi metier is used in the illuminating-gas 
industry and elsewhere with great success. 

The equations for Venturi meters are the same as those for 
orifices, and in the usual range of operation {DiVipi/fxi above 
10,000) the (coefficients of discharge are higher than for sharp- 
edged orifices, since, when the Venturi meter is properly con- 



Reynolds Number D,V,p^, Consistent Units 
Fig. 25. 

structed and oj^tTated, the fluid substantially fills the throat of 
the meter. The coefficients of discharge of Kig. 25^®^ were 
determined for licpiids and are defined by Kq. 6c. The coeffi- 
cients of Fig. 25 may be used as estimates for gases flowing with a 
small per cent drop in pressure, using v as the arithmetic mean of 
vi and ^ 2 . 


WEIRS 

Visualize a liquid flowing at steady rate over a vertical dam 
placed acroSwS an open channel. At the distance x above the top 
of the dam the volumetric rate of flow dq through the cross 
section y dx m^y be calculated from the orific^c equation: dq=^ 
c{y dx)‘\/2gx, wherein the velocity of approach is neglected. 
The total volumetric rate of flow qa is obtained by integrating 
from 0 to xo, giving qo={%){cy)\/2gx^'\ In practice the head 
Xo is measured as the vertical distance from the top of the dam to 
the free surface of the liquid sufficiently far upstream to include 
the immediate drop in liquid level on the upstream side of the 
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dam. Using f.p.s. units and replacing the term %c\/2g by a 
constant taken equal to 3.33,* one obtains the familiar Francis 
equation 

go=3.33i/a;o^ (9) 

for the so-called suppressed weir, where the width of the dis- 
charging sheet is substantially equal to the width y of the dam. 
This equation gives an accuracy of approximately 3 per cent mth 
water if xo is at least 0.3 ft.; y is at least twice Xo, and the velocity 
of approach does not exceed 1 ft. per sec. More complex equa- 
tions are available for less restricted cases. Weirs are sometime»s 
used to measure rates of flow of water or of aqueous solutions 
of low viscosity, but, unless the weir in use corresponds closely to 
one for which experimental data are available, calibration is 
desirable. 

For inward flow over circular weirs such as the overflow weirs 
in plate-type rectifying columns (page 648), the Gourley^^^ 
equation 

q — (9a) 

is often (pioted for h(»ads up to one-fifth the diameter of the 
circuilar weir. However, owing to waves in the pool on the plate 
and the existence of froth in some cases, this equation should 
be used only as a rough approximation for the flow ^ive^ weirs 
in n^ctifying columns. A logarithmic plot of q vs, x may show 
breaks in slope, and calil)ration is advisable. 

OTHER MEASURING DEVICES 

1. Gasometers and Receivers. — A gasometer is an inverted 
vessel, usually a cylindrical metal one, placed concentrically 
inside another vess(d containing a liquid, generally water. When 
the gasometer is empty, the inner vessel is full of liquid, and, 
as the gas is fed in through a pipe projecting up through the 
bottom of the outer tank, the inner vessel rises by an amount 
proportional to the quantity of gas admitted. Gasometers are 
used widely in the illuminating-gas industry. 

The changes in the amount of gas in a constant-volume storag<i 
tank may be measured by observing the changes in the pressure 

* It is noted that this f:ictor has the dimensions of the sciuam root of the 
acceleration due to gravity, and corresponds to an orifice coefficient of 0.(523. 
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and temperature, or in weight. The constant-volume receiver 
is employed for high pressures, as in the determination of the rate 
of discharge of air from a compressor. The measurement of 
gases by weight is usually unsatisfactory because the weight of 
the tank is so great, relative to that of the gas, that results 
obtained by difference may have little accuracy unless the gas 
is under high pressure. 

2. Addition (or Removal) of Energy, or Foreign MateriaL— 

The amount of matter flowing past a given sectiem may be 
determined by injecting a measured amount of a substance into 
the stream and measuring the concentration of it in the final 
product after pe^rfect distribution has been attained. Knowing 
the amount of the substance admixed and the concentration 
before and after the addition, it is possil)le to calculate the 
amount of material to which it is added. For example, the rate 
of chlorine evolution from an electrolytic c^ell may be determined 
by feeding air at a known constant rate into the gas as it leaves 
the cell and by analyzing the gas before and after the air has been 
added. Again, the amount of air passing a humidifier or drier 
may be calc\ilated from the knowm evaporation and the humidi- 
ties of th^ entering and of the exit air. 

It is sometimes convenient to add or remove heat in the form 
of electrical energy at a knowm rate and to measure the change 
in temperature. The Thomas gas flowmeter is based on this 
principle. In an enlargement of the pipe are inserted first a 
thermometer of the electrical resistaiu’.e tyi>e, then electrical 
resistaiK^e wire properly distributed across the whole section of 
the pipe, in which a known amount of electric^al energy is trans- 
formed into heat, and finally, on the dowiKstroam side, a mixing 
device and another thermometer similar to the first. The 
Thomas meter automatically controls the electrical input so 
as to maintain a constant small temperature rise betwx'en the 
thermometers and measures the necesvsary wattage. This elec- 
trical input is proportional to the amount of gas passing the 
section, since the specific heat of any gas is constant over the tem- 
perature range involved, and the heat equivalent to kinetic- 
energy changes is negligible compared to the increase in enthalpy. 
However, the operation must be automatic in order to get satis- 
factory results, because under ordinary conditions the tempera- 
ture fluctuations of the entering gas are large compared with the 
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rise in the temperature of the gas in the meter. Hence an 
attempt to measure the quantity of gas by admitting a constant 
amount of energy and determining the temperature rise is 
highly unsatisfactory. Thomas meters are usually of the 
*^integrating^^ type, f.e., the instantaneous rate is integrated with 
respect to time, giving the total flow over a period of time. 

The rate of heat loss from a small electrically heated wire 
placed in a stream of fluid is a function of the local velocity past 
the wire and the temperature of the wire and the fluid. When 
these relations have been obtained by calibration, such an instru- 
ment, known as a hotrwire anemometer^ may l)e used for deter- 
mining unknown velocities, usually of gases. 

3. Mechanical Gas Meters. — The amount of gas flowing past 
a section may be measured by the insertion of a mechanical 
meter, of which various recording types are obtainable. Such 
meters should be carefully standardized, generally against a 
gasometer or other apparatus. They are expensive and liable 
to get out of order, but they are employed where larger quantities 
of gas are to be measured constantly, as in the illuminating-gas 
industry. Such meters have the advantage that they record 
the total flow over a period of time; the average rate may be 
determined by taking readings at desired intervals. 

4. Anemometers. — The anemometer is a small windmill, the 
friction of which is reduced to a minimum and the rate of rotation 
of which should therefore be proportional to the velocity of the 
gas current in which it is ])laced. It consists of a light vane wheel 
fixed on a shaft, tlu^ rotation of whicli is recorded by a counting 
mechanism. Such instruments must be standardized with the 
greatest care at velocities as nearly as possible equal to those to 
be measured, and even when so treated arc liable to wide varia- 
tions in behavior; while very convenient, the instruments are 
unsatisfactory on this account. However, they are useful for 
exploration work, and, unless very sensitive multiplying gauges 
are used with the Pitot tube, at gas velocities below 5 ft. per sec. 
they give greater accuracy than does the latter. Anemometers 
are seldom made for gas velocities higher than 40 or 50 ft. per 
sec. Obviously the usual types cannot be used in corrosive 
atmospheres or hot gases. 

When liquids are to be measured, the gasometer is replaced 
by a measuring tank or by a weighing tank. 
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The principle of measuring the change in the concentrar 
tion of a foreign material in water may be applied to continuous 
evaporation.* The rates of feed and discharge may be calculated 
from the rate of condensation and the analysis of the entering 

and exit solutions; or the rate 
of evaporation may be calcu- 
lated from the rate of feed and 
entering and exit concentra- 
tions. The rate of liquid flow 
through a cooler may be calcu- 
lated from the 8])ecific heat of 
the liquor, the entering and 
exit temperatures of the liquid 
and the heat picked up by the 
cooling water. In both cases, 
correction should made for 
heat interchange with the 
surroundings. 

There are various types of 
water met(;rs, as described in 
the literature. 

6. Rotameter. — When liquid 
flows upward through the glass 
tube of this device, shown in 
Fig. 26, t the plummet rotates, 
owing to the flow of liquid througli spiral grooves in the vertical 
wall of the flange on the plummet, and ‘^floats’' at a position 
that is indicative of the instantaneous rate of flow. 



MtMOVAttte 

tOW£l» float 

STOP 


PLUO MLCT 

Fig. 26 . — Rotameter. 


FRICTION DUE TO FLUID FLOW 

Liquids differ greatly in resistance to flow. A meavsure of the 
resistance can be obtained by placing a thin film of liquid of 
thickness U between two horizontal planes, each having a surface 
area A, the upper capable of sliding over the lower fixed surface. 
Such sliding is found to require the exertion of shearing force 
T upon the upper surface, in direction parallel to it, the magnitude 

* The test period should be sufficiently long to make negligible depletion 
or accumulation due to change in liquor levels. 

t Courtesy of Schutte and Koerting, Philadelphia. 
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of the force being directly proportional to the area of the sliding 
surfaces and to the linear rate of slip of one surface past the other, 
and inversely proportional to the thickness of the layer of liquid 
between the surfaces. The factor jx converting this propor- 
tionality into an equality is found to be, under given conditions, 
a specific property of the fluid. It is called the viscosity of the 
fluid, defined by the equation 



for conditions equivalent to those just outlined. It is a measure 
of the internal friction of the fluid molecules slipping past each 
other, the internal resistance to fluid motion. Viscosity data 
are given on pages 687 to 690. 

Friction Due to Steady Flow in Straight Pipes of Circular 
Section. — ^The following treatment deals primarily with condi- 
tions of steady flow. Unsteady operation is complicated, but 
such problems can be solved by integration of the equation for 
steady flow, allowing for the variations in conditions inherent 
in the specific case. A generalized treatment sufficiently inclu- 
sive to cover the extreme variety of conditions encountered in 
practical work seems undesirable. 

Consider the case of steady flow of a fluid through a straight 
pipe of (drcular section, from the point of view of dimensional 
similitude. The friction will certainly be influenced by diam- 
(d.er, length of pipe and fluid velocity. Furthermore, viscosity 
cannot fail to play a part. One would also anticipate that fluid 
density will be important, as it will affect the kinetic reaction 
of the moving fluid. The pressure and temperature of the fluid 
are relevant, but probably not independent variables, since 
their effect is likely to be covered by those of the density and 
viscosity of the fluid. The friction (‘an be expressed in terms of a 
(corresponding pressure drop. Since (bange in pressure will 
affect density and velocity, and possibly viscosity, one must 
consider point conditions, expressing length and pressure drop 
as differentials. Tlie factors certainly involved are, therefore, 
—flfJP', (INj Dj p, p and F. These six factors have the dimensions 
M /L^, L, L, M /IJ, M/L0 and L/d, * Let z be any dimensionless 

* A table of diniensions is given on p. 30 
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ratio of these variables. In general terms each ratio can be 
expreFMsed as 




or substituting the dimensions 



In order to be dimensionless, the exponents are subject to the 
following limitations: 


SAf-0:0 = a4-^+/i. 

SL = 0: 0= -a+fe+c-3e--/i+fc. 
0 ~ — Jc» 


There are too few equations to give numerical solution for all 
the unknowns, but in this case one can solve for any three in 
terms of the others. Solving one finds -a-'hy A:= — 2a — /i, 
and Substituting these vahies in the equation for 

z gives 

W(f)U)‘ <■»> 

The exponents a, h and h are arbitrary, except that all cannot be 
zero. For the moment assume a = l, 6 = /i==0, whence one of 
the ratios is —dP'/pFl Now assume 6 = 1, o = A = 0, whence ;2 = 
dN/D. Finally let /i= 1, a=6 = 0, whence z=^fx/DVp, the recip- 
rocal of the Reynolds number. These three ratios (or three 
others obtained by rearranging these three) may constitute the 
physically imj^rtant dimensionless ratios sought, but the actual 
significance of each must l>e determined experimentally. 

This technique is generally applicable. The number of 
independent dimensionless ratios in a given case is limited to 
the number of independent exponents (three in the illustration 
given) shown by the method employed. If the equations show 
all exponents zero or incompatible, the original analysis is 
defective, usually due to error in choice of variables. 
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This result is equivalent to requiring that, in this case, the 
relation* between the pressure drop due to friction and the 
operating variables be expressed as ^"(—dP'/pV*, dN/D, 
DVp/ij)=0, or, alternatively. 


-dP'/pV^--<t>'{dN/D, DVp/p). (lOo) 


While this is the final result obtainable by dimensional analysis 
alone, it is physically obvious that, other things equal, friction 
will be proportional to length of pipe, i.e., —dP' must be directly 
proportional to dN. It therefore follows that 


-dP' dNjDVp\ 

pV^'- d\ p) 

or, rearranging. 


(106) 


Converting pressure drop into engineering units by dividing 
by g, 


— dp'srr 


pF2 dN 
gD 



This drop in pressure due to friction can be expressed as the 
friction loss by dividing by density, 


dp'^ V^dN j DVp ) 
p gD \ fjL / 


(10c) 


This relation is frequently met as the so-called Fanning equation : 



( 11 ) 


where 2/= <#>(DFp/p), 

While this analysioS throws no light on the nature of the 
function / (or 4>), it indicates that / is a unique function of 
DVpfiXf ix.y that, if one will plot / against DVpjfXy the points 
will fall on a single curve, no matter how diverse the relations 
between the independent variables involved. Figure 27t h? 


* To avoid confusion in dimensions, it will probably be best to use an 
absolute system of units at this point. 

t Plotted logarithmically because of the enormous range of the variables 
involved. 
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based on mote than 1000 points, each representing the experi- 
mental results of a separate test.’*' The measurements were 
made by independent investigators or groups, using fluids whose 
densities varied 83,000 per cent, viscosities 376,000 per cent, 
velocities 160,000 per cent and pipe diameters 12,000 per cent. 
The maximum deviation of any of the points from the mean 
curve among the^m is about 5 X)er cent. Results such as this 
leave no doubt that the relation between the variables represented 
by this figure is fundamentally sound. 

Inspection of Fig. 27 sliows that the curve representing the 
points is broken up into two distinct parts, a 45-deg. line at the 
left and a very flat portion at 
the right. One would antici- 
})ate that the differences in 
quantitative interrelations thus 
indicated would correspond to 
8 o m e f undamenl al physical 

difference in the nature of the flow. If one will conduct the flow in 
transparent tubes, using clear fluids in which duHt particles are>suS" 
pended to make visibh^ the character of the motion, or, preferably, 
will introduce minute colored filaments of fluid at various points in 
tlic moving stream, the differences irmnediately become apparent 
to the ey(\ At low A^elocities corresponding to the 45-deg. line 
at the left of the diagram, each filament of liquid flows in a 
straight line, jmrallel to the axis of the tube, moving at progres- 
sively higher velocity as the center of the pipe is approached. 
At higli velocities, in the fiat part of the curve, each individual 
filament trav(ds in a sinusoidal path, developing irregular 
whirling eddies, unstal:)le and yet continuously reforming. 
The former type of motion is called streamline or viscous, and the 
latter turbulent. 

Streamline motion, as thus visually observed in a full tube at 
low velocities, obviously involves smooth slippage of one liquid 
layer past another, of the type postulated in the definition of 
viscosity already given; it should be amenable to quantitative 
treatment by the analysis there developed. However, two differ- 
ences must be faced. In the first place, the thin laminae of 
moving fluid slipping past each other are not plane but cylindrical, 
80 that their areas of contact vary from point to point fi:om the 

* Such a plot is shown in reference 6. The curves are shown in Fig. 27. 
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center of the pipe; in the second place, the shearing force is not 
applied at the outer lamina alone, but is the result of the pressure 
gradient along the axis of the pipe, and is effective progressively 
over the whole cross section. Consequently the fundamental 
equation for streamline flow must be applied to point conditions. 
Since the rate of slip is varying, one must replace u/U by duldV, 
which in this case becomes du/dr. Since both area and force 
vary with radius, the whole equation must be differentiated, 
giving 

Consider a cylindrical shell of fluid having radii r and r+dr, and 
Imgth AN, Since the area of slip is 2irr AiV, the differcmce in tractive 
forces is dT«^d(n2rr AN du/dr). The force impelling the annulus forward 
is the pressure drop AP' operating over the cross«sectional area of the 
annulus, 2rr dr, giving dr»AP' 2irr dr=^d(ti2irr ANdu/dr)* Integration 
gives APV*/2 M AiVrdw/dr -f-ci. The constant ci must obviously disappear, 
since otherwise velocity at the center must be infinite. Again integrating, 
A/'VV^ “pAiV^u-fc*. Assuming no slip at the pipe wall, i.e., t/ia=:0, this 
becomes — AP'(ri*--r*)/4 AATm, or 


u 


ifji AN 


(r,* 


~r*) 


( 12 ) 


which is the equation for velocity distribution, parabolic for this case, as 
shown in Fig. 28A. Since the volumetric rate of flow must be 


9 



u2vr dr^ — 


8 #* AN 


and the average velocity V is qlvtx^. 


r - - APViVflMAiv 


(12a)* 


* It is interesting to calculate the average kinetic energy for streamline flow 
in pipes. At the local radius r consider the fluid flowing through the small 
annulus of thickness dr. By definition the local kinetic energy is dM w*/2j7, 
where dM is the mass rate of flow through the annulus. In unit time tho 
mass of fluid flowing through this annulus is 2irr dr up. The velocity dis- 
tribution is given by the parabolic relation: w=«2F(ri*— r*)/ri*, obtained 
from Eqs. 12 and 12a. Hence the corresponding kinetic energy is 

^ dMu^ _ (2irr dr up)u^ 

d(K.E.)=-^=. ^ 

and the integral of this expression, divided by the mass flowing through the 
entire oross section of the pipe, is the average kinetic energy per pound 

flowinc: 
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Converting to engineering units by dividing by g, and noting that —dp' 
equals p dF, 

-dp'^fidF--32fjLVdN/gD\ (12c) 

This equation is known as Poiseuille’s law. Its validity has 
been established by careful extensive experimentation,* 

In the relation already developed dimensionally for this 
type of flow, dFJdN ^2fV^lgDf it was found experimentally 
that 2/ equals aix/DV p, where a is a universal constant. Sub- 
stituting this value of 2/, one obtains dF /dN ^apiV /gpD^ in 
contrast with dF JdN ^32tJLV /gpD^^ as required by Poiseuille’s 
law. Clearly, the constant a must be 32. 

In other words, the two methods of approach to the problem 
of friction of flow give in this case identical results so long as 
the motion is streamline, with the exception that the dimensional 
approach, other than establishing the number of independent 
variables involved, leaves evaluation of the functional relations 
entirely to experimental determination, whereas the analytical 
method derives explicitly both the functions and the constants 
involved in them in terms of the conditions of flow and the 
physical properties of the fluid. However, the analytical method 
has so far not proved effective in dealing with the problem of 
turbulent motion. 

Comparison of the relations for the two types of flow is instruc- 
tive. Thus, whereas in streamline flow pressure drop due to 
friction is proportional to viscosity, in turbulent it is relatively 
independent of viscosity, indicating that in the latter slip of 
fluid layers past each other is not the major mechanism of energy 
dissipation. On the other hand, in streamline motion density 


K.E. 

lb. 


. Jd(K.E.) 

irri*Vp 


8F*i 


8FYr|8 3riV, 3r|8 
grA^ 4 6 “'8.7' 


— 3riV* rfr*f3ri*r* dr) 

F* 

BB— 

g 


This is the relation mentioned in the footnote on page 43. 

This validity, especially in the case of small diameters and large pressure 
drops, confirms the assumption of no slip of the fluid past the Colid pipe wall, 
since it is easily shown that in such case a small slip would greatly change 
influence of diameter on flow. 
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is not a factor. Its presence to the first power in the turbulent 
equation, especially in connection with the appearance in that 
equation of V raised to the second power, points toward dissipa- 
tion of kinetic energy by impact of mixing elements of fluid as 
the probable source of energy degradation — a mechanism which 
analysis shows is clearly absent from the other type of flow. 
Transition from one type to the other must be mainly a matter 
of the relative importance of the different forms of loss. 

In streamline flow the ratio of the maximum velocity, which 
occurs at the axis, to the average over the cross section, is 
found by comparing Eqs. 12 and 12a to be For turbulent 
flow, since the degree of turbulence or mixing increases with 
increase in the Reynolds number, the ratio increases 

as shown by the curves of Fig. 17, page 54, based on experi- 
mentally determined data/®^ 

Figure 27 shows that the nature of the motion and the extent 
of the friction in smootli pipes are determined by the dimension- 
less ratio DFp/m, the so-called Reynolds number Re, This 
ratio is usually one of the first things to evaluate in any study 
of fluid friction. It is found that the curve DC for streamline 
flow and the curve AB for turbulent motion are joined with a 
looped section, such as CB, This means that with a Reynolds 
number less than approximately 2100 (at C) the flow in long 
straight pipes is always streamline in character, and that at 
Reynolds numbers greater than, say, 3000 (at B) the flow is 
turbulent. The zone CB is a transition zone in which the flow 
is changing from one type to the otlier. Under some conditions 
streamline flow occurs at a Reynolds number greater than 
2100, and the looped scHition CB is displaced to the right, as 
shown, giving a wider dip in the critical region. At present no 
general rules are available regarding the location of the curve CB 
for various sets of conditions.* Because of these uncertainties, 
it is recommended in d(^sign that calculations be based on curve 
BH' rather than on BC, The Reynolds number corresponding 
to C is called the lower critical Reynolds number’^ and the 
corresponding linear velocity is called the '‘lower critical veloc- 
ity.’' If the curve AB is extrapolated to the left, it intersects 
curve D at a Reynolds number of 1050; the corresponding linear 

• A review of the experimental data in the critical region is given in 
reference 8. 
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velocity was formerly termed a critical velocity but is now 
called the fictitious critical velocity/' since, as the velocity is 
gradually increased by small stej)s, streamline flow persists at 
least until C is reached. 

When it is desired to predict the capacity of a given pipe line 
operating with a fixed pressure drop on a given fluid, trial-and- 
error calculation is involved when using Fig. 27, since the 



Fifi. 29. — Chart for estimating rate of flow from presaure gradient. The ordi- 
nate pV/X al.'so equals Aqp/irD^X, 


unknown velocity occflirs in both coordinates. This difficulty 
is avoided by replotiing the data as the dimensionless ratio 
pY /X vs. tlie dimensionless ratio DX/p, where A" represents 
the term \/2g Dp^ dF/dN. having net units of pounds per second 
per square foot. Figure 29 shows such a plot,* 

The striking relations just developed were based on certain 
assumed limitations; modification of these conditions cannot 
fail to introduce complications, particularly by the introducing 

* Prepared from Fig, 27, noting that pV/X equals l/Vl/ and DX/p 
equals ^«\/^. 
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of new independent variables. The cross section of the conduit 
is obviously significant. It is perhaps surprising, however, to 
find that the rougimess of the surface is of importance in turbulent 
flow, particularly at high Reynolds numbers, but relatively 
slight in effect in streamline flow (see Fig. 27). Effort has 
been made to correlate curves of / vs. Re on the basis of a rough- 
ness factor, assumed dimensionless, of the nature of the ratio 
of average depth of the surface irregularities to pipe diameter; 
but for design at present it is desirable to have data on pipes of 
the exact type to be used — if possible, of the same diameter 
range. Where such data plot consistently as / vs. Rc, relatively 
few points are sufiScient to establish over their range the special 
/-curve for the specific? type in question. Figure 27 shows curve 
GH for pipes of steel and cast iron ranging from 1 to 4 in. in 
diameter. Because‘ of the effect of relative rouglmess, for pipes 
of cast iron and steel, values of / for large pip(?s approach those 
of curve AB^ and values of / for small pipes lie above (?urvo 
GH* 


Illustration 7.- “ It is pl}U)ru*d to install a sled pipe line with an inside 
diameter of 7.98 in. to transport 24,000 bhl. per day of oil havinjj; a vivseosity 
of 50 centipoises. The line is to he 20 miles long, and tin' delivery end is 
to be 1(K) ft. higher than the intakes (a) Calculate the i)r(\sHure drop ducj to 
frit lion, expressed as lb./s(}. in. (6) If the overall eflicieney of the pump is 
60 per cent, w’hat will be the horsepower required? 

Data. — 'One oil barrel contains 42 U.S. gal. or 5.62 eu. ft., and the t»il 
wenghs 50 Ib./cu. ft. 

Solution, a. The volumetric rate of flow g is 24,(K)0(5.r)2)/(24)(3600) or 
1,562 cu. ft. /sec. Since is (7r/4) (7.98/1 2)* ==0.347 stp ft., the average 
velocity is 1.502/0.347-4.50 ft./sec. Then DV p/m is (7.98/12) (4.50) (5(>)/ 
(0.000672) (50) -5000, and, reading midway laitween cairvcs AB and Oil 
of Fig. 27, page 78, / is approximately 0.010. lb" Fq* lb 


„ ^4/A^V2 ^ (4)(0.01{))(20)(5280)(4.50)2 
2gD ' (64.3) (7.98/12) ' 


^ 1990 ft.db./lb. 


and the corresponding pressure drop is 1990(56) /1 44 = 775 Ib./sq. in. 

h. Since the line is so long, end Josses and the creation of kinetic energy 
are negligible compared to 19904*100 = 2090 ft.-lb./lb. required to offset 
friction and the change in elevation. The prime mover driving the pump 
would require 20tK)(1.562) (56)7(550) (0.6) =553 bp. 

Effect of Heat Transfer on Fluid Friction in Pipes . — Consider a long vertical 
pipe, the lower section being bare and the upper section provided with a 

* Reference 9 gives detailed tables and charts for pipes of various commer- 
cial materials. See also reference 7. 
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steam jacket. Liquid, initially at room temperature, enters at constant 
rate at the bottom, and flows in streamliw motion in the unheated section. 
As shown on page 80, the velocity gradient will be parabolic in shape, as 
indicated by curve A of Fig. 30. When this liquid enters the heated section, 
a temperature gradient will be established in the liquid, with a high tempera- 
ture near the wall and a low temperature at the axis. Near the wall, owing 
to the reduced viscosity, the layer of liquid in the heated section will flow 
tnore rapidly than in the imheated section. Since the total mass flow rate 
is tlie same at both sections, some of the liquid from the center of the pipe 
must flow toward the heialed wall. Heume the heating 
of the liquid develops a radial component of the 
velocity, distorting the para})ola and giving a velocity 
gradient such as curve B of Fig. 30.* 

Superimposed on the effects just mentioned would a 
be natural convection effects, f.c., flow of fluid due to j 
differences in density. In a horizontal pipe the Z* 
natural convection effects would cause circulation in 8 
a vertical direction, which, combined with the hori- J 
zontai (component of velocity due to the flow through 
the pipe, tends to develop motion in forward-moving 
spirals. The derivation of a general equation for 
predi<!ting the friction loss accompanying noniso ther- 
mal streamline flow is difficult, owing to the coni- 
plicatf'd mechanisms involved, and at present the 
problem is handled empirically. Thus, when heating 
or cooling certain oils in a horizontal pipe, so long as DG/fx is less than 
2KK), the fri<*tion factor is given by (he relation / = 17.0 m VIXt, in which fx' is 
taken at 

(13) 

when* tv is the t(>rnperature of <h<* wall and t is the average or bulk tempera- 
ture of the li(juiil, when mixed. Where the values of DCtftx are above 2500, 
the observed values of / agre(‘ well with those read from (um e AF" of Fig. 27, 
provided the al)scissas an’ considered to b<‘ ZXi/u/, where m/ (‘orresponds to 

(13a) 

Flow through Bench, Fittings, Etc , — It is usual to evaluate 
empirically tlie offect.s of bends and pipe fittings, such us elbows, 
valves, and the like, in terms of a fictitious equivalent length 
(Ne) of straight pipe, of the diameter they are made to fit, 

* If the liquid were cooled, a curve such as C (Fig. 30), would be obtained. 
For gases, since viscosity imu'eases with increase in teniperature, heating 
w^ould give results similar to curve C, although, the distortion of curve A 
would not be so marked for heating a gas as for cooling a liquid, since for 
gases the rate of change of viscosity with temperature is normally much less 
than for liquids. 
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which would develop the same friction drop, and to add this 
equivalent length to the length of actual straight pipe. Values 
of the ratio N,/D are tabulated below. 

Tabu: I. — Nt/D Ratios fob Standakd Fittinos (fob Tubbulbnt Motion) 


QO-deg. elbows: 

1 to 2)4 in 30 

3 to 6 in 40 

7 to 10 in 50 

90-deg. curves, inside diameter unchanged : 

Radius of center-lino curve - diameter of pipe 20 

Radius of center-line curve— 2 to 8 diameiors 10 

Square elbow (intersection of two cylinders) 50 

Globe valve: 

1 to 2J^ in 45 

3 to 0 in 60 

7 to 10 in 75 

Tees, 1 to 4 in., full-size branch 60 


For njtreamlinc flow in standard 90-deg. elbows, as an approxima- 
tion Ng/D may be taken as DG/2hfx in the range of DG/^i from 
100 to 1000; below DG/^i of 10, iST,/!) is 2.5. 

FricMon Losses Accompanying Enlargements and Contraction 
in Cross Section, — Flow through orifices throws light on losses 

in head caused by sudden 
enlargement or contraction of 
section. The conditions of 
flow accompanying sudden in-- 
crease in pipe diameter (Fig. 
31) are clearly analogous to 
those^ beyond tiie throat of 
a rounded orifice or beyond the vena contracta of a sharp- 
mouthed orifice, except for the character of the initial veloc- 
ity distribution. The losses are mainly due, not as in flow 
through pipes to a friction drag against the wall, but to the 
turbulence engendered by impact of the liigh-velocity stream into 
the pool of more slowly moving fluid beyond it. On this 
account, the energy thus dissipated must depend, again except 
for questions of velocity distribution, not on the absolute veloci- 
ties but on the difference in their initial and final values, Fi— F 2 . 
Since the effect disappears in absence of a change in section, 
f.6., for Fi — F 2 = 0 , one may assume for the moment that the 
relation can be expressed as a power function, F«=a(Fi— F 2 )^ 


LiT«llfa« 



Fig. 31. — Enlargement effects. 
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For the special case of indefinitely large downstream sections, 
where F 2 is negligible, the analysis of orifices makes it clear 
that all the upstream (in this case, throat or rena contracta) 
kinetic energy, is dissipated in turbulence, since in this 

situation there can be no appreciable pressure difference between 
the point of minimum cross section of upstream and downstream 
points. The function given can reduce to this specific value 
only if a — \f2g and n==2. The losses in sudden enlargement 
are therefore computed by the expression 


^ ” 2 ^ 


(14) 


The data to substantiate the use of this formula are unfortunately 
meager. It should not be depended upon outside the turbulent 
range, as this would certainly invalidate the assumption of 
similarity of velocity distribution, on which it is based. Atten- 
tion is called to the fact that the expression can be written 


indicating that fraction of the initial kinetic energy dissipated 
by turbulence is independent of its magnitude, but determined 
solely by the fractional enlargement of section. This is in 
accord with the suggested mechanism of loss. 

Upon substituting the enlargement loss into the Bernoulli 
equation, one obtains 


X 


^ V 

V dp = v„.(pi— Pt) - ■ 


2g 


=^(F2-F0 (146) 


from which it is clear that, since Fa i« always less than Fi, p 2 
will exceed pi. In other words, in spite of the enlargement loss, 
the pressure rises, but the rise is less than if there had been no 
fric.tion. Where the upstream section is negligible compared 
with the downstream section, the enlargement loss is just equal 
to the upstream kinetic energy, and hence pi equals pa. 

For gradual enlargement of section, no general relation is 
available, but for turbulent flow of water in circular conical sec- 
tions (uniformly tapered) and for angles of divergence S between 
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the two sides of the section, ranging from 7.5 to 35 deg., the 
following equation has been recomm* nded 


F, 


= 3.5(^tan0 


-YAt 

-;7 


(15) 



It will be noted that the correction factor U> the expression for 
an equivalent sudden expansion is in the form of a shax)e factor. 
For highly turbulent conditions it may still prove a good approxi- 
mation for other fluids. 

Loss in head on sudden contraction (Fig. 32) c^an l>c approached 
similarly. The action is analogous to that of a sharp-edged 
orifice placed at the point of contraction, beyond 
which the stream exiiands from the vena con- 
tracta, not to the ux)stream cross section Si, 
but only to that of the orifice itself, S 2 . Grant- 
ing high turbulence and large contraction, from 
the characteristics of orifices one would antici- 
I)ate that uj) to the vena contraeda energy dis- 
sipation would be slight. However, the area of the stream 
at this point is about 0.6 times that of the orifice. Dissipa- 
tion must therefore occjur x)redominantly beyond this jxfint, 
as an enlargement effect. This can be estimated by Eq. 14 as 
-0.44, or 44 per cent of the kinetic energy at the 
final section. The actual loss, experinKUi tally determined, is 
for this limiting case a little higher than this,* about 50 jxt cent 
of the kinetic energy at ttu^ final section. It likewise is a function 
of the area ratio 82 / the loss is calculated from the exi)rcssion 

KV/ 

F.-^^ (16) 


Fig. 32.— Con- 
traction effoctft. 


where /v, the fraction of the final kinotic-enorgy content that is 
dissipated, is the function of 82 / 8 ^ sliown in Fig. 33, ex])eri- 
mentally determined. t 

These expressions are undoubtedly too general to be iiltimately 
valid, as they show no correction for Reynolds number or its 

The limited eulaigement in this case, relative to that in orifieo chambers 
from which the coefficient 0.0 was derived, will certainly modify the orifice 
performance, c.g., its coefficient of contraction, and render the above 
estimate an approximation only. 

t The value of K is given closely by the expression iiL— 1.5(1 —r)/(3 —r), 
where r^S 2 / 8 \» 
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equivalent* However, as long m conditions are decidedly turbu- 
lent, this factor may, as in friction in pipes, bjE^ of minor effect. 
In actual use Eq. 16 is combined with the Bernoulli equation, 
giving 



2g 2g 2g 


(16a) 


and, since Vi is always h^ss than V^, the right-hand side is always 
positive and pi will exceed p 2 . 

Overall Friction, — In calculating total friction through a 


system, it is usual to calculate the skin friction by the Fanning 
eauation or some modification of .... 

, U.0 

it, using the total length of 
straight pipe and adding to this 04 
the fri(;tion due to enlargements 
and contractions, fittings, etc. 0.3 
From this procedure one must K 
not con(^lud(^ that these latter 0.2 
(effects are l(K\aiized at the points 
in question. Irregularities in flow * 

exist which extend far into the 







N 
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N 
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\ 

neighboring conduit of uniform 0 0.2 0.4 06 0.8 10 

sc^ctiou. This effect is observed ‘ 

, ,, , , , . Fi<;. 33. — Factor for Eq 16. 

both uiistream and downstream 


for surprising distances. It is probably due to irregular turbu- 
lence caused by the disturbance of the lines of flow. Because 
of it, dependable measurements of pressure gradients cannot be 
made in the neighborliood of irregularities in section. Thus 
it is a common rule in measuring pressure gradients for 
determining friction (coefficients in conduits to measure pressures 
at points at least 50 diameters from bends or other sources of 
disturbance of the lines of flow. 

Presmre Cha^ige Due to Flow in Conduits, — ^The problem of 
calculating the prossTire change due to steady flow in conduits of 
constant cross section arises so frequently that it will be con- 
sidered here. It will be recalled that the term dF in the Fanning 
equation (dF =/ dN V^I2gm) represents the friction loss that 
appeared in the Bernoulli equation written for a differential 
length dN of the conduit: 
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— ' 1 ? = Vdr 

ag 

where a is one-haJf for isothermal streaiialine flow (page 81) 
aiid is nearly unity for turbulent motion. 

In the case of liquids or gases flowing under conditions where 
the specific volume and the friction factor change but little, 
average values may be taken for v and /, and integration from 
section 1 to section 2 gives 


VnrXPl-P2)^X2- 


(17) 


where N' is the length of straight pipe plus the oqiiivalent 
length Ne of fittings (page 85) and 2^'. and 2F, represent the 
friction losses due to contractions and enlargements in cross 
section. 

A problem frequently met is the turbulent flow of gases and 
vapors under conditions where the fractional change in specific 
volume is large. Assuming the conduit to be horizontal, the 


Bernoulli equation becomes ~vdp = 


VdV JV^dN 


ag 


2grn 


Since the 


mass velocity G is constant and equals V/v, elimination 


of V and dV gives —y dp~ 


G^v dv , fGV dN 


ag 


2om 


Dividing through 


by to obtain separation of variables in the friction term gives 
dp G^dv_fG^dN 

— 7’°'~vag~'^~2^~‘ specific volume is propor- 

tional to T/P, using a suitable gas constant It', v=^R'T/p, and 
elimination of v from tlie first term gives 


n 

'R'f c^v^~'2g'm'" (18) 


If the temperature is approximately constant, n will vary but 
little and /, which in the turbulent region changes veiy slowly 
with large change in 4 to(?//x, will be substantially constant. 
Integration gives 


f? , /.v.GW 

2{R'f)„. ag vt 2gm 


(18o) 


In the rather rare case where fractional variation in R'T i.e. 
in the pa-product, is large, Eq. 18 is combined with the appitK 



FLOW OF FLUIDS 


91 


priate heat-transfer equation and the resulting equation is 
integrated, graphically or otherwise. 

Where v does not vary more than twofold, the equation 

may be multiplied by v and integrated with little 
error by calling v constant in the last term, giving 


N . /.v.OWl).. 


( 186 ) 


In case the nature of the velocity gradient changes as the fluid flows 
through the^ conduit, it may be important to allow for variation in a. For 
example, consider the case of strmmline flow of a fluid in a horizontal pipe 
supplied from a large tank connected to the pipe by a well-rounded entrance. 
Owing to the shape of the entry, the velocity is substantially uniform and 
the kinetic energy is V^/2g, After the fluid flows a sufficient distance* A 
through the pipe, the normal parabolie velocity gradient will be established, 
and the kinetic energy will be V^/g. Since the pressure drop is caused not 
only by the fluid friction but also by increase in kinetic energy from V^/2g U: 
y^/gt the pressure drop will be higher than calculated from Poiseuille's law. 


Figure 34^**^ is a plot of vs. where />i is the pressure in the 

tank at the height of the center line of tlu^ pipe and p 2 is the pressure of tlie 
fluid at distance N from the entrance section. When the pipe is not level, 
the ordinates of Fig. 34 are 


pi -“7/2 , iTi—a;* 

WV2g'^VV2g 

where Xi is the height of the axis i>f the ent rancho section above the datum 
plane and Xa is the height of the center line at length N, 

Illustration 8. — Air is flowing at constant-weight rate inside the straight 
horizontal tubes of a cooler, at a mass velocity of 2 lb./(8cc.)(sq. ft. of cross 
section). The air enters the tubes at 500°F. and normal barometric pres- 
sure, and leaves at 180°F. The tubes have an actual inside diameter of 
2.00 in. and are 19 ft. long. Calculate (a) the pressure drop in the tubes, 
expressed as inches of water, and (b) the overall pressure drop between 
upstream and downstream chambers, if thcise have cross sections twice 
those of the steel tubes. 

Solution, a. From Fig, 225, page 687, the viscosity oi air, expressed as 
lb./(sec.)(ft.), is 0.0000195 at 500''F. and 0.0000141 at 180°F. Since DG is 
(2/12)2, the values of Re^DGIp. are 17,100 and 23,600, and, from Fig. 27, 

* According to Boussinesq, for a pipe with a rounded entrance, the length 

of straight pipe necessary to establish normal streamline flow is 0.065i) 
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page 78* the corresponding values of / are 0.0077 and 0.0072, with /av.“ 
((\ 0077 -f 0*0072) /2 « 0.0075, The hydraulic radius m * D/4 ^H 4 ft The 
average molecular weight of air is 29.0, 29 lb. of air occupy 359 cu. ft. 



N/D Njll 
OG/m 
Flo. 34. 


32 *K. and normal atmospheric pressure. 

369/500 -i-460\ 

Assuming that the final absolute pressure is substantially normal barometric 
pressure, 

CU. ft./lb. 

« (24.1 4-10.1)/2 «20.1. 

The values of v, V and G are illustrated by Fig. 35. 

25 
I I 

_rrT-/ 

.2,32.2 1 j Vj*/&/ 

'2-/6/ 1 I 

' I 


Fio. 36. 




By Eq. 186, 




-24.1) + 


(0.0075)(19)(2)‘(20.1) 


64.3(1/24) 
-0.993 +4.27 -=3.28 Ib./sq. ft. 
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or (3.28) (12/62.3) « 0.63 in, of water. In this case the pressure increase 
due to change in kinetic energy in the tube was roughly 23 per cent of the 
pressure drop due to friction, or approximately 30 per cent of the net drop 
in pressure. However, the change in kinetic energy is only 0.033 per cent 
of the net heat input: 

Q =0.24(600 - 180) =76.8 -0.0267 B.t.u./lb. 

b. The entrance loss Fe^KVi^l2gt and from Pig, 33, page 89, ^r»0.3, 
whence, by Eq. 16a, page 89, 

^ , iirPi*_(48.2)*~(24.1)2 

P* 2ff»a.. '(64.3)(24.iT 

By Eq, 146, page 87, 

Pa*- ^2* . (P2-P3)*_(16.1)*-(32.2)» 

■2^,„. 2ffiivvr” 64.3(16.1)" 

“ “^•’''■^+“•25 ■= -0-6 Ib-M* ft- 


Summary 


Differences 

Lb./sq. ft. 

} In. of water 

po— pi = 1 ,j2 "t'0.45 

+ 1.57 
+3.28 
-0.50 

+0.301 

+0.630 

-0.096 

Pj— P 2~ — 0.90-i“4.27 

^0.75+0.25 

Va — Vs 

4.35 

0.835 

• . ♦ . ♦ . 


Since 1 atmosphere is equivalent to a pressure of 14.69(144) —2115 
Ib./sq. ft,, little error was made in neglecting the change in p when calculat- 
ing V 2 > Assuming 500 air tubes, the volumetric rate of flow at the exit 
would be 500(3. 14) (1/144) (32,2) =351 cu. ft./sec. at normal pressure. With 
the fan at the exit, the power theoretically required would be 351 (4.35)/ 
550 = 2.77 hp. 

Flow in Conduits of Noncircular Section. — For specific sections 
the integrations have been made for isothermal streamline flow 
(see page 94), but general correlations are not available. For 
turbulent flow, the following quasi-empirical correlations have 
been found extremely useful. The only frictional drag on the 
flowing liquid as a whole must certainly occur at the wall of the 
conduit and be more or less proportional to the wall surface. 
This is proportional to the perimeter Z of the cross section times 
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th« length dN of conduit under consideration; Since the amount 
flowing at a given velocity is proportional to the area of the cross 
section S, the frictional drag per unit amount flowing should be 
inversely proportional thereto. In other words, from the point 
of view of effect of shape of section, friction should be proportional 
to Z dN/8, For circular sections, this function reduces to 
2dN/r—idN/D. It will be noted that dN/D does in fact occur 
in the equation developed for turbulent flow in circular pipes. 
The logical step is to generalize the friction equation by use of 
S/Z, the ratio of cross section to perimeter, called m, in place 
of D; the equation thus becomes dF/dN —fV^/2gm, since for 
circular pipes m — DfA. The term m is called the mean hydraulic 
radius. For conduits with uniform cross section of the shapes 
ordinarily encountered, this equation is remarkably dependable 
as long as flow is turbulent. In evaluating/, the Reynolds num- 
ber may be written He =s*4mFp//i, and the resulting values may be 
used as abscissas in Fig, 27.* As is to bo anticipated from the 
above discussion, in flow of liquids tlirough conduits only 
partially filled, only wetted perimeter and se(*tion actually filled 
with liquid are used in evaluating m. 

By a procedure similar to that used in obtaining Poiseuille\s 
law, equations have been derived for the friction loss due to 
isothermal streamline flow in variously shaped passages: 

Streamline Flow between Infinitely Broad Parallel Plates: 


dF__\2ixV 
dN pga^ 


(19) 


where a is the clearance. 

Streamline Flow in Square Cross Section, Side^y: 
dN pgy^ 


(19a) 


It is noted that an equation of the type dF/dN —SuV I pgm'^ covers 
the case of the circular cross section and the two cases given 
above, but that different values of are required: 2.0, 3.0 and 


* Since by definition w=~and /?e 

/i p n\Z/\S/ M 

which means that, for a given w/Z, Re is independent of the cross section 
filled by the fluid. The term w/Z, the mass-flow rate per unit perimeter, 
is sometimes designated by r, and hence Re^4r//x. 
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1*78, respectively. In other words, the use of the hydraulic 
radius m would not permit the use of a fixed Value of p for the 
three shapes. 

Streamline Flow in Annulus, Diameters Dz and D 4 ; 


dF 

7iN 


32mF 




Di^+Dz^- 



(19B) 


While Fig. 27 applies directly only to flow through pipes of 
uniform circular section, and while flow throtigh many other 
forms of structure is extraordinarily complicated, there is one 
universal parallelism, namely, that, whatever the structure or 
flowing fluid, at velocities sufficiently low the friction is quantita- 
tively proportional to the velocity, while, as velocity is increased, 
a point is reached at wliich the resistance becomes approximately 
proportional to the square of the velocity. Furthermore, the 
point of transition is influenced as much by the viscosity and 
density of the fluid and the scale of the structure as by velocity 
itself, i,e., is determined by a modified Reynolds number, imVpIn, 
where m is an empirical ** hydraulic radius, proportional to scale 
so long as shape of the resisting body remains unchanged. The 
transition in friction doubtless corresi>onds to a change from 
streamline to turbulent flow. If the channels are small, the 
pressure gradient necessary to maintain reasonable rates of flow 
may be great enough to distort the structure (or even collapse it), 
masking the relations. If the channels are variable in size, 
transition from one type of flow to the other may be retarded. 
Usually, the quantitative relations must be determined experi- 
mentally for the case in question; sometimes this can be done by 
dimensional models. Cases in point include flow through porous 
solids, around staggered pipes, etc. 


Friction in Packed Towers. — An analysis analogous to that iu the case of 
fittings indicates that friction losses due to flow of gases through beds of dry 
gramilar solids of uniform size, as in tubes packed with catalysts, may be 
estimated by the use of Fig. 3(>*® and the modified Fanning equation 


dF_4/'/"Fo* 
dN 2gDr 


( 20 ) 


where F represents the friction loss, N the depth of packing. Dp the diam- 
eter of packing and Vo the superficial velocity of the gas, based on the cross 
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sectiou of the empty tower; /' and /" are friction factors and wall-effect 
factors (see Fig. S6) ; D represents the inside diameter of the tower. Since 
the equation is dimensionless, any consistent units may be employed. 

Inadequate data are available for the effect of the rate of flow of liquid 
over the packing, but the increased friction loss due to circulating liquid, 
expressed as per cent Y of the results given by Fig. 36, may be roughly 
estimated by the empirical equation Y ^Z,Z/Dp, where Dp is expressed in feet. 



Fio. 36. — Friction factors for gasos flowing through bods of dry packings. 


For hollow packings the friction factors /', shown in Fig. 36, are multiplied 
by given by the relation taking /" as 1. The factor h* 

is 0.069 for Kaschig or Lessing rings and 0.038 for Berl saddles. 

Friction Due to Fluid Flow Normal to Staggered Tubes. — Data for the 
turbulent flow of air at right angles to banks of staggered pipes are corre- 
lated by the modified Fanmng equation: 

F /'»=0.75(— * (21) 

w’hcre F represents the fri(!tion loss, n the numbe?r of rows over which the 
gas flows, Vmmx. the linear velocity based on the minimum free cross section, 
p the gas density, p the fluid viscosity and a the clearance between adjacent 
pipes taken normal to the gas stream. These equations are based on 
aVtomaup/u ranging from 40 to 15,000, and a variety of arrangement of tubes. 

For 9 treamMne flow, the data were correlated by tlie empirical dimension- 
less equation 

• Based on data of A. M. Whitk, Tram. Amer. Inst. Chem. Eng., SI, 
890-408 ( 1936 ). 
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where N' represents the depth of the tube bank in the direction of fluid flow; 
D 4 the equivalent diameter, equal to four times the free volume divided by 
the surface of the tubes; m' the viscosity taken at the temperature defined 
by Eq. 13 (page 86), the other factors are defined above. This equation is 
based on the flow of liquids at right angles to tube banks having tubes 
spaced at the apices of equilateral triangles, with DeVmmx.p//* ranging from 
1 to 100. 


Nomenclaturjb 

Definition of Symbols (F.p.s. Engineering Units) 

A =* surface, measured in direction of flow, sq. ft. 
o- clearance between parallel plates, ft. 
b ~ factor in the relation : / 

Cp= specific heat at constant pressure, B.t.u./(lb.) (deg. F.). 
Cw*spe(nfic heat at constant volume, B.t.u./(lb.) (deg. F.). 
c, c', Cl = coefficient of discharge, dimensionless. 

Ce *= contraction coefficient. 

inside diameter of circular pipe, ft. 
equivalent diameter, ft. 

Dp = diameter of packing, ft. 

prefix, indicating differential, 
internal energy of fluid, ft.-lb./lb. 

F, SF- friction loss, ft.-lb./lb. 

F«, Fc -friction loss due to sudden enlargements and contractions, 
respectively, ft.-lb./lb. 

/ — dimensionless friction factor in Fanning equation: 
dF/dN -^fV^I 2 gm, 

factors in modified Fanning equation, dimensionless. 

(r - mass velocity, lb/ (sec.) (scp ft. of cross section) : G^w/S. 
gf - acceleration due to gravity, 32.17 ft. /(sec.) (sec.). 

Hj H2 -difference in static head -v(pi — 7^2 ), ft. 

difference in static head, between upstream and vena sections, 

= increase in enthalpy, ft.-lb./lb. 

J = mechanical equivalent of heat, 778 ft.-lb./B.t.u, 

K = coefficient in contraction loss equation, dimensionless. 

= dimensionless ratio, CpfC^. 

L, linear dimension, layer thickness, respectively. 

In — logarithm to the natural base e, equal to 2.303. times the loga- 
rithm to the base 10. 

M « average molecular weight of a perfect gas; mass, in dimensional 
analysis. 

m*» hydraulic radius, ft., equals cross section of stream, sq. ft., 
divided by wetted perimeter, ft, 

N = actual length of straight pipe or duct, ft. 
jV*- equivalent frictional length of fitting, ft. 

AT' « depth of tube bank, ft. 
n “number. 
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p « absolute static pressure, measured at the wall in a plane parallel 
to the direction of fluid flow, lb. /sq. ft . ; pa is measured above 
normal atmospheric pressure. 
aP' “tpressiire drop due to friction, absolute units, 
pressure drop due to friction, engineering units. 

<J=heat input from an external source, ft,-lh./Ib. of fluid. 

5^ « volumetric rate of flow, cu, ft. /sec. == F*S' ^w/p 
R, R' -gas constants, pv^RT/M -R‘7\ where R is 1643 ft.-lb./(lb.-mol) 
(deg. F. abs.), or 1.985 B.t.u./(lb.-mol) (deg. F. aba.), 
abbreviation for Reynolds number, 4 wFp/m, dimensionless. 
r - radius of a chosen point, ft. 
ri « radius of circular pipe, ft. 

S - cross section at right angles to axis of conduit, sq. ft. 

-absolute temperature, deg. F. abs. 
t, F'«=thermome1ric temperatures, deg. F. 

w— local (actual) velocity of a small fiament of fluid at a chosen 
point, ft. /sec. 

V - average linear velocity, ft. /sec. —g/S -v'/pS. 

Fo “superficial velocity, based on the total cross section, ft. /sec. 

a -specific volume, cu. ft. /lb. - 1/p. 
i»«v. —average specific volume, cu. ft. /lb. 

1F« shaft work, gross work input from surroundings, ft. -lb. /lb. 

TF' =« mechanical work imparted to the fl\iid from an external source, 
ft. -lb. /lb. 

te»mass rate of flow, lb. /sec. 

X “symbol representing the term \^2g /)p* dF/dNy having net 
dimensions of lb. /(sec.) (sq. ft.), 
a; “elevation Or vertical distance above datum, ft. 

F “a function. 

jy “Width of weir, ft.; side of sqviare, ft. 

Z “Wetted perimeter, normal to direction of flow, ft. 

« “ a dimensionless ratio. 


Greek Symbols 

a “alpha, dimensionless factor. 

/3 “bet.a, angle of divergence, deg. 

r “gamma, mass rate of flow per unit wetted perimeter, iv/Z. 
d “prefix, indicating partial derivative. 

A “delta, prefix U> indicate finite liifference. 
theta, time. 

At“rau, absolute viscosity of fluid, lb./(sec.)(ft.) “0.(X)0672 times vis- 
cosity in centipoises =0.0672 times viscosity in poises. 
x“pi, 3.1416. 

p“rho, fluid density, Ib./cu. ft. “1/e. 

X “ sigma, a summation, 

T“tau, tractive force or ‘^viscous drag*'; t =mA du/dr, ft.-lb./sec.* 

^ “phi, function. 
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SvhicripUi 

1 refers to upstream section. 

2 refers to downstream section, 
max. refers to maximum. 

c refers to a critical condition. 

G refers to gas. 

L refers to liquid. 

0 refers to orifice. 

8 refers to a standard liquid. 

1 refers to narrowest section of throat. 

V refers to vena contracta section. 

X refers to any liquid other than the standard one. 
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CHAPTER IV 


FLOW OF HEAT 

Introduction. — Chemical reactions are accompanied by charac- 
teristic and unavoidable heat effects; hence, in most problems 
in chemical engineering design, provision must be made for the 
satisfactory transference of the heat quantities. Furthermore, 
even in processes which involve praciically no chemical changes, 
problems of heat transfer usually arise. The laws governing 
the flow of heat tlirough bodies and from one body tf) another 
are therefore of great importance. 

Mechanism of Heat Transmission. — It is well undersiood that 
heat may flow by three mechanisms: 

1. Conduction is the transfer of heat from one part of a body 
to another part of the same body, or from one body to another in 
physical contact with it, without appreciable displacement of the 
particles of the body. 

2. Convection is the transfer of heat from one point to another 
within a fluid, gas or liquid, by the mixing of one portion of the 
fluid with another. The motion of the fluid may be entirely 
the result of differences in density resulting from the temperature 
differences, as in natural convection; or the motion may be 
produced by mechanical means, as in forced convection. 

3. Radiation , — A hot body gives off heat in the form of radiant 
energy which is emitted in all directions. When this energy 
strikes another body, part is reflected. Part may be transmitted 
unchanged through the body, depending on its degree of opacity. 
The remainder is absorbed and quantitatively transformed into 
heat.* 


PART I. CONDUCTION 

In the majority of cases arising in engineering practice, 
heat flows from some medium into and through a solid retaining 

* Except in the cases where photochemical reactions are induced, or 
energy is consumed in other special ways. 
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wall aind out into another medium. The flow through each k, 
therefore, but one step in a more complicated process, and the 
resistance offered by the retaining wall is only one of a series of 
resistances. The necessity for a clear insight into the mechanism 
of this process is obvious, and the ability to apply constructively 
a knowledge of it to many problems cannot be attained until 
the character and significance of each of the individual steps 
involved are studied and appreciated. 


A. FXiOW THROUGH HOMOGENEOUS SOLIDS 


Fourier’s Law. — Consider a solid body, such as a rod, hot 
at one end and cold at the other, protected in some way against 
heat losses from the sides. There will be a flow of heat along 
this body from the high to the low temperature end, accompanied 
by a progressive drop in temperature in the direction of the length 
L. Consider a section across the body at some point, at right 
angles to its length and the direction of flow of the heat. Call 
the area of the cross section at this particular point A, In the 
differential time interval dd^ an amount of heat dQ will flow 
through this section. The fundamental law of conduction is 
that the rate of heat flow, or heat current, dQ/dd^ is proportional 
to the area of cross section A and to the temperature gradient 
—dildh^ both taken at the point. The proportionality factor fc 
is called the thermal conductivity , defined by the equation 


-hA—- 
(le ^dL 


( 1 ) 


The differential equation is general for unidirectional conduc- 
tion. * In this text k will be expressedf as 


B.t.u^ 

(Hr.)(sq. ft.)(deg. F./ft.) 


= (B.t.u.)(hr).-'(ft.)-'(dcg. F.)-*. 


It is found experimentally that for a giA on isotropic substance 
the thermal conductivity depends essentially on its temperature. J 


* Both heat current and temperature gradient are vectors and may be 
compounded in the usual way. 

t Factors to convert values from one set of units to another are shown 
on p. 697. 

t For perfect gases* pressure i.s without effect (except at very high vacua) 
despite changes in density. However, for most substances, the thermal 
conductivity rises as the pressure is increased above atmospheric. 
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Furthermore, except for certain special cases, the conductivity 
changes relatively slowly with the temperature. Since the 
accuracy of measuring conductivities is not high, it is usually 
satisfactory to express the conductivity as a linear function of 
the temperature. A substance may have a definite conductivity 
even though the substance itself is not homogeneous, e.^., con- 
crete of a definite composition and structure. Furtliermore, 
the conductivity does not depend on composition alone but also 
on structure. For example, the porosity influences the con- 
ductivity very greatly. Small amounts of impurities may affect 
it substantially; particularly in the case of metals this may result 
in serious uncertainties. For different substances the thermal 
conductivity differs greatly (pages 694 to 697), the value of k for 
copper being approximately 10,000 times that for cork. 

Thermal Conduction in the Steady State . — Steady conditions of 
heat flow, under which a constant quantity of heat passes each 
section of path per unit of time and the temperature at each 
point in the system remains unchanged, will be first discussed. 
Since the rate of heat flow is constant, independent of time, 
dQ/dS is identical with Q/Sy frequently designated by and 
Eq. 1 becomes 

q^—kAdt/dL, (la) 

Relating Eq. la in the form 

„ ; q dL/A = —A; diy (lb) 

‘■.'■/'i.'H' ''''' ' ■' 

it follows that the equation is separated into one expression 
involving as variables only the shape and dimensions of the body 
and into a second expression involving only functions of its 
temperature. Given the dimensions of the body and A; as a 
function of integration is immediately possible. Where 
k is linear with the temperature, 

where A:„. is the value of k at the arithmetic-mean temperature, 
(ti+ti)/2. The integral of dL/A must be evaluated for the 
specific case. Frequently, it is convenient to call it (Li —Li)/A„ , 
or simply h/A^,, in which a proper value of A„_ is employed. 
Mathematically expressed 
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"mr. 


(Ic) 


where A represents the temperature difference ^ 1 —^ 2 . Equation 
Ic is often written 


® L ~Llk„A«‘ 

The proper value of is readily obtained by integration of the 
term dL/A, solving for A^^ by means of Eq. 2. When the cross 



Fio. 37. — Diagram of hollow cylinder. 


section A is constant, as in flow of heat through flat walls, Eq. 2 
reduces to 

q — k^y,A^/L. (3) 


Equation 3 is the simplest form of the conduction law and is 
frequently given as the formal expression of the law itself, 
rather than the differential equation, from which it is derived 
for this special case. 

Where heat is flowing through the sides of a closed cylindrical 
body of circular section, as in lagged pipes or insulated wires, 
the direction of flow being at all points radial knd perpendicular 
to the axis, the cross section of the path is proportional to the 
distance from the center of the cylinder. Considering the flow 
through a section of thickness dL (Fig. 37) at a distance L from 
the center, the cross section of path A equals 2irLiV‘, where N 
is the length of the cylinder. Substituting and integrating Eq. 
Ic gives 

A,r. 
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or 


, _2wNiLt-Li)_ As- At _ As- At 

^"~ln.{Ls/Lt) 2.3 logio (A^/Ai) 


( 4 ) 


For cylinders of circular cross section the rule is exact; for 
elliptical sections the equation may be used as an approximation, 
but for rectangular forms other more exact expressions have been 
determined. 

Equation 4 requires that the average area of cross section, 
through which the heat is flowing in such a case, be computed 
by dividing the differtmce of the external and internal areas by 
the natural logarithm of their ratio. The average of two 
quantities obtained in this way is called their logarithmic mean 
and is, as will later appear, frequently used in problems on the 
flow of heat. It should be noted that the arithmetic mean of 
the areas 


^»v. 


.4i+/42 


(5) 


gives a value for the average area differing from that of the 
logarithmic mean by not more than 4 per cent when the value 
of the expression A^/Ai is 2 or less, an accuracy considered 
sufficient for most problems in heat flow. 


B, Potential Concept — Conduction through Several 
Solids in Series 

Many transformations of both matter and energy can be con- 
ceived as controlled by two factors, one a potential and the other 
a resistance, the rate being in general proportional to the quotient 
of the two. Inasmuch as the direction of transformation is 
controlled by the potential, the condition of equilibrium is zero 
potential difference. The application to electrical phenomena is 
familiar; electricity does not flow except under a potential 
difference, the direction of flow is determined by it, and the rate 
of flow, i.c., the current, is proportional to it. Similarly, tem- 
perature is the potential function of heat. Heat will not pass 
from one body to another, or from one point to another, except 
under the influence of a temperature difference. The direction 
of flow is determ'ned by the sign of the temperature difference, 
♦ Reference 1 at end of chapter. 
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and the rate of flow of heat is proportional to its magnitude. 
Equation 2 for steady conduction may be written as 

q^a/R (6) 


where the individual resistance term R represents the ratic 
Where heat is conducted at a rate q through a 
multiple wall, e.g., the solids a, 6, and c 
(Fig. 38), writing Eq. 6 for each resist- 
ance gives 

Ai ^qR\f A 2 — </jR2, — 

By addition, noting that the sum of the 
individual temperature differences equals 
the overall temperature difference SA, 
one obtains 




Aj+ Ag-f-A s _ 

Ri’-\“Ri’hRz 

__ 

\ij / k^A .,v. ) I (f^ / ^'h.v.A p 


^2A 


( 7 ) 



where iii is the overall resistance. In other words, thermal 
resistances, like electrical, are additive. 


C. Flow from Solid to Solid 

When heat passes through a surface from one solid to another 
in good contacjt with it, it is i)robable that at the boundary no 
temperature drop is found. However, this requires perfect 
contact betwetm the solids, and also the absence of gases or vacant 
spaces caused by blowholes, bubbles, rough surfaces, etc., which 
are very likely to be present where two solids are brought 
together. Even traces of poorly conducting material between 
metals, such as oxide films on the surface, will cause abrupt 
drops in the temperature. It is usually impossible to estimate 
the thickness of such films, but their effects may be serious. 
In order to allow for the conductivity of the mortar bond in 
brick walls, for example, an experimental wall is generally made 
up in the laboratory and the heat loss determined. The resulting 
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conductivity of the type of wall in question thus includes the 
conductivity of the mortar. 

Illustration 1. — The vertical flat walls of the combustion chamber of a 
furnace consist of 7}4 in. of refractory k^y. «0.75, 3 in. of insulation -0.08, 
and J4 in. of steel k^v, »«26. The average surface temperatures of the inner 
face of the refractory and the outer face of the steel are 2000 and 220°F., 
respectively. 

Calculate (a) the heat loss expressed as B.t.u. per hour per square foot, 
and (b) the temperature at the cold side of the refractory. 

Solution, a. Using the resistance concept, Eq. 7, 

9 SA _ 2000 -220 

A / L \ , f L \ 7/ X T *0.025 0.25 0:021 “ 

0.75 26 

1780 1780 /n. 

b.83^+3. 13 +0.0008 3.96" B.t.u./(hr.) (sq. ft.). 

h. The temperature drop through the refractory is 1780 (0.833/3.06) or 
375®F., and hence the cold side of the refractory is at a temperature of 
2000 less 376®F. or 1625°F. 

PART II. CONVECTION 

A. Heat Exchange between Solids and Fluids (Liquids 

AND Gases) 

The interchange of heat between a fluid and a solid surface 
with which it is in immediate contact is an engineering problem 
of major importance. It can be mastered only in the light of 
clear concepts of the mechanisms involved, but even so the 
extraordinary complexity of the interrelationships is at first 
discouraging. However, there is no other major field in wliich 
methods of engineering calculations and design have made 
greater progress during recent years, owing largely to extensive 
use of the methods of dimensional analysis. 

Let AB be the fixed interfacial surface of contact between a 
solid G and a fluid EF, flowing parallel to the surface (Fig. 39) 
without change in state. Assume steady conditions and the 
temperature of the wall at C equal to twf hotter than the fluid. 
Heat must be flowing from the wall into the fluid. In conse- 
quence, there must be a temperature rise of the fluid in the 
direction EF, resulting in change of fluid properties and hence 
probably in modification of heat exchange between wall and 
fluid. 
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To avoid the complication this causes in the analysis of the 
problems, first limit consideration to the differential interfacial 
area dA in the immediate neighborhood of a given point on the 
contact surface. Clearly, heat exchange between surface and 
fluid at this point will be determined, other things being equal, 
by the surface temperature irrespective of the mechanism 
by which this temperature is maintained by energy supply from 
the left of surface AB. The conventional approach is to assume 
that the corresponding differential rate of 
flow of heat between solid surface and 
fluid can be expressed by the equation 

dq — t) dA - hA dA, (8) 

better written dq/dA—hA, treating the 
differential coefficient dqjdA (i.e., the cur- 
rent density, or rate of heat flow per unit 
contact area) as a single quantity. The 
numerical value of the coefficient h must 
ultimately be determined experimentally. 

Because it is based on interfacial contact 
area, h is called th(i mrface or film coeffi- 
cient of heat transfer. Since in the practical problem there is 
usually more than one such interfacial surface, it is often called 
the individual coefficient. It is designated point or heal coeffi- 
cient to distinguish it from averaged coefficients often employed. 
In the following, h is always expressed in B.t.u./(hr.) (sq. ft. of 
contact surface) (deg. F. temperature difference between surface 
of the solid wall and the fl uid) . The equation is frequently written 

= (9) 

but this fails to emphasize the fact that it is limited to point 
conditions. 

Study of the equation in the light of the conditions symbolized 
in Fig. 39 makes it (dear that the numerical value of t and hence 
also of A is uncertain because of the necessary existence, along 
the normal CD, of some sort of temperature gradient in the fluid, 
which must be hot next the wall and progressively colder farther 
from it. In any event, t must be some sort of average fluid 
temperature, but specific? choice is arbitrary, since such choice will 


A 
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merely define h. The engineer is usually interested in the total 
net effect of flow on the fluid flowing through a given equipment, 
or up to a given point in it, and this depends on the temperature 
that the fluid will possess if allowed to discharge from the equip- 
ment at the point in question and then mix thoroughly. This is 
defined as the bulk temperature of the flowing fluid u Unless 
otherwise specifically stated, the fluid temperature used in Eq. 8, 
and hence in defining A, is L 


At the variable distance L along the normal CD, lot w, p, Cp and repre- 
isent the fluid velocity, density, specific heat and temperatures, respectively, 
and dS the differential cross-sectional area nonnal to the direction of fluid 

fl[ow. ^nce 1® ^1^® total mass rate of flow post the 

plane of CD, the bulk temperature t is defined by the relation in wliich T 


represents the general variable temperature, 7’o is an arbitrarily selected 
base temperature for calculation of enthalpies, and Li is tlie total width of 
the fluid stream. Where variation of p and Cp over thc^ s(‘ction are negligible, 
the above equation reduces to 

if (10a) 

The bulk temperature is readily measured experimentally by allowing the 
fluid to discharge adiabatically, determining its temperature after complete 
mixing. 


It is clear that in the practical engineering problem one will 
usually be forced to integrate the equation dqfdA - /lA in the 
direction parallel to the surface of contact, over the range of 
changing conditions of temperature and fluid properties involved. 
Furthermore, the integration must be made in the light of the 
influence on operating conditions of the source of the energy 
supply to the contact surface. In the following, discussion of 
this step of integration is preceded by analysis of point conditions 
for certain important cases. For others, however, point condi- 
tions are so completely determined by the history of the fluid 
at other points of the contact surface that segregation of the two 
steps of analysis loses utility; in these cases, the whole treatment 
is given under the second heading. 
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In^uence of Point Conditions on k 

Film Concept.— It must be kept in mind that, when a liquid or 
a gas is in contact with a solid, there is strong evidence to show 
the presence of a relatively slowly moving film’*^ of fluid on the 
surface of the solid, a film wliich becomes thinner as the velocity 
of the fluid parallel to the surface increases. Through such a 
film, heat can be transmitted by conduction only, fidthough once 
the heat has penetrated the film the hot molecules are picked 
up and carried away mechanically by the swirling motion of 
the main body of the fluid, f.c., the transfer is then mainly a 
matter of convedion.\ Since most liquids and gases are exceed- 
ingly poor conductors of heat, one finds a large resistance to 
heat flow at the boundary of a fluid and a solid, and also at the 
boundary of a liquid and a gas. 

From the mechanism of the transmission, it is not surprising 
that the coefficient h is by no means constant, even for a given 
fluid, but is a complex function of a number of variables such as 
the physical properties of the fluid, the nature and shape of the 
solid surface, and the velocity of the fluid past the solid boundary. 
In Cfu es of engiiuH?ring importance, h varies for different fluids 
over 20,000-fold. Frequently, the capacity of heat-transfer 
apparatus is limited by the thermal resistances of the fluid films 
rather than by that of the retaining wall, and hence the magni- 
tudes of the individual film resistances become controlling 
factors in the size of apparatus needed for a given heat-trans- 
mission capacity. In all attempts to reduce the boundary 
resistance between fluid and solid, experience has proved that 
the most effective means are those tending to reduce the thick- 
ness of the surface film. Thus a rapid movement of the body 
of the liquid or gas past the surface can greatly reduce the resist- 
ance by reducing the thickness of the insulating film of fluid. 

Fluids in Circular Pipes. — The general approach can best 
be appreciated by considering a specific case, that of fluids 

* See chapter on Fluid Films, and Figs. 6 and 7, pp. 36 and 36. 

t Actually the resistance 1/7?. equals the sum of the conduction resistance 
L/k of the true film and the thermal resistance of the fluid lying outside 
the true film. If desired, h may be visualiaied as equal to Jb/B, where B is 
the so-called “effective*’ or “fictive** thickness of the film. Ekeept where 
R* is negligible compared with L/kf B exceeds L. 
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flowing through pii>es of circular section. One wishes to be able 
to determine the density of the heat current, dq/dA. This will 
certainly be influenced by temperature difference and, in view 
of the film concept, by the absolute thermal conductivity k of 
the fluid. It will likewise depend upon factors influencing the 
character of flow:*** diameter D, density p, velocity u and viscosity 
p. Furthermore, the heat-carrying capacity of a given quantity 
of the moving fluid must be relevant. This is clearly proportional 
to its specific heat C. It seems unsafe to omit any one of these 
factors from consideration, despite the fact that their number 
apparently involves complication to the point of confusion. 

However, the problem can be simplified by preliminary 
analysis. In the first place, the total effect of dq/dA and A 
has been arbitrarily expressed as h — dq/A dA, so that h may be 
chosen as a single factor combining all effects of these two. 
Since temperature varies across the section, there is corresponding 
variation in the properties of the fluid, particularly p and p. 
Friction induces a similar variation in u (see page 79). One 
must therefore decide what values of all these variables to 
employ. However, it is not unlikely that at least the major 
effect of velocity and density may be expressed in terms of their 
product, the mass velocity G=pu (c.f/., as they ap* * ear in the 
Reynolds number), thus eliminating all uncertainty as to +he 
value of p and u to be employed. f This reduces the assumed 
ultimate variables to the following list: A, D, G, C, p and fc. 
Upon applying dimensional analysis, as shown on page 75, one 
finds that three dimensionless ratios are involved. For the case 
under discussion, the ratios usually chosen are DG/p, Cfx/k and. 
for the third, h/CG or hD/k^ the last equaling the product of 
the other three. The group Cp/jfc is called the Prandtl number. 

If one wishes to use these ratios as the independent variables 
in the attempt to correlate experimental data, one is immediately 
faced with uncertainty as to the value of p to be employed, 
varying as it does with the temperature of the fluid, which ir. 
turn varies across any given section of the pipe.t This difficulty 

* Pressure and temperature are probably without effect except as they 
influence properties of the fluid. 

t Variation in m is further discussed below. 

t Variation in C and k due to radial temperature gradient is a theoretical 
difficulty, but almost always too small niuuerically to be signifleant. 
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can be met in part by choice of experimental/ conditions of low 
temperature difference to minimize variation in temperature 
and hence in viscosity, but a radial temperature gradient is 
inseparable from heat flow. However, in view of the mechanism 
of heat exchange which has been presented, one would expect 
as the major effect of viscosity its influence on the thickness of 
the film. This in turn should depend largely on the viscosity 
of the film itself. This is still not specific because of the tem- 
perature gradient through the film, but use of an average film 
viscosity ju/, corresponding to arithmetic-mean temperature 
between that of the wall and the bulfc of the flowing fluid, cannot 
be far in error. 

When the mass of data available is analyzed on this basis, 
an extraordinarily effective correlation is discovered, which 
can be given the empirical form 

(/i/C„(7)(C„M//A;)’^ = 0.023(iX,Vju/)-'>-*. (11) 

This remarkable equation enables one to calculate for a given 
set of conditions a value of k that shows a maximum deviation 
from the most carefully collected data of various inveistigators 
of perhaps 50 per cent and a probable error of roughly one-third 
as much. ThivS is all the more striking when one remembers that 
h varies over a thousand-fold from case to case, the Reynolds 
number one?-hundred-fold, the Prandtl number forty-fold, and 
pipe diameter twelvefold. It is conveniently used in graphical 
form and is plotted as curve AC on Fig. 40. 

The equation is unfortunately often inconvenient in use (e.gr., 
where wall temperature is the unknown sought). If one will 
use in the formula, instead of ju/, the viscosity ju, corresponding 
to the bulk temperature of the fluid, one will obviously compute 
a value of h that is too high if tlie fluid is being cooled and too low 
if heated. An attempt has been made to compensate for this 
by modification of the function, writing 

(h/C,.G) (C = 0.()23(Z)(?/m)-‘^'2 (12) 

where n = 0.6 if the fluid is being heated and n = 0.7 if it is being 
cooled. This equation gives satisfactory correlation if the ratio 
of tlie film viscosity to the main-body viscosity does not differ 
too greatly from unity. For m//m outside the range, Eq. 11 is 
more dependable, although even in such cases Eq. 12 may be 
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used for preliminary orientation. Upon multiplying both sides 
of Eq, 12 by DG/ii, one obtains the familiar form 

0.023 (DG'/m)'’*. (12a) 

However, one must not lose sight of the limitations of these 
equations for turbulent flow, where Re exceeds 2100.* Knowl- 
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FlO* 40. — Heating and cooling of fluids by forced convection (and conduction). 


edge of the true surface temperature of the wall is assumed. 
They have no corrections for end effects, and are probably in 
error when applied to very short tubes. These equations are 
based on results for smooth tulx^s, and the effect of surface 
roughness is uncertain. Even more important, they apply 
strictly only to a given cross section of a tube and must be 
integrated or averaged when used for the tube as a whole. 

For the common gases the physical properties involved in 
this equation are so related that for them Eqs. 11 and 12 may 

* In the neighborhood of the critical value of the Reynolds number^ 
irregularities develop which are discussed on pp. 123 to 130. 


lOOO'OOOl 
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be simplified to give the following dfmensiorwiiequation: 

h « (126) 

For water at ordinary temperatures, Eq. 12 may be simplified to 
the dimensional equation 

A-160(l+0.0U)(F,)0V(O0®'' (12c) 

where t represemts the average water temperature in degrees 
Fahrenheit; F* the average water velocity in feet per second, 
based on a density of 62.3 lb. per cu. ft.,* D' the actual inside 
diameter, expressed in inches; and as, usual, h is expressed in 
B.t.u./(hr.) (sq. ft. of inside surface) (deg. F.). 

Analogy between Heat Transfer and Friction. — Extensive 
theoretical study of the relation between heat transfer and 
friction has led various investigators to conclude that h/CG 
should be proportional to the friction factor / and some function 
of Cp^fjk, the exact form of the latter being in doubt. Indeed, 

inspection of Eq. 11 shows that h/CG is inversely proportional 
to the 0.2 power of Re/ and study of Fig. 27, page 78, indicates 
tliat, in thfj range of turbulence, / falls off with increase in Re 
at about the same rate, an approximate empirical equation for 
the friction factor being /=0,046/ic/'~‘^-2. Substituting in Eq. 11 

gives^^) 

{h/CmCpy.f/kf^^S/2. (11a) 

Flow of Liquid in Layer Form /fe>21()0. — Instead of allow- 
ing the licjuid to fill the pipe, it is often advantageous to allow 
tlie liquid to flow by gravity in layer form down the inside or 
outside wall of a verti(*al pipe. Where the layer flows in turbu- 
lent motion, i,c,, where Re exceeds, say, 2100, one would expect 
Eq. 11a to apply, and comparison with data^®'**^ shows that tliis 
is a fair approximation. It will be recalled that the Reynolds 
number based on film viscosity is 4mG//it/, that the mass velocity 
equals w/S and that the hydraulic radius in equals S/p', where 
p' is the wetted perimeter. Hence Re/ equals 4u’/p'p/, ordinarily 
written 4r/p/, where T represents the ratio w/p\ Therefore, 
with a given film viscosity, mass-flow rate and wetted perimeter, 
Rcf is the same regardless of whether or not the pipe is full. 

That is, F. «(?/ (3600 X 62.3). 
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Since for turbulent flow the relation between the friction factor 
and the Reynolds riumber is approximately the same both for 
full pipes and for flow in layer form down vertical walls, the right- 
hand side of Eq. 11a will be the same in both cases. Becaxise 
the physical properties Cp, m/ and k are the same, it is clear from 
Eq. 11a that the values of h/G will be the same in both cases. 
Since the cross section S of the fluid stream is less for flow in 
layer form than when the pipe is full, the mass velocity {6 — w/S) 
and consequently the coefficient of heat transfer between pipe 
wall and fluid is greater for flow in layer form. As the mass- 
flow rate w is increased, this advantage gradually disapi^ears. 

Since in the falling-film case the friction loss equals the tube 
height, the Fanning equation reduces to Noting 
that G equals w/S and that m equals S/j/, one obtains 



This equation will break down as G approaches The 

heat-transfer coefficients predicted by combining Ecjs. 11a and 
116 

h k 

Cp^'2g7v~^ VCW 


agree satisfactorily with experimental data^^'^^ for heating water 
flowing at Reynolds numbers ranging from 3000 to 60,000 down 
the vertical walls of a clean 2-iri. pipe Since / is approximately 
proportional to (4r//x/)“^-2, h .should be proportional to 

The analytical and experimental study of heat interchange 
betw’^een homogeneous fluids inside pipes and pipe wall has been 
far more extensive than for other types of contact of fluid and 
solid. The problems involved in these latter will probably be 
solved ultimately by methods analogous to those just presented. 
Meanwhile, one must use the best approximations available, 
even though these may not be so dependable as one would desire. 
The following is a summary of what is considered to represent 
best engineering practice at the present time. 

Flow of Liquids and Oases Outside and Parallel to Tubes. — 
Few data are available for these conditions, but, as would be 

♦ In evaluating gr, one should remember to use the some unit of time as 
employed in evaluating w and F. 
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expected by analogy with the ea^ of flow inside tubes, the data 
for turbulent flow in the annular spaces between concentric pipes 
are approximated by using the relations for turbulent flow inside 
tubes, with D interpreted as an equivalent diameter equal to 
fourHimes the hydraulic radius (page 94). 

Flow Normal to Tubes. — ^Data for single tubes are of value 
in connection with the interpretation of pyrometer readings 
obtained with the gas and surroundings at unequal temperatures 
(page 163). Curve GH of Fig. 40 shows the recommended 
relation for the heating or cooling of gases flowing normal to a 
single tube. For air at ordinary temperatures, and with DG/fi,f 
above 1000, a simplified dimensional equation is 

(13) 

Data for the important case of the heating or cooling of a gas 
or liquid flowing normal to a bank of staggered tubes are tentatively 
correlated^^^ by curve JK of Fig. 40, page 112, in terms of 
dimensionless ratios. For air flowing normal to a bank of 
staggered tubes, an approximate dimensional equation^^'^ is 

h = 1.75r“-’(<7L./V(O0^ (14) 

where T represents gas (not film) ttunperature in degrees Fahren- 
heit absolute, is expressed in pounds per second per square 
foot of minimum cross section, and D' is in inches. 

Other cases are discussed later. 

Overall Coefficients* — In case of interchange of heat between 
a fluid and a solid through an interfacial surface, the heat current 
is frequently maintained by flow through a second interface 
from or into a second fluid, as shown diagrammatically in Fig. 
41. D represents the cross section of the solid wall separating 
the fluids. F is the main body of the fluid receiving heat and E 
the surface film of this fluid. The temperature gradient normal 
to the surface at the point in question is indicated. The bulk 
temperature of the colder fluid is U, although parts of it are at 
the somewhat lower temperature, U. The colder side of the wall 
is at h. However, the continuous loss of heat from the wall 
surface demands a corresponding supply which is maintained by 
the temperature drop, ^4 — ^6, through the solid wall. Consider- 
ing a differential area dA of the wall surface beneath the fluid 
film the corresponding heat current dq equals A' dA A, where 
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Similarly, this same heat current must be given by 
the equation dq=k dA A'/L, where k is the conductivity of the 
wall, L its thickness and dA' its average area of cross section 
(see page 104), and A'—U—h. Similarly, the film coefficient 
of the fluid at the left of the wall being designated by h" and the 
corresponding area as dA", one may write dq^h" dA" A", 
where A"=to—ti. Solving these equations for the individual 
temperature drops and adding the equations, noting that the same 
heat current flows through the various parts of the path, pves 


Fluid ■fif/ri', 

Bddies. , ,,-^,F/uid fi/m / ,Fck(ies 



Fia. 41. — Diagnim illustrating temperature gradients in transferring heat from 
fluid A through the wall D to fluid F. 


dq^Ao/XRf where Ao equals the overall-temperature 
^^fference to—trj and Sii equals the total resistance, SjB — 
(l/h' dA) + {L/k dA') + {l/h" df.4")* Indeed, assuming the 
existence of a deposit C a film of corrosion products or 

scale), granting that it has the conductivity fca, and thickness 
La, its resistance Lg/h dA'\ can be added into the total, giving: 


dq^ 


Ao __ Ao 

SiJ*” i " L “ “La ~ 
h' dA’^k dA^''^KdF' 


1 

A" dA'' 


(15) 


Instead of dealing with the total resistance, its reciprocal can 
be treated as a conductance U dA, whence 

dq = 11 dA Ao. (15a) 

The overall coefficient of heat transmission U for a case of this 
type is defined by the equation: 

1/U dA - 2;(1/A dA) + S(L/k dA) (166) 

where the indicated summation involved the addition of all 
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thermal resistances in the path of flow of the heat. Frequently, 
e,g.y where wall thickness is small compared with diameter, the 
relative differences in the various areas involved may be neg- 
lected, and one may write l/r/« S(l/fe) + S(L/fc). 

From the discussion of individual film coefficients, it is clear 
that the overall coefficient U must be an extraordinarily complex 
function of operating conditions. Wherever possible, it should 
be evaluated by determination of the individual film coefficients 
for the case in question, together with the resistances of the 
intervening solids as determined by their physical properties. 
While the use of such overall coefficients is frequently allowable 
and extremely convenient, one should never lose sight of their 
complex nature as defined by the above equations. 

Integration in the Direction of the Surface 

It has been emphasized that heat transmission through an 
intervening wall from one flxxid to another almost universally 
involves modification of the conditions from point to point, i.e,, 
change in temperature of one or both of the fluids with cor- 
responding changes in properties, and hence in film coefficients, 
and consequently in overall cot^fficients used. This demands 
integration along the total area of the intervening wall in order 
to determine the total heat-transmission effect. 

The heat current at a given point on the wall surface is dq^ 
UAdAy where U is determined by Kq. 156. Inspection of that 
equation shows that the major variables in U are usually the 
film coefficients 6, which depend upon the properties of the fluids, 
which in turn are frequently dcitermined by their temperatures. 
Now, in tlie great majority of cases the temperatures and other 
properties of the two fluids at a given cross section can be dete?rmined 
by a combination of energy and material balances on the equipment 
up to the section in question. This is equivalent to saying that 
both U and A are known or determinable functions of g. Conse- 
quently, one can separate the variables by writing the differential 
equation asdg/UA — dA, so that immediate integration is possible, 
graphically or otherwise. Fundamentally, this is the proper 
approach to the solution of any problem of heat transmission 
between fluids, through an intervening wall and under steady 
conditions of operation. This ultimate solution is frequently 
tedious, but there are certain special cases in which the integra- 
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tion leads to relatively simple practical rules of importance. 
However, the student must always keep in mind the fact that 
these rules are merely short-cut practical methods of performing 
the integration and, furthermore, that they are applicable only 
in certain specific circumstances, the existence of which must 
be established before the niles are employed.* 

Single-phase Fluids Flowing through Uniform Cross Section. — 
In the case of a fluid flowing steadily past the surface without 
change in phase, the cross section perpendicular to the direction 
of flow being constant, inspection of the equation for point 
conditions shows that variations in U from point to point in the 
apparatus must be due to variations in the physical properties 
of the flowing fluid. As long as changes in temperature and 
pressure of the fluid are moderate, the specific heat and thermal 
conductivity usually change but little, and in many cases even 
the viscosity is reasonably constant. If the variation in the 
physical properties is in fact negligible, it follows that the value 
of U is also substantially constant. If, now, these conditions 
obtain on both sides of the intervening wall in both fluids flowing 
through an equipment, one can neglect variations in both the film 
coefficients. If, furthermore, wall thickness and its conductivity 
are likewise constant, and one can neglect either interfering 
deposits or their variations from point to point in the equipment, 
it follows that one can use a single constant value of f/, applicable 
throughotit the equipment. The problem reduces itself to the 
allowance for variation in temperature difference from point to 
point in the equipment, using the basic differential equation, 
dq/UA^dA. While this problem can be treated under the 
general case and must be so handled when the variation in A is 
complex, it can be solved in simple form for the special case in 
which change in temperature difference is proportional to the 
amount of heat transferred. 

Logarithmic-mean Temperature Difference . — In the case of heat 
exchange between two fluids under steady conditions of flow, 

♦ Where the cross section of flow of the fluid varies progressively through 
a piece of apparatus, this results in variation of velocity, which in turn may 
result in variation in individual film coefficients. In such case, direct 
separation of the geometric variables comprised in the term dA^ from the 
thermal variables segregated in the expression dq/UA^ may be impossible, 
but indirect methods of integration of the differential equation are available. 
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either parallel or countercurrent, call dq the heat transferred 
per unit time from one fluid to the other through the differential 
contact area dA. The contact may be either direct or indirect. 
Designating conditions of one fluid by primes and of the other 
by double primes, an energy balance requires that dq^C^w' dt^ 
± dt", the sign of the last expression depending on relative 
directions of fluid flow. Because conditions are steady, w' 
and are constants. If C' and 
C" can also be assumed constant,* 
it follows that both and are 
linear in q, as shown in Fig. 42. 

Since A — — i", A is also linear in q. 

From a study of the plot of A vs. 
g, one may write 

dA_ (A2-Ai) , dA 

dq 


Qo 


or dq—qo 


(A2“~-Aj) 



Equating this to the rate equation, 
dq^UA dAy and rearranging gives 
dA/ U A — {A 2 —A 1 ) dA/ go. If U can 
he assumed constant through the 
apparatus, integration from 0 to A and from Ai to A^ gives: 


Flu. 42. — Diagram used in deri- 
vation of logarithmic-mean tem- 
perature difference. 


ln(A 2 /Ai) == UA (A 2 -~ Ai)/go. 




This is the integrated overall expression for the case in hand, 
but it is ordinarily used in a slightly modified way. Granting 
one prefers to use the heat-flow equation in the form go — UAoAm^f 
where Aja, is the mean temperature difference, inspection shows 
this procedure is correct if one will define 




A2~~ Ai 


In 


Ai 


(16a) 


the so-called hgarithmic^mean temperature difference. 

Study of this equation shows that the logarithmic mean 
becomes identical with the arithmetic as the relative difference 

* Constancy of temperature on one side, e.g., a monovariant change in 
state, is equivalent to an infinite value of C. In this event, direction of 
fluid flow is immaterial. 
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between Aa and Ai becomes smaU. For A2/Ai«2, the difference 
between the two means is only 4 per cent; since this is within the 
accuracy of much engineering work, one often uses the simpler 
arithmetic mean for lower tatios. The logarithmic mean is 
of especial value where the ratio A 2 /A 1 is high, i.c., for large 
fractional variation in temperature difference in the apparatus, 
under which conditions the arithmetic mean is useless. 

Study of the derivation shows that it assumes steady adiabatic 
conditions of operation in a given apparatus and constancy of 
heat capacities and overall coefficient [/. However, the use 
of the logarithmic-mean temperature difference in conjunction 
with arithmetic average values of the heat capacities and the 
overall coefficient is a good approximatioir, frequently employed, 
where fractional variation in the quantities mentioned is moderate 
but that in temperature difference is largo. 

A similar derivation shows that the logarithmic mean A also 
applies to batch operation, where time is the variable, again 
assuming constancy of specific heats and overall coefficient and 
adiabatic operation. 

The factor that most frequently rules out the use of the 
logarithmic mean, in cases where it is othenvise applicable, is 
'v#ji^tion in f/. However, if V is linear in \ (or, vrhat is equiva- 


linear in i' or derivation similar to the above gives the 



Ao~in(f/iA 27 L' 2 Ai) 


(17) 


for parallel or <?ounter current conditions of steady flow; and 
for batch operations Qo/^ = AoCf/iAi— t'' 2 Ai)/ln(f/iA 2 /f/ 2 Ai). 
Frequently it is a satisfactory approximation to assume IJ linear 
in A, calculating the values of Vi and V 2 carefully for the case 
in hand, but one should also check one or two intermediate values 
to make sure the linear assumption is not seriously in error. 


Blustratioii 2. — It is desired to heat 13,400 lb. /hr. of a hydrocarbon oil 
from 80 to 217T., while flowing through a horizontal standard 2-in. steel 
pipe externally heated by dry saturated steam condensing at 227®F. Calcu- 
late the length of pipe required. 

Dala , — The oil has a mean specific heat of 0.47, and the following overall 
coefficients 17, based on the inside surface, have been calculated from Pig. 40. 
with the aid of a curve of viscosity vs, temperature. 
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Solviion , — ^Upon plotting U vs. A three approximately straight lines are 
obtained from 80 to 110, 110 to 100, and 160 to The equation (17) 

is then applied to mch of the three zones in which U is linear in i, and the 
total inside surface is found to be 37.9-f 69.8 -f 143 or 241 sq. ft , corrtwspond- 
ing to 445 lin. ft. of pipe having an inside diameter of 2.07 in. An alter- 
native method would have been to plot 1/l/A vs. noting that the area 
under the curve was AjwC^ but the method illustrated is more convenient 
in this case. 

Multi-pass Flow of Fluids without Change in Phase . — As already 
indicated, from the point of view of effective utilization of heat, 
it is almost always preferable in transferring heat from one 
fluid to another without change of phase to use counterflow, 
although in specific, cases parallel flow may be desirable for other 
reasons. However, the practical construction of equipment for 
either true countercurrent or parallel flow is often quite difficult. 
Instead it is usually convenient to enclose a large bundle of tubes 
within a single cylindrical shell in such a manner that one fluid 
passes through the tubes and the other outside them but within 
the shell. In order to establish the fluid velocities compatible 
with the economic transfer of heat, it is frecpiently necessary to 
arrange the paths of flow so that either or both of the fluids must 
reverse directions one or more times in passing through the unit. 
In such equipment, the flow is seldom truly countercurrent or 
parallel but a combination of the two, called reversed flow. 

That the logarithmic-mean temperature difference is generally 
inapplicable to the design of such units can be easily shown. 
Visualize a heat exchanger consisting of a U-tube placed inside 
a pipe with its return bend upstream to the fluid flowing through 
the jacket. If the colder fluid is passed through the U-tube, 
operating conditions could be such that this fluid is heated in the 
entrance pass of the tube and actually cooled in the return pass. 
Obviously, calculation of the length of the U-tube required to 
produce a given temperature change in either of the two fluids 
under fixed conditions of flow and inlet temperatures might be 
seriously in error if calculated by the usual methods employing 
the logarithmic-mean temperature difference. Failure to recog- 
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niise this fact often leads to performance specifications on such a 
unit which are thermodynamically impossible. 

Assume such an apparatus in which the distance through it in the direction 
of the how of the fluid entering the TJ-tube is x (see Fig. 43), Call the mass 
of fluid entering the U-tube w, its specific heat Ci, its temperature at any 
point in the first pass f and that in the exit pass Designate the mass of 
the other fluid flowing always in the -x direction by W, its specific heat by 
C* and its temperature at any point by T, Call the wall area per unit 
length of apparatus o'. Assume that the specific heats of the flxiids and the 
overall coefficient of heat transfer U are constant and that the shell-side 






w,t, 


T- H I— T+olT 






-iHKOlN -f'+df' 

K N - - M 

Fig. 43. — Diagram of exchanger with two tube passes. 


fluid is at a uniform temperature over any cross section. Focusing atten- 
tion on a differential length of the exchanger dx^ it is clear that the following 
relations apply: 

wCidV^V{a*/2){dx){T--V). 

^wCx df" -(7(0/2) (da;) (F-f"). 

,, WC^dT^wCM'-iW'), 

;fl^Ution of these simultaneous equations in terms of Am., defined by the 
equation qa *tcCi(<a — ii) - Ua'NAm. = UAA^,^ gives^^*^ 


\/ {T i — T 

Ti + 7^2 — ~(2 ~ y/^if 1 — 5 ^ 2 )* 4" (^2 — ( 1 )* 


(17o) 


Thus it can be seen that the true mean temperature difference 
Am. can be quite different from the logarithmic mean, 
However, where the temperature of either fluid remains constant 
(t.c., T 1 —T 2 or U—h), the above expression reduces to the 
logarithmic-mean temperature difference. For the more com- 
plex flow paths, the expressions for the mean temperature differ- 
ence become even more complicated. 

Many commercial exchangers conform essentially to the 
description above, although there may be many U-tubes con- 
nected in parallel through common headers at both ends, as 
in Fig. 44. Units of this type may have a single pass on the shell 
side and two passes on the tube side; more tube-side passes are 
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Ibrmed by connecting groups of the parallel-connected XJ^ubes 
in series. More complex flow paths are encountered where 
several tube bundles of this type are enclosed in a shell divided 
into compartments by longitudinal baffles, giving two or more 
shell-side passes with two or more tube-side passes per shell 
pass. 

For these cases, mathematical relationships between the 
true mean temperature difference and certain dimensionless 
ratios have been obtained, based on the assumptions of constant 
overall heat-transfer coefficient and specific heats, of uniform 



Fia. 44. — Exchanger with two passes in the tubes and one pass in the baffled 
shell. (Courtesy of Stru^kers^Wdls Co.), 

temperature of shell-side fluid at any cross section of each pass’** 
and of c^qual heating surfa(?e per pass. These relationships are 
plotted in Figs. 45a, 456,^^^ 45c, 45d,<^®^ and in 

of F, the ratio of the true mean to the counterflow logarithmic- 
mean temperature difference. Similarly Fig. 45/^'^*’^ shows values of 
F for the cjise in wliich the shell-side fluid flows at right angles 
to a single-pass tube bundle and in which the shell-side fluid is 
at a uniform temperature at any cross section normal to its direc- 
tion of flow. 

Although these reversed flow arrangements give a smaller 
mean temperature difference than is obtainable with true 
counterflow, yet their use is often justified by the increase in U 
due to the higher velocities. The disadvantage of reversed or 
cross flow may be partially offset by placing a number of units 
in sericvs with counterflow of fluids through the battery. 

Streamline ¥io^ in Tubes (2X?/m< 2100). — If there is flowing 
through a straight pipe at low Re a fluid whose viscosity changes 
but little with temperature, the radial change in properties may 
be negligible, even though it is being heated or cooled through 

* This uniformity is closely approached by heavily baffling the shell side. 
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the iHpe wall, provided the temperature difference is small. 
In such event, the flow will practically follow Poiseuille’s law. 
The heat transmission is by pure conduction, and, since the 
vdoaty distribution is known (page 80), one can set up the 


■ijr — 
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■■tinisSiiiicia 


■miiniB.WKii 

Hi 





Flo. 45 . — At one shell pass and two or more tube passes (reference 7); B, 
two shell passes and four or more tube iiasses (reference 7) ; C, three shell passes 
and six or more tube passes (reference 7c); 1>, four shell passes and eight or 
more tube passes (reference 7c); E, six shell passes and twelve or more tul)e 
passes (reference 7c) ; F, cross flow, one shell pass and one tube pass (reference 76). 

NomendcUure 

Ti —inlet temperature of hotter fluid. 

JT* —outlet temperature of hotter fluid, 
ft — inlet temperature of colder fluid, 
fs — outlet temperature of colder fluid. 
j?-(ri~n)/(f2~<i). 

F ordinate tr ue mea n temperature difference 

logarithmic-xnean temperature difference for counterflow 

differential equations for heat flow, treating the problem purely 
theoretically, as in analysis of streamline flow itself. These have 
been integrated for the specific case of constant wall temperature 
but can be evaluated only if the radial temperature distribution 
is known at some section. Granting uniform temperature at 
inlet, the rise in bulk temperature at any section of the straight 
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pipe distance N is found to be the product of a series function 
of the dimensionlesB ratio Wcp/kN and the initial temperature 
diiference Ai. It is usually easier to work in terms of fc, jmrticu- 
larly so if one may employ an arithmetic-mean temperature 
difference, From the above relation it follows algebraically 

that, using A*.,„. and an eriuivalent C4)efficient, h^,^,D/K 
is a modified function of wCp/kN. The complica^d theoretical 
function is approximated for normally encountered values of 
wCp/kN by the empirical form^^^ usually employed: 

= (18)* 

If, however, one assumes a long tulx^ (large N) and low rate of 
flow (small w), equivalent to assuming a very low value of 
ivCp/kNy the fluid is exposed to a large surface for a long time 
and hence will come practically to wall temperature (A 2 — O). 
Since, by definition, — and in this 

case t 2 — tw, then — 2wC p/icN y or 


KruP/k « {2h){wCp/kN), (19) 

In the range in which this equation applies it is obvious that 
change in the operating conditions makes no change in the useful 
result {i,e,y temperature change of the fluid). In this sense it 
has no direct utility. 

Both these equations are only special cases, but, in addition 
to their value in limiting the field of variation, they disclose 
the sigmfi(^ance of the ratio wCp/kN in heat transferf and its 
general effect in streamline flow; for, if it is the determining 
independent variable in the limiting (;iuse, it must so appear in 
the general case as to reduce to the forms given above on elimina- 
tion of other variabh^s. 

For large and even moderate temperature differences, these 
equations must obviously be modified. The theoretical approach 
now becomes more complicated, and unfortunately the amount of 
dependable experimental data available is limited. The follow- 
ing is a tentative correlation of these. Comparing two viscous 
liquids, identical in properties and conditions of flow, except 
that the first has a low temperature coefficient of vis(?osity 

* The term N is defined in Fig. 43, p. 122. 

t Note that this constitutes an additional method of discovering a 
significant dimensionless ratio in the general analysis of a problem. 
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and the second a high one, the first wifi conform approximately to 
Eq. 18. The second, however, if heated, drops in viscosity near 
the wall, and hence fluid velocity will increase in that neighbor- 
hood, resulting in increased heat transmission, f.c., increased h. 
Cooling the liquid obviously has an opposite effect. To allow 
for this behavior, introduction of the ratio fx/ixf has been sug- 
gested; the data indicate that, in Eq. 18, wCp/kN should be 
multiplied by it. A second, more involved phenomenon is the 
convective mixing, the swirling circulation induced by change 
in density of the liquid with temperature, which can completely 
distort the streamlines and conospondingly hasten distribution 
of heat through the fluid. This must depend primarily on the 
volumetric coefficient of thermal expansion of the fluid /S. Its 
effect will be proportional to the temperature differences involved, 
measured by A, and to the gravitational or other field of force 
which alone induces the circulation, i.c., to g. The density p 
of the fluid is significant in that both the density diffen^uces 
developed (wdiich in turn are the effective cause of the phenome- 
non) and any inertia effects are proportional to it. Fluid 
viscosity should damp the action but tube diameter increases 
its scope. The magnitude of the effect must depend on the 
inclination of the tube. All these factors but the last are com- 
bined in the dimensionless ratio (/)V(7 /m/)(/ 5A), known as 
the Grashof number, (?r, film viscosity being used since the major 
effects are probably near the wall. Because its effect must vanish 
at A = 0, Or cannot be used as a multiplier in Eq. 18. The data 
indicate that for horizontal pipes is proportional to 

the term 1+0.015 The working equation^^^ recommended 

therefore becomes 

This equation is presented graphically as curves A, B, C and D 
of Fig. 46, where <l>^^ represents the term [vW/^/(l +0.015'^^)]. 
Curve EF corresponds to Eq. 19, and represents the asymptote 
which the preceding form approaches at low values of wCp/kN. 
In the case of gases, streamline motion requires such low rates of 
flow that in tubes of ordinary length the low values of wCp/kN 
make curve EF a good approximation, f.c., the gases practically 
reach tube-wall temperature. 
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While these equations are based on the assumption of constant 
tube-wall temperature, since in their final form they become an 
expression for the coefiicient h^m., it seems probable that they 
may be used dependably to estimate avera^ values of 
even in cases in which wall temperature changes from point to 



point, provided there is not undue variation in the individual 
factors appearing in them. 

For liquids of high viscosity, such as vis(!Ous oils, flowing in 
tubes of ordinary diameter, the Grashof number is small and the 
term 1.65(1+0.015^'' Or) becomes approximately 2.0. The 
effect of viscosity gradient may 1)0 expressed conveniently in 
terms of the ratio giving 



CriUcal Region.- -In order to compare Eq. 20 for streamline 
flow with Eq. 11a for turbulent flow, both equations are plotted 
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to l^j^thmic scales in Fig. 47® with the term ih/Ci0)(Cpii//k)^ 
as onlmates versus Re/ as abscissae. The range of strong turbu- 
lence (l?e>ea. 7000) is represented by curve AB based on Eq. 
11 b, the ordinates being equal to f/2. Since ivCp/kN equals 
{T/i)(D/N)iCpfi,/k)iDG/,i/) and hD/k equals {h/CjK})(Cp^//k) 
{DO/nf), for a given situation Eq. 20 reduces to 

where aequals 1.5(Z)/iVr)’^(M//i/)^*(l +0.015-^^) = \.b{p/N)^4>^. 
In the three cases illustrated by curves DE^ FG and HK, 

of Fig. 47, m/m/ was arbitrarily 
taken as 2/1, and, taki^f^ the 
critical value of Re as 2100, 
{Rei)e would be 4200. Where 
the Grashof group is small, as 
for viscous oils (Case 1), BE 
and BA imast be joined by a 
curve such as DB, which goes 
through a minimum at D. 

However, for w^ater (Case 3), 
Fio 47. — Curves for critical region, the curve HE joins BA by a 
for ti/iAf of 2. curve such as HB, When 

working in the critical region, say Re ranging from 2100 to 7000, 
Eqs. 20a and 11 are used in this way to estimate the probable 
values of A.* The natural convection mixing that accompanies 
a large Grashof number is important in the streamline region 
(cf. HK and BE), but the effect fades out asymptoti(;ally in the 
region of strong turbulence. 

When working with vi.scous oils in the critical region, where 
Re lies between 2100 and 7000, the substantial effect of heated 
length, shown by Eq. 20a for streamline flow, fades out asymp- 
totically at high Re, as shown in Fig. 48.^*^^ 

RSsurn^ for Single-phase Flow inside Tubes. — Summarizing, the 
recommendations for predicting the heat-transfer coefficient for 
flow inside tubes are as follows: 

* Of course, if the apparatus is overdesigned, so that At is nearly zero, 
Eq. 19 would replace Eq. 20. 
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1. If BG/n is above 7000, use Eq. 11 or llo or curve AB of 
Mg. 40, or Eqs. 12 to 12c as apjpronmations, 

2. If DQ/n is below 2100, use Pig. 46, which is based on Eqs. 
19 and 20, or Eq. 20o for viscous oils. 



Fnj. 4S. Heating and cooling of viacoua oils flowing inside tubes. The curves 
for Hf Vudow 2100 are based on Eq. 20a. 


3. If DG/fx lies between 2100 and 7000, xise the procedure 
illustrated in Fig. 47, based on Eq. 20& and 11, or Fig. 48 for 
viHCOus oils. 

Illustration 3. — It is desired to heat 81,000 lb. /hr. of a hydrocarbon oil 
in a tubular exfdianger from 75 to 200°F. with steam condensing at 240®F. 
The oil is to he pumped through the tubes at a velocity of 3 ft. /sec. Tubes 
are to be 1(5 ft. long, made of Admiralty metal, 1 in. o.d. and 0.902 in i.d. 
Calculate the number of tube passes and the total heating surface required. 

Daia . — Over this range of temperatures, the specific heat of the oil may 
be taken as constant at 0.52 B.t.u./(lb-)(deg. F.), the density at 56.4 Ib./cu. 
ft., tlie thermal conductivity at 0.091 B.t.u./(hr.)(8q. ft.) (deg. F./ft.). 
The viscosity of the oil at several temperatures is: 


Deg. F 

60 



120 



240 

/i lb. /(hr.) (ft.) 

66 

40 

26.6 

18 


6.2 

1 

4.2 


Assuming that the combined coefficient for steam and scale is 1000 based 
on the outside tube area, the overall resistance, 1/t/i, based on the inside 
area, is 

1 0.049/12 j 1 — ^ 1 0 fK>007 

S ’^66^5170.9021 '*'1000(1. j-rvi.uuuu# 
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h is the individual ooefllcient for the oil film. The coefficient h. and 
hence i/j will vary from one end of the exchanger to the other as the viscosity 
of the oil changes with temperature. At the oil inlet the oil temperature 
is 7S®F., and from a plot of ft vs. temperature its viscosity is 45.4 lb. /(hr.) 
(ft.); the corresponding Keynolds number is (0.902/12)(3)(56.4)(5600)/45.4 
«1010. From Fig. 48, page 129 at Re -^1010 and (16)(12)/0.902 

=^213, the value of the ordinate is 0.0031. Then 

^_(QMZl)(CpG)^ (0,0031)((0.62)(3 X3600 X 56.4)]/45.4y i* 

(€ptA/k)n AmJ (6.52X45.4/0.09i)H \ ) 

«24(45.4/m«,)«*^^ 


For the moment assume that iu«»=4.7; then = 24(45.4/4.7)®*^^ ~ 32.8, and 
the corresponding resistance is 1/32.8=0.0305. The sum of the resistances 
of the condensate film, scale and pipe w-all is 0.00097. Using the resistance 
concept, the temperature of the inside wall of the tube is 


210 

0.00097 -fO.OSOS 


(240-75) =235‘’F. 


and the corresponding /i«> is 4.5. Assuming /,i,=235°F., recalculation gives 
a new value of h of 33 and a new wall temperature of 234. 9® F., whicth 
satisfactorily checks the assumed value. At h of 33, l/f/^ =0.000974-^*3. 
whence U = 32. By a similar process the following table was preparcMl: 


t, deg. J'. 

' ! 

80 

100 

ilO 

120 i 

140 

J60 ! 

18() 

200 

Ui 

32 

31.5 

30 

29 

42 

64 j 

82 

96 

108 


In order to calculate the total length of each fluid path through the 
exchanger, the equation wC dt = U{dA){T —i) may he integrated gr.ai)hically 
by plotting l/[/(T— 0 vs. t. The area under the curve, whkrh is equal to 
AlwCf is found to be 0.0235. Taking one fluid path as a basis, w equals 
(3600X3) (56.4) (r/4) (0.902/1 2)2 or 2700 Ib./hr., whence A equals (0.0235) 
(2700) (0.52) or 33 sq. ft. The corresponding length of the fluid path is 
140 ft. Since each tube is to be 16 ft. long, ~ 8.75 passes are required 
9 passes would bo used. 

The total number of fluid paths in parallel would be 81,000/2700 =30, and 
the total inside tube area is 30 X33 = 990 sq. ft. 

Gravity Flow of Liquids in Layer Form (/ir^<2100). — This 
case is analogous to that of streamline flow in full pipes, and the 
theoretical method of attack is the same?. The results are 
apparently not substantially affected by natural convection, 
since the fluid flowing down the inner walls fills only a small 
fraction of the total cross section and the fluid velocities are 
consequently much higher than with the same rate of fluid flow 
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in full pipes. The data are best correlated graphically by the 
curvB<^^ of Fig. 49, which involves the dimensionless coordinates 
hL/h and CLT/kN, and the parameter /»//*«• The latter term 
allows for the distortion of the velocity gradient, owing to the 
fact that fi varies with the temperature. Over the range 'wdiere 



Flo. 49, — Gravity flow of liquid in layer form down vertical walls, baseii on 
Eqs. 21 and 21a, 4r/ju<21()0, 

tlie curves A to F are straight, they may be represented by the 
equation 



w here L= ^3]iV/p^g, The 45-(leg. curve, which is the asymp- 
tote of curves .4 to F inclusive, is the analogue of Hq. 19 for full 
pipes and corresponds to the equation 

ei«) 

Figure 49 and Eqs. 21 and 21a apply to liquid layers flowing down 
the inside or outside of vertical pipes, where 4r/;t is less than 2100. 

Under certain operating conditions in the streamline region, 
higher coefiicients are obtained with gravity flow of layers down 
the walls of vertical pipes than with full pipes. For example, 
in heating an oil flowing at the rate of 100 lb. per hr. through a 
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pipe having an inside diameter of 1 in, and a length of 6 ft., 
given 0.0826, C= 0,455 and the average 

coefficient for the falling-film case is 26 compared to 9 for the full 
pipe, a ratio of approximately 3 to 1. 

For the so-called trombone c'>olcr, where the liquid flows by 
gravity over a tier of n horizontal pipes, each having length N\ 
the available data agree satisfa torily with those for the vertical 
pipes if N is taken as nicD 12^ and V is taken as w/2N\ 

Gas Flow Parallel to a Plane. — In this case the average coeffi- 
cient of heat transfer would be expected to depend on the length 
of travel of the fluid along the plane, as is also true of the friction 
factor for flow along a plane. Indeed an equation<^^ analogous 
to Eq. 11a, page 113, may be employed: 



where and are the linear velocity and density of the main 
stream of fluid measured at a substantial distance from the plane, 
where the velocity is uniform; and f/2 is 0.036(A7^F«p«,/p)“”°- 
above NV^ftJtx of 16,200, and is ^M{NV ^pj below 
NV^pJp, of 16,200. The average value of the coefficient of heat 
transfer is based on the temperature difference between th(? sur- 
face of the plane and the average temperature of the main gas 
stream, f.e., 

~ ha(tii} , 

Equation 22 is shown graphically as curve EF on Fig. 40, page 

112 . 

Natural Convection from Tubes and Planes. — A study of the 
variables involved leads to the dimensionless groups: hU/k, 
Cppjky fiA and where L' is a shape factor having linear 

dimensions. The bulk of the experimental study of natural 
convection has been devoted to single horizontal cylinders, 
ranging in size from small wires to large pipes, exposed to gases 
or liquids. These data are well correlated by the equation 

y^<t>x (23) 

where y equals hD/kf and r equals the complex term (D^p/^g/p/^) 
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(0A)(Cpfi/k}, which is the product of the Grashof and Prandtl 
groups. The coordinates of the logarithmic plot follow: 


log X 

-4 

-2 

0 

2 


6 

8 

log y 

-0.31 

0.18 

+0.035 

0.325 



i.n 


For heat loss from pipes to the air of a room, this funccion reduces 
to the dimensional equation: 

(23a) 

For the heat loss from various shapes to the air of the room the 
following simplified equations are available: 

Long vertical pipes, A==0.4(A//>')®‘^*‘ (236) 

Small vortical plates, A = 0.28(A/J/)®*^^ (23c) 

Large vertical plates, /i = 0.3A® ‘^'* (23d) 

Horizontal plates, facing upward,, A = 0.38A^**^*^ (23e) 

Horizontal plates, facing downward, /i = 0.2A® ‘^® (23/) 

In these simplified ecjuations, (23a) to (23/), which are not 
dimensionless, it is necessary to use the units of the nomenclature 
table on page 143, noting that /)' is expressed in inches and the 
height H in feet. 


B. Condensing Vapors 

When a pure saturated vapor comes into contact with an inert 
surface maintained at lower temperature, condenBation ensues. 
If the surfa(?e is wettable by the condensate, a continuous film 
of liquid tends to form. Further condensation can occur only on 
the outer surface of this film. Moreover, because the heat of 
condensation is released entirely at the locus of change of phase, 
the process can continue only as the heat is transmitted through 
the film. Since most liquids are poor conductors of heat, the 
film offers the major if not the only thermal resistance between 
the vapor and the cooling surface. If, on the other hand, the 
surface is nonwettable, surface tension draws the condensate 
into isolated drops which soon grow large enough to fall off 
unless the surface is horizontal. This keeps a large fraction of 
the cooling surface bare and hence available for condensation of 
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additional vapor, resulting in far higher coefficients of heat 
transfer between cooling surface and vapor.* 

1. Condensation of Puref Vapor, — Visualize a 

mrtical tube, the wall surface of which, in contact with a pure 
saturated vapor, is maintained at a constant temperature below 
that of the vapor and is wetted by the condensate.J Focus 
attention first on the surface near the top of the tube. The 
condensate will flow dowm the tube wall under gravity, but, 
because there is but little liquid at this point, the film will be 
thin and its motion streamline. § At points progressively 
lower on the tube surface the cumulative amount of condensate 
flowing past the point is larger and the film of liquid correspond- 
ingly thicker. The heat of condensation being absorbed from the 
vapor must, therefore, flow through the thicker film of con- 
densate, resulting in progressively lower value of the surface 
coefficient h. While one can deal with the value of A at a given 
point, it is usually more convenient to consider an average 
value, for the tube as a whole. 

Take as basis unit horizontal width measured along the periphery of the 
condensing wall, and consider a point N ft. below tlic point where condensa- 
tion starts, motion still being streamline. The total amount of condensate 
formed vertically above the point and flowing past it is F lb. per unit time. 
:?/Call the thickneiss of the liquid film at this L. If one may neglect 

'variation of physical properties of the liquid, particularly viscosity, due to 
temperature gradient through the film, from Eq. 19, page 94, the average? 
velocity of the liquid is w = pgL^/'Sfi/, whence F ~ puL However, 

because there is no turbulence, the heat gcxjs through the film by pure con- 
duction, i.c., 



The rate of condensation dr in the area dN is dF - hA dN /r, as defined by the 

* Occasionally one part of a given surface may be wettable and another 
not, 

t What follows is equally applicable to condensation of a constant boiling 
mixture of miscible liquids. Immiscibility of the condensing constituents 
would obviously interfere with flow. 

% The vapor may be either outside or inside the tube, but preferably the 
former, since in the latter case all vapor condensed in the tubes must enter 
at the ends, tending to develop a pressure gradient interfering with 
condensation, 

§ This may not be true if the rate of condensation is excessive and the 
velocity of approach of vapor to the surface correspondingly high. 
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hoatr-traasmiiMsion equation^ where r ia the latent heat of the material con- 
denaing, Dilf ercn tiation of the above flow expression gives dr « /: dL/a/, 

and integration (noting that L equals 0 at iST equals 0) gives N V4A5 

A/u/» However, granting one may use an average surface coefficient from 
the top to the point in q\ie8tion, this will be defined by the equation, h*v. « 
rr/JVA, or, since r»p*pL*/3/A/, h^^,^rgp^L^/ZpL/NA, Eliminating L from 
the expressions for A*v. and AT and rearranging in dimensionless groups, one 
obtains the Nusselt equation ^ 


K.,N 

k 


0.94, 


rgp 




kpfA 


(25) 


He 


which may be rearranged as 




0.925/v 



(25a) 


(Comparing the equations for the local and average coeflScients, 
Eqs. 24 and 25a, it is found tliat, at any distance N from the 
point where condensation starts, the local coeflficient is three- 
quarters of the average coclSicient for the length N, 

For a single horizonidl tube, condensation occurring on the 
external surface and dripping off, analogous reasoning^*^^ leads 
to the expression t 


equivalent to 


Ky^D 

k 




rgpHP 

IcpfA 




( 20 ) 


(26a) 


For n horizontal tubes lying in a vertical bank, so that the 
condensate drips from one tube to the next below, one is obviously 
increasing the effective vertical height. Inspection of Eq. 26 
shows that in that case /?av. i'^ inversely proportional to the fourth 
root of the vertical height. Hence for horizontal tubes vertically 
banked one uses E<p M and divides the value of h^y, thus obtained 
by the fourth root of ii. Staggered tube arrangements are fre- 
quently equivalent to vertical banks in this sense. 

* One must remember to use the mrne time unit in evaluating /* and k, 

t This equation is far less plausible than Ihe preceding one, because 
it neglects the distortion of the filnj by surface tension, likely to be consider- 
able, particularly on the undersurface of the pipe. 
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In each case the first form of the equations is convenient in 
problems in which A is known, and the second in those in which 
the total condensation per unit horizontal length (tube length 
for horizontal tubes or i:)enmeter ttD for vertical ones) is given. 

Analysis of the equations shows that a tube of given dimensions 
is more effective in a horizontal than in a vertical position for 
the usual case where N/Dn>2.7Q, Thus, if N/Dn is 100, 
horizontal tubes give an average surface coefficient approxi- 
mately 2.5 times that for the vertical tubes. 

The longer the vertical travel, the more condensate passes 
a given point and the thicker the CJm. This will finally develop 
turbulence, after which these equations must break down. This 
probably occurs in the neighborhood of Jic = 47m/p/M = 2100. 
The expression for Reynolds number reducers to Re — 4T/^ for 
either a vertical or a horizontal tube. As Re increases above 
2100, the total thickness of the condensate layer increases, but 
so does turbulence; tlie result is a decrease in the thickness of 
that portion of the layer which flows in stnnxmline motion and 
ah increase in the local individual cocfficicuit of heat transfer. 
Provided the region beyond the critical point is not great, for a 
vertical tube it is safe to assume that the local h is constant at its 
critical minimum value, f.c., at 

k^gpyi575fjL^- It will bo reealled that this is 75 per cent of 
the value of /i,v. for tlie streamline region up to the critical point. 

similar analysis breaks down for horizontal tubes l)ecause of 
the variability in slope of the surface. However, for conditions 
in the beginning of the turbulent range in banks of superimposed 
tubes, one will probably not be greatly in error in assuming, by 
analogy, the turbulent coefficient to be three-fourths of /i»v. for 
streamline flow at the critical limit. 

la practical erigmeering work tube-wall temperaturfs is never constant, 
80 that one must integrate for its variation, jvs well as that of film thickness. 
In the important case of vertical tube condensers, operating under steady 
conditions, cooled by a fluid of substantijilly constant heat capacity over 
the temperature range involved, flowing in such a way that variation in the 
surface coefficient h of the cooling medium may be neglected and ignoring 
sensible relative to latent heat abstracted from the condensate, this is 
readily done. 

Denoting by Ai the overall temperature difference between condensing 
vapor and cooling fluid at the top of the tube, overall temperature difference 
is clearly A ±6r, where 6 is a constant equal to the ratio of the latent 
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heat of the yapor to the product of mt^s rate and spocidc heat of the cooling 
fluid, and where the sign is positive if cooling fluid flows upward, negative 
if downward* 



Likewise, the overall <?oefFioient U is given by the relation, 

^ coolixig-fluid surface coefficient, a is the ratic 

of cooling to condensing-wall area, L' is wall thickness; /c' is wall conductivity, 
L is condensate film thickness and k is its conductivity. Calling 

U Integrating in the manner employed on page 135 

one obtains 

=rr[ 1 + ] (27, 

w^bore the values of </>(A 2 Ai) * are shown in Pig. 50. The second tenn in the 
bracket is obviomsly the correction for the effect of the film of condensate. 


Condensation of a Single Superheated Vapor . — ^As brought out 
by the work of Merkel and of others, with corresponding steam 
pressures and wall temperatures, superheated steam transfers 
heat at only a slightly higher rate than saturated steam. The 
rate per unit area, q/A, is obtained approximately by multiplying 
h for the saturated vapor by the difference between the saturation 

* Calling * =g. = ± in(A,/A,) Xr^'’ anegative sign indicating 

down-flow of cooling fluid. 
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temperature and that of the wall <«,. Of course, if the wall 
temperature is above the saturation temperature, no condensation 
results and the steam is merely desuperheated, the coefficient 
being given by Eq. 11a, page 113. 

2, Bropwise Condensation of Pure Vapor, — Impurities, often 
of the natxire of fatty acids, which are sometimes accidentally 
present in boiler steam, or which are purposely added, such as 
benzyl mercaptan, are found to favor dropwise condensation/^*^^ 
While a complete list of the action of various compounds on the 
various metals and the amounts of promoter required to produce 
dropwise condensation for stated periods of time are not available, 
it is known that the coefficients of heat transfer h with fine- 
grained dropwise condensation of steam range from 11,000 to 
17,000 B.t.u,/(hr.) (sq. ft.) (deg. F. diff.) on copper or chromium- 
plated tubes<®^ and 3000 to 4000 with brawss.^‘^> These coeffi- 
cients are so large, and the corresponding resistances are so small 
compared with the other resistances usually encountered, that 
the other resistances tend to be of controlling importam^e. 
In surface condensers with copper tubes where the velocity of 
the cooling water is 6 ft. per sec., the overall coefficient is 
increased roughly 70 per cent wdien the steam condenses in drop- 
wise fashipn instead of forming a continuous film. 

Allowance for Scale Deposits , — Clearly the thermal resistances 
of scale deposits will depend upon the nature and thickness of the 
deposit. In the absence of specific information, the following 
‘^scale-deposit factors” = expressed in B.t.u./(hr.) 

(sq. ft.) (deg. F. diff.), are suggested for use in Fiq. 15, page 116: 

For condensing steam: 3000. 

For condensing petroleum vapors: 500. 

Fojcji^eating clear water: 3000. 

For* heating muddy water: 600. 

For heating topped crude or petroleum residue: 200. 

Illustratian 4. — It is desired to design a tubular surface condenser to 
handle 300,000 lb. /hr. of dry saturated steam condensing at an absolute 
pressure of 1.5 in. of mercury. It is planned to use Admiralty-metal tubes, 
A;«63, having outside and inside diameters of 1.00 in. and 0,902 in., respec- 
tively. Clean cooling water is available at 70‘^F., and it is planned tenta- 
tively to permit the cooling water to rise 15®, and to employ a water velocity 
of 7 ft. /sec. The following items are te be calculated: (a) gal. /min. of 
cooling water, (b) number of tubes parallel, and (c) length of each tube. 
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Sohdiani a. Using data from the steam tables and neglecting heat 
losses and changes in kinetic energy, the cooling water rate is found to be 
300,000(1041)/(15)(8.33)(60) or 41,500 U. S. gal/min, 

6. At the specified water velocity, each tube handles (0.785) (0.902/12)* 
(7) (60) (7.48) or 13.94 gal, /min., and the number of tubes in paraDel is 
hence 41,500/13.94 or 2970. 

c. By Eq. 12c the water-side coefficient is 160(1 4-0.75) (7)®*®/(0.902)®'®*' 
1350. Using a steam-side coefficient of 3000 and scale-deposit factors'' 
k»/Lg of 3000 on both steam and water sides, by the resis^ai^ce concept: 

1 1^ A 1 I 1j«A 1 ■ Ijf nA 1 I La A I I Al 
Ui hvAv k)f,vAv ks,uAi hwAw 

Q-049 

3000 ^3000^12(63)(0.951)^3000(0.902) ^1350(0.902) 

« 0.000333 -f 0.000333 d-0.0000f)8 4-0.000369 +0.000822 =- H 2 o . 

The terminal temperature dilTerences are 91.8 -‘70 =*21.8 and 6.8. Since 
the overall coefficient is substantially constant, the logarithmic-mean 
temperature difference (12.9®F.) applies. By the heat-transfer equation 
the total outside surface is 300,000( 1041 )/(520) (12.9) or 46,500 sq. ft. 

The external surface per tube equals 46,500/2970 or 15.7, which corre- 
sponds to a tube length of 1 5.7(1 2/V) *=60 ft. Since this length is longer 
than convenient, three or four passes could be used on the water side. 
Because the temperature of one of the fluids is substantially constant, the 
use of reversed flow would not reduce the mean temperature difference. In 
practice other water velocities and temperature rises would be investigated 
to determine tliose at which annual charges would be a minimum. 

3. Condensation in Presence of a Noncondensable Gas. — 

Except in the unusual cases where the presence of a small con- 
centration of noiKiondensable gas causes a shift from film to 
dropwise condensation, the preg^nce of the inert gas seriously 
reduces the coefficient of heat transfer, owing to the presence of 
the gas film of low thermal conductivity. For this reason vapor- 
heated apparatus should be well vented to prevent the accumula- 
tion of inert gas. 

If the cooling surface is at a temperature below the dew point 
or saturation temperature, condensation results even though the 
main body of the mixture is highly superheated. Owing to a 
difference in partial pressures, the condensable vapor diffuses 
through the gas film and liquefies at the interface between the 
gas and condensate films. Owing to a temperature difference, 
sensible heat is transferred through the gas film. Both sensible 
and latent heat quantities are transferred through the condensate 
film and the tube wall to the cooling medium on the other side. 



146 PEJNCtPUSS OF CHEMICAL ENGINEERING 

Quimititative treatment<^*^ of this case involves the vapor-diffu- 
sion e<}uation, beat-transfer equation and material and energy 
balances^ as developed in Chap. XVIII. 

C. BoiniNG Liquids 

Forced Circulation Type. — In this type of evaporator the 
unevaporated liquid from the vapor-liquid separator is recircu- 
lated by a pump through vertical or inclined tubes, usually 
externally heated by condensing vapor. 
Although the liquid is at the temperature 
corresponding to the boiling point at the pres- 
§ sure in the overhead separator, the pressure at 
the bottom of the tubes is greater than this, 
owing to the fluid head and friction loss in the 
^ tubes, and hence as the liquid flows through the 
^ first part of the tubes only sensible heat is 
transferred, unless boiling should occur in the 
film next to the walls of the tube. As the liquid 
progresses up the tube, it becomes warmer and 
the pressure decreases, and it finally reaches a 
point where boiling occi rs. Since above this 
point the pressure drops off even faster than 
liefore, because of increased friction due to increased volume, 
the temperature will fall. This analysis is supported by the data 
of Fig, wherein the temperatures of both the fluid and the 

inner wall of the tube are plotted PS. the height of the vertical 
tube. If most of the tube length was used for warming the fluid, 
it would be expected that the coefficients would be of the general 
order of magnitude of those given by Eq. 12 for heating fluids 
without vaporization. This was found to be the case for data 
on sugar solutions^*®^ and a number of organic liquids, including 
aqueous solutions of methanol. 

In forced-circulation types involving horizontal tubes, the 
situation must be similar to that for the vertical types, except that 
the decrease in pressure is due only to friction and increase in 
kinetic energy. 

Natural Circulation Evaporators. — As noted on pages 393 to 
399, there are many types of natural-circulation evaporators, 
but general equations for h in the various types of evaporators 
are not available. However, since with aqueous solutions of 



Fig. 51. 
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low viscosity the individual coefficients are large and the cor- 
responding resistance is small, the effect of scale deposits is apt 
to reduce materially the overall coefficient* Substances stich as 
calcium sulfate, which become less 
soluble with increase in temperature, 
are notorious as scale formers. 

In the range of small to moderate 
temperature differences (2 to 20°), the 
individual coefficients from tube to 
liquid are found by several observers 
to increase with the 2.4 power of the 
temperature difference from tube to 
liquid.* However, as the temperature difference is further 
increased, this rule eventually breaks down before the maximum 




Fig. 52.a — Boiling of ethyl acetate at<atmo8pheric pressure by a steam-heated 
aluminum tube. The left-hand picture was taken when the steam pressure 
was 12 lb. per sq. in. gauge, the overall temperature difference A was 73®F., 
and the heat-transfer rate was 41,000 B.t.u. per hr. per sq. ft. The right- 
hand picture was taken when the steam pressure was 40 lb. per sq. ’U. gauge, 
the overall temperature difference was 104°F., and the heat-transfer rate was 
6800 B.t.u. per hr. per sq. ft. These data were taken from the recent work of 
£. T. Sauer (S.M. Thesis in Chemical Engineering, Massachusetts Institute of 
Technology, 1937). Photographs were taken with an exposure of 1/100,000 seo. 
by W. B. Tucker, using the Edgerton technique. 

heat current density is reached, at B in Fig. 52. In the zone 
CD where the heating surface is insulated from the liquid by a 

♦ For a given small temperature difference from metal to liquid, the 
individual coefficient from metal to boiling water was the highest of 11 
liquids tested and n-butanol gave less than 1 per cent of that result. 
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marly continuous film of vapor, the rate of heat transfer by 
conduction and radiation through the vapor film is relatively 
small. The so-called critical temperature difference^' Ac is 
considerably smaller for some organic liquids, such as benzene, 
toluene and methanol, than for water, and consequently 
operation in the undesirable range CD is infrequently encountered 
with water but is easily obtained wdth low-boiling organic liquids 
(see Fig. 52a). 

Heat transfer in evaporators is further discussed in the chapter 
on Evaporation. 

Spray Chambers, Packed Towers, Etc. — In some types of 
heat-transfer apparatus the two fluids are brought into direct 
contact in an apparatus where the exact extent of the heat- 
transfer surface is difficult or impossible to evaluate. To handle 
such (^ases, the usual equation dg ~ IJ dA A is modified by 
substituting the relation dA^aS dN, where a represents the 
square feet of heat-transfer surface per cubic foot of apparatus, 
having the volume S dN cu. ft., where S is the cross section and 
dN the length. This gives 

d( 2 ^(Ua){SdN){A) (28) 

and the product of the two unknowns, U and a, is evaluated as a 
single term Ua, being expressed as B.t.u./(hr.) (cu. ft.) (deg. F. 
diff.). This concept of a coefficient on a volumetric basis is 
applied in later chapters. 

Optimum Velocity {Economic Balance). — In the above equations 
it will be noted that velocity is an important variable and one 
largely within the control of the designer. Thus, in air heaters 
for ventilating systems, driers, humidifiers, et(i., one may use a 
high air velocity, thereby securing a high coefficient of heat 
transfer, but this is done at the expense of a high pressure drop. 
If desired, one may go to the other extreme and use a very low 
air velocity, requiring therefore a large heating surface but 
involving a low pressure drop and accordingly only a* small 
power consumption. The decision as to the velocity to be 
employed in a given case requires an economic balance between 
cost of power and cost of beating surface. The curves in Fig. 
63 have been calculated for the heating of 10,000 cu. ft. per min. 
of air from 70 to 150°F., using steam condensing at 220®F. in 
a heater made of staggered standard 1-in. pipes. The coefficients 
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400 


1.300 


were determined from Fig. 40, page 112, and tiie presstire drops 
from Eq. 21, page 96. The cost of heating surface was taken 
as $1.40 per sq. ft. including all installation costs. The cost of 
power delivered to the air, corrected for efficiencies of fan and 
motor, was assumed to be 6 cents per kw.-hr. The drier for 
which this apparatus was designed operates 7200 hr. per year, 
i,e,, 300 days. The annual charge against the heating surface 
for depreciation, interest, taxes, 
maintenance, etc., was taken as 
15 per cent. 

It will be noted that the point 
of lowest total cost corresponds 
to a linear velocity of only 8 ft. 
per sec. through the minimum 
clear area. The explanation for 
this result is that the percentage 
charged off against depreciation 
is lower than is justifiable under 
other than exceptional condi-' 
tions. High fixed charges demand high velocities; high power 
cost, the reverse. There is often a tendency on the part of the 
designer to reduce initial investment by an installation that is 
in reality uneconomical oecause of excessive operating costs. 
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Nomenclature 

(Th« units are based on feet, pounds, hours, degrcHis Fahrenheit and 
B.t.u. Any other cuisistent set may be used in the dimensionless relations 
given, but for the few duiiensionc? equatiou .ae units of this table must be 
used.) 

A — area of heat-transfer surface, sq. ft. 
average? value of A , sq. ft. 

a = heat-transfer surface per unit volume of apparatus, sq, 
ft./ou. ft. 

o'— a ratio, A/N, sq. ft./ft. 

B - effective thickness of film, ft.; B—k/h, 

6=a constant. 

C, specific heats. 

Cp -specific heat at constant pressure, B.t.u./(lb.) (deg, F.). 

<i— prefix, indicating differential. 

B— diameter, ft. 

equivalent diameter, ft, 
jD'« diameter, inches. 
e Sybase of natural logarithms, 2.718. 
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ratio of true mean temperature differenec to that for coun* 
terflow. 

/ “friction factor in Fanning equation^ dimensionless. 

G^“masB velocity, equals lb./(hr.)(8q. ft, of cross section 
occupied by fluid). 

“mass velocity through minimum free area in a row of pipes 
normal to the fluid stream, lb./(hr.)(sq. ft.). 

G'ntmx. “mass velocity, lb./(sec.)(sq. ft.). 

acceleration due to gravity, 4.18X10® ft./(hr.)(hr4. 

H “height of vertical plane, ft. 

h “local individual coefficient of heat transfer, equals dqldA A, 
B.t.u./(hr.)(8q. ft.) (deg. F. diff.). 

hja. “mean value of h for entire apparatus, based on 
K.m, “average A, arbitrarily based on arithmetic-mean temperature 
difference. 

h» “Scale factor “conductivity of scale /thickness of scale. 

A “thermal conductivity of fluid, B.t.u./(hr.){8q. ft*) (unit tem- 
perature gradient, deg. F./ft.). 

Kv. “ *) (*«-<>). 

kf^k at the **film” temperature, “(t4’fw)/2. 

“iinoar dimension; thickness of conductor, ft. 

“mass. 

“hydraulic radius, ft.; equals S/p\ 

“length of heaWransfer surface, heated length, ft. 8ee Fig. 43. 

n “number, dimensionless. 

p' “perimeter in contact with fluid, ft. 

Q“ quantity of heat, B.t.u. 

qo—Ts^te of heat flow, B.t.u. /hr. 

JK “individual thermal resistance, L/k»y,Anv.* 

Reynolds number, 47nG/fi-4T/n. 

Be/^Re at film temperature f/, where f/ “ (i-f ^tr)/2. 

r = latent heat of condensation, B.t.u. /lb. 

S “cross section, filled by fluid, in plane normal to direction of 
fluid flow, sq, ft. 

ST “temperature, deg. F. abs. 

Tu Ta “inlet and outlet bulk temperatures, respectively, of warmer 
fluid, deg. F. 

f“bulk temperature (based on heat balance), deg. F. 

“Saturation temperature of vapor, deg. F. 

f«“wall temperature, deg. F. 

tu “inlet and outlet bulk temperatures of colder fluid, deg. F. 

t^ “temperature of stream of great depth, ambient temperature, 
deg. F. 

t “temperature difference (in discussion of dimensions), 
f', “bulk temperature of fluid at any point in entrance and exit 
passes, respectively, of U-tube in discussion of A®, in 
multi-pass exchangers. 
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XTiwoverall coefficient of heat transfer, B.t.u./(hr.)(8q. ft.) 
(deg.F.). 

V, tt a* average velocity, volumetric rate divided by cross sectioii 
filled by flixid, ft. /hr. 

as velocity of stream of great depth, ft. /hr. 

Vm «value of F, ft./8ec. 

IF, ie>«ma8s rate of flow per tube, lb./(hr.)(tube), 

X, Vt z a* variables. 

a as alpha, a ratio. 

i3s*beta, volumetric coefficient of thermal expansion, having 
units of reciprocal of temperature. 

Tssegamma (capital), mass rate of flow, lb. /(hr.) (ft. of wetted 
periphery measured on a plane normal to direction of 
fluid flow) ; w/tD for a vertical and w/2N for a hori- 
aiontal tube. 

7 « gamma (lower case), surface tension, lb. /hr.* 

A»=sdelta, temperature difference, deg. F., either overall or 
individual. 

Ai.ot, =** arithmetic and logarithmic means of terminal temperature 
differences, respectively, deg. F. 

Am. = true mean value of the terminal temperature differences, 
deg. F. 

delta, partial derivative. 
d s= theta, time, hr. 

jus=inu, viscosity at bulk temperature, lb. /(hr.) (ft.); equals 
2.42 tiintis eentipoises. 

n/ = viscosity, lb./(hr.)(ft.), at arithmetic mean of wall and fluid 
temperatures. 

viscosity at wall temperature, lb./(hr.)(ft.). 

7r*pi, 3.1416. 

psssrho, density, Ib./cu. ft. 

—density of stream of great depth, Ib./cu. ft. 

phi, function defined by ^ (I +0.01 5^0r), 

^ ssrpsi, function. 

PART in. RADIATION 

Introduction. — All bodies emit radiant energy and the rate of 
energy emission always rises with the temperature of the body.’*^ 
Furthermore, the spectra of the radiation emitted by solids and 
liquids are always continuous. When radiation strikes a body, 
part of it is absorbed and quantitatively transformed into heat, 
part is reflected, and part may be transmitted unchanged if 

*The t 3 npe of radiation under discussion is called thermid radiation, in 
contradistinction to fluorescence, phosphorescence, radiaticm excited by 
electric discharge, and the like. 
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the body is not completely opaque. The total emissive power E 
of a surface is the total radiant energy emitted per unit time from 
a unit area. If the surface is exposed to uniform radiation from 
a source that fills the field of view of the surface, the fraction of 
the incident radiant energy which is absorbed is termed the 
hemispherical absorptivity of the surface, hereinafter called 
merely the absorptivity a; similarly, the fraction reflected if:; 
called the reflectivity* For opaque bodies, to which all later 
treatment is restricted, the sum of absorptivity and reflectivity 
equals unity. Certain bodies, such as lampblack or a surface 
coated with it, absorb nearly all the radiation falling upon them. 
An ideal body which alxsorbs all the radiation striking its surface 
is defined as the black body. No actual surfaces are absolutely 
black in this sense, but many noninetallic bodies absorb approxi- 
mately 90 per cent of the incident radiation. The emissivity /) 
of an actual surfa(;e is defined as the total emissive power E of 
the surface divided by the emissive power of a black body at the 
same temperature, p^E/En-* 

Visualize two parallel plane surfaces, Si and 82 , having 
areas that are large relative to the distance between them. Both 
surfaces are maintained at the same temperature; /Si is a black 
body, absorbing all the radiation falling upon it; the other, Sg, 
an absorptivity less than unity. The space between is 
ev^uated so there is nothing to interfere with the travel of 
radiant energy. The absorption of (mergy from the black body 
by the surface S 2 is EbcIj and th(? reflection from S 2 to S\ is 
The emission from S 2 is Enp and must be of such 
jh^nitude that the sura of it and the reflected energy must equal 
vibe emission Ea from since otherwise there would be a net 
transfer of heat between two bodies at the same temperature. 
Therefore, Esil — a) plus Enp equals Eb, and the absorptiviUj a 
equals the emissivity p under these isothermal conditions. Since 
the absorptivity of a surface can never exceed unity, the above 
relation indicates that the emissivity can never exceed unity. 
i,e,j no surface can emit more radiation than a black body au 

* The reader is cautioned to bear in mind the frequent, loose use of terms 
in the literature, where for example '^absorptive power is sometimes used 
to cover the term herein called "absorptivity.'' "Absorptive power" con- 
notes an actual amount of energy per unit time. Absorptivity and reflec- 
tivity are merely numerical ratios. 
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th« same temperature, and hence the black body is sometimes 
called the perfect radiator. 

In the light of the preceding paragraph, it is clear that, if 
a small peephole were made in the surface, of the black body in the 
above case, the amount of energy per unit time streaming through 
this peephole (the sum of emission and reflection from the non- 
black surface) must be equal to that emitted from a black body 
at the same temperature, A more detailed analyiSs shows that 
this conclusion is valid regardless of the shape or material of 
construction of the enclosure, so long as 
it is* isothermal. Indeed, the isother- 
mal enclosure provided with a peephole 
serves as the basis of all temperature 
standards above the range of the gas 
thermometer. 

Investigation of the spectra of black- 
body radiation gives curves such as 
those shown in Fig. 54. These curves, 
which show the distribution of radiant 
energy througliout the range of wave- 
length, are fixed at any given tempera- 
ture and are a function of temperature 
only. The energy lying between the 
wavelengths X and X+dX is obviously proportional to dX and 
equals d\ where e\B is the monochromatic emissive power 
of the black body per unit wavelength, expressed as energy per 
unit time per unit area and per unit wavelength. The value of 
exB always reaches a maximum at a characteristic wavelength X^ 
dependent on the temperature; expressing wavelength in microns 
and temperature in degrees Fahrenheit absolute, Xm equals 
5200/ r. As the temperature rises, the w^bole curve rises and the 
maximum moves in the direction of shorter wavelength (see 
Fig. 54). It is clear that the total emissive power Eb of the black 
body at any given temperature is the integral of the area under 

the corresponding curve, f.c., Eb equals dX. 

The ratio of the monochromatic emiwssive power cx of an 
actual surface to that of the black body at the same temperature 
is called the monochromatic emissivity, i.c., p-ex/cxB^ The 
statements made as to the equality of emissivity and absorptivity 
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Fig. 54. 



148 PMimiPLFM XW CUmiCAL EmtNEERim 

of a given surface as applied to radiation of all wavelengths must 
apply likewise to each individual wavelength, since otherwise the 
character of the black-body spectrum would depend on the sur- 
face. Hence the monochromatic emissivity px equals the mono- 
chromatic absorptivity a\ for any wavelength and depends only 
upon the character of the specific surface and its temperature. 
Because the radiation from a black body, both monochromatic 

and total, is fixed at a given tempera- 
ture, the value of px or of p at that 
temperature fixes definitely the energy 
emitted from the surface. On* the 
other hand, the amount of energy 
absorbed by a surface is a function of 
the nature and intensity of the radia- 
tion to which it is exposed as well as of 
the surface absorptivities ax aud a. 
The character and temperature of the 
surface are therefore inadequate to 
0 2 4 6 8 10 define fully the energy received by 

\*Wavelengfh in M/crons absorption. There is no experimental 
evidence that the absorptivity is 
materiatty affected by the intensity of the incident radiation. 

If the values of px for an actual body were constant at all 
wavelengths, its spectral distribution curve, cx vs. X, would be 
similar in shape to that for a black body at the same temperature, 
and at each wavelength the height of the curve, Cx, would be the 
same fraction of cxi? (Fig. 55), Such a body is defined as a gray 
body.*^ In the treatment of gray bodies one can deal directly 
with total emissive power and ignore the monochromatic effects 
when considering total energy exchange. While the phenomena 
of radiation are extraordinarily complex, fortunately, under the 
conditions encountered in most engineering work, the interrela- 
tionships can be greatly simplified. Thus, the temperature 
levels encountered in engineering practice are such that the bulk 
of the energy lies in the infrared spectrum in contrast to sunlight 

* Since experimental evidence indicates that px> the emissivity at any 
wavelength, is but little affected by temperature, a truly gray body 
will have a total absorptivity a and a total emissivity p unaffected by 
temperature. 
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which has its maximum intensity in the visible spectrum,"^ The 
great majority of solids except polished metals, approlximate 
the gray-body state under such conditions of infrared radiation 
and can be reasonably treated as gray bodies. Reliable data 
on p and a are meager, and factors such as differences due to 
surface roughness and degree of glazing cause variations in the 
results obtained. However, for most surfaces ex<^pt polished 
metals, t p and a are high and range from 0.7 to 0.^, indicating 
the use of a value of 0.9 where other data are unavailable. 

With polished metals the values of a and p are low at low 
temperatures and increase with temperature, owing to consider- 
able variations of a\ and p\ with wavelength. Despite this, for 
many problems a single average value for a and p for a pven 
metal is a workable approximation. 

Stefan-Boltzmaim Radiation Law for Black Bodies.— Based 
on Tyndall’s measurements of the emission of radiation from 
platinum black, Stefan noted in 1879 that the rate of energy 
emission was proportional to the fourth power of the absolute 
temperature. A few years later Boltzmann deduced this 
relation for black bodies by thermodynamic reasoning. The 
relation known as the Stefan-Boltzmann law for black bodies is 
Eit^nT^y in which <r is the Stefan-Boltzmann constant, revised 
several times as experimental technique improved. The present 
value of <r is 0.173X10 “*^ when En is expressed in B.t.u. per hour 
per square foot and T is expressed in degrees Fahrenheit abso- 
lute4 Employing these units, the Stefan-Boltzmann law 
becomes: 

^«=0.173(~y. (29) 

Let A represent the surface of the black body expressed in square 
feet and q the rate of emission in B.t.u. per hour. If all parts 

• At a given temperature the absorptivity of a surface for sunlight may be 
considerably different from its absorptivity for the longer wavelengths pre- 
dominating in low-tcmperature radiation. 

t Unoxidized aluminum plate and foil have emissivitios of 0.04 to 0.06; 
even when oxidized at 1100°F.; because of the transparency of the thin 
coating of oxide, p is only 0.2. 

t When EmIb expressed in gram calories per second per square centimeter, 
and T in degrees centigrade absolute, a is 1.37X10“^*. 
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of the black emitting surface are at a uniform temperature, 
; if the surface temperature varies, q-JE^ dA. 

Interchange between Black Surfaces 

If one observes at a distance the thermal radiation from a 
black body of any shape whatever, the result is identical with 
the radiation one would receive from another black body, at the 
same temperature, whose actual surface in position and area is 
identical with the projected area of the first body. It is fre- 
quently assumed that the same is true for bodies that are not 
black bodies, assuming that the projected surface is identical in 
character with the actual one. This is approximately true in the 
case of many industrial surfaces that have high omissivities, but 
breaks down in the case of the |K>lished metals. This rule is capa- 
ble of mathematical formulation in terms of the important cosine 
law. 


Derivation of General Differentiai Equation. — Consider a small black- 
surface element dAi of total emissive power Eb radiating in all directions 



ing dAi and dAi. Algebraically stated, these rela- 
tions give the equation 

dq^^i^i,(dA[)(dA'^)/r^ (30) 

where ii is a proportionality constant. This is the 
‘*square-of-the distance law” familiar from physics 
experiments in illumination. Since dAi equals dA\ 
cos 4»i* and dAi equals dAi cos ^ 2 , this may be written 



dqi^i”^ii{dAi cos 4>i){dAi cos (30o) Fia. 57. 

This equation is sometimes expressed in a different form. Let the small 

* This may bo seen from Fig. 57, which shows an enlarged view of dAi 
having side AB, and of dA[ having side BC. Since AB and BC, enclosing 
angle ABC, are, respectively, perpendicular to EF and J9F, BCf AB equals 
cos ABC, Since BC/AB equals dA^/dAi^ dA\ equals dA\ cos ^ 1 . 
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solid angle subtended by dA %nidAt be called d^x (see Fig. ^). By definition 
a solid angle is numerically the area subtended on a sphere of unit radius, or, 
for a sphere of radius f, the intercepted area divided by r*. Hence one may 
write dtoi^^dA^/r^^dAi cos and Eq. SOo bec,ome8 ^ 


d<yi --+2 “^1 dAi cos da>i. 


(306) 


Since Eq. 30a is symmetrical with respect to dAi and 
dAuf and to cos ^i, and cos ^ 2 , a third way of writing 
Eq. 30a is 

dgi^i^ii dAi cos tf>i dw*. (30c) 

The various forms of Eq. 30 are completely equivalent; 
the choice among them in subsequent use will depend 
on the particular pmblein. The proportionality factor ii will he referred 
to as the intensity of radiation from the surface dA\, 



The rate of radiation dqi in all directions from one side of 
dA 1 is given by integration of Eq. 306 over the complete hemi- 
spherical angle ir/2 above dA\\ dq\^dAiii^do)\ cos ^ 1 . Since by 
definition Ebi equals dq\/dAx, the relation between Eai and i\ is 
obtained by 


cos ipidcoi 


(30d) 


Referring to Fig. 59, descTibe a hemisphere of radius r around 

dAi, Let dA^ be a small surface 
element of the surface of the 
hemisphere, the radius r making 
the angle <t>i with the normal to 
dAi. Considering as an element 
of area of the hemisphere, a 
ring of width r and a length 
of 27rr sin <t>i, the area dA^ is 
2vr^ sin <l>i d<l>i. Substitution 


m 

3 

i 


1 

i 


'toloJi 


Flo. 69. 


of tins value of dAi in Eq, 30d gives 


Esi — 27 rti^ sin tl>i cos = ti^sin^ —iriu 


Thus the intensity i of the cosine law is found to be the total emissive 
power of a black body^ divided by tt: 



m 
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T^ie same result is obtained by considering the upper surface to 
be an infinite plate parallel to dAi, rather than the hemisphere 
considered above. 

Of the radiation emitted per unit time by the black element 
dA 2 ) the amount dq^^i intercepted by dAi is given by equations 
like Eqs. 30a, 306 and 30c, except that ii is replaced by h- 
Since for the present case of black bodies all radiation intercepted 
is absorbed, the net rate of interchange, or dqi^ 2 i minus dq^^u 

is given by equations like Eqs. 
30a, 306 and 30c, except that ti 
is replaced by which 

equals (Ebi — Ebu)/^- 

Net Rate of Radiation between Two 
Finite Black Bodies. — The applica- 
tion of tliis relation to the evaluation 
of the net interchange between finite 
black surfaces will be illustrated by a 
simple case, that of two parallel disks 
directly opposed, separated by the dis- 
tance K. Figure 60 shows the details 
of the problem. The larger and 
smaller disks have radii a and 6, and 
areas Ai and A 2 , respex’tively. The 
angles and arc measured from the 

reference plane A BCD. The elemen- 
tary surfaces dAi and dA 2 lie at local radii pi and pa, respectively. Equa- 
tion 30, with the replacement of tby the terra (-fc’pi— i?.Bj)/7r, is convenient 
to use: 



Fio. 60. 


dgxuit 


(Ebi —Eb^ ) dA\ c os <t>\ d Ai cos 
irr* 


(30/) 


6y examination of Fig. 60, the terms in this equation may be identified as 
follows: 

dAi =dpi Pi dypif dA2=dp2 P2 
cos -K/r; cos <t >2 — Klr; 
r « -y/ pi*-bP 2 * "“ 2 pip 2 cos W'a — ^'i) +K*. 

(Substituting these five relations in Eq. 30/ and inserting limits to cover the 
whole area of each disk give the relation 


/•2ir /•2ir /•a (*1 

- (JSsi - £j«) ] |[ (6* +a* +K* - v (6»+5«+K»)> | 


piPiK^ dpi dp2 d\l/\ dyj/i 

irfpi®+p 2 *— ' 2 pip 2 cos (^ 2 ‘~^l)*-f-S'*] 


( 31 ) 
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Since the radiant^heat interchange between the diek pi area Ai and an 
infinite parallel plane replacing At is {Ebi ‘^Eb 2 )Au it is seen that the bracket 
in Eq. 31 represents AiFi^tf where Fi^t represents the fraction of the 
radiation leaving one side of A i in all directions, which is intercepted by 
disk At, By the symmetry of the problem, the bracket may alternatively 
be considered to be represented by A# 2 -n. Since either Ai(«*ir&*) or 
At{=^ita*) may be factored out of the bracket, the choice of Ai gives one 
value to Fi^^t and the choice of A 2 another value of 

I'he general equation of radiant-heat interchange between two 
black surfaces is consequently 

(31o) 

in which A Ls the area of one of tlie suif aces and Fa is a geometrical 
factor dependent only on the shape of the system and on which 
of the two surfaces is used for evaluating A, 

In the case of a small black body of area A i and temperature 
Ti completely enclosed, it is obvious that all the radiation leaving 
A I in all directions is intercepted by the walls of the enclosure 
at T 2 , i-e,j is unity. The net exchange is then 

-A’«2)A,=0.1734i[(j^y- (316) 

The value of Fa corresponding to the case of finite disks con- 
sidered in detail above is presented as curve 1 of Fig. 61 for 
the special case of disks of equal radius. Figure 61 also includes 
as curve 2 the factor Fa for squares. The factors for many 
other shapes of industrial importance are available in algebraic 
or graphical form. 

Interchange between Gray Surfaces 

Analysis of the problem of interchange between surfaces 
makes it clear that structures having identical surface character- 
istics, relative temperature distributions and sha|)e factors, but 
differing in dimensions will have at all points identical rates of 
total radiation interchange per unit area at corresponding jjoints. 
Since this is true, the total rate of energy interchange over a 
given area will be proportional to that area, despite the possibility 
of considerable variations from point to point in the area. 

Granting that the heat exchange is due predominantly to the 
maintenance of 0 relatively uniform high temperature Ti over one 
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portion of the area of the structure and a relatively constant 
lower temperature T» over another, and that net energy quantities 
transferred from other areas are negligible, this is equivalent to 
saying that the total energy interchange per unit time can be 
expressed by an equation of the form 

in which g represents the net rate of heat radiation, B.t.u. per 
hour; A the area of one of the two surfaces, square feet; Fas a 
factor which allows for the average angle throughout which one 
surface views the other and is dependent on which surface is 
chosen to use in the area term A, and also makes allowance 
for the emissivities pi and of the two surfaces. From the 
character of the preceding discussion it should be clear that for 
any structure of a specific geometrical shape, built of surfaces 
of specific radiation characteristics, it ought to be possible to 
evaluate the function Fae by integration of the fundamental 
equation given. However, it is not surprising to find that 
the integrations themselves are extraordinarily complicated. 
Indeed, in many cases one can only make approximations, which 
are not too accurate. However, these integrations have been 
carried out for a relatively large number of cases of engineering 
importance. It has been found possible to approximate the 
factor Fae of Eq. 32 by the product of two factors: the geometrical 
factor already discussed, and a factor F/? to allow for the nonblack 
character of the surfaces. Equation 32 then becomes 

( 320 ) 

The factors Fa and Fe are tabulated for a number of important 
cases in Table I, accompanied by Figs. 61 and 62. For other 
cases occasionally encountered oncj must go to the literature. 
Since in the expression for Fe the factor p must serve as the 
omissivity of the surface and as its absorptivity for radiation 
from the other surface (which is at a different temperature), 
and since absorptivity depends more on the temperature'^ of 
the radiation being absorbed than on the temperature of the 
absorber, the value of p for the sink should be evaluated at the 
temperature of the source. Since the radiation emitted by 
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the sink is small compared to that from the soup'ce, the emissivity 
of the source is more important than its absorptivity for radia- 
tion of a lower “temperature”; hence the value of p for the source 
should also be evaluated at the temperature of the source. The 
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Y*Ratio,(Leng+hof 
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approximation here involved is well within the precision with 
which emissivities are known for most industrial surfaces. The 
use of Eq. 32a with values of Fa and Fb of Table I is theoretically 
restricted to cases where the source and sink are at a uniform 
temperature. 
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Tmm I, Radiation: bbtwken Solids. Factobs fob Ub» in Eq. 32a 

(HoUel) 


Case I 

Surfaces between which radiation 
is being interchanged 

Area, 

A 

Angle factor, 
Fa 

Emlssivity factor, Fm 

1 

Infinite parallel planes 

Either 

1 

1 

i+i-i 

pi V9 

2 

Completelv enclosed body, email 
oomparea with enclosing body. 
(Subscripts 1 refer to enclosed 
body.) 

Ai 

(Note 

a) 

1 

pi 

3 

Concentric spheres or infinite cylin- 
ders. (Subscripts 1 refer to en* 
closed bodies, 2 to surroundings.) 

At 

1 

i+^ri-iV 

pt At\pi / 

I 

or ^ 

JL+JL-KNoteh) 

pi pt 

4 

Element dA and semi-infinite sur- 
face, latter generated by line mov- 
ing parallel to its original position 
and to plane oi dA. Pass plane 
through normal to dA, perpen- 
dicular to generating line of other 
surface. In this plane and 
are angles made by lines connect- 
ing dA to edges of surface, with 
the normal to dA. 

dA 

sin ^'—sin 

2 

Only plane 
angles are in- 
volved 

pm 

6 

Two equal parallel circular disks 
with centers on same normal to 
their planes. 



\ Plpt<FM, 

^ 1 

6 

Two equal squares in parallel planes 
and chre<itly opposite one another. 

Either 

Fig. 61, line 2 

j >Fjr 

pi pt 

(Note d) 

' (Note/) 

7 

Two equal rectanglee in parallel 
planes and directly opposite one 
another. 

Either 

1 

i 

Fa« 

VFa'XFa" 
(Note c) 

8 

Two rectangles with a common side, 
in perpendicular planes. 

Either 

Fig. 61 

pips, approximate 
(Note f) 

9 

Parallel squares or disks, connected 
by nonconducting but reradiuting 
black walls. 

Either 

! 

Fig. 61, line 3 

piPt, approximate 
(Note /) 

10 

Parallel rectangles connected by 
nonconducting but reradiating 
black walls. 

Either 

(Note e) 

pigi, approximate 


а. Enclosed body must contain no negative curvature if Ai is used. Replaoe any *'diin« 
plea” in surface by equivalent planes in evaluating A», and raise ” effective ^’emissivity from 
pi toward unity in proportion to depth of dimple. 

б. First form results from assumption of completelv diffuse reflection, second if reflection 
is completely specular (mirrorlike). True value will be very much nearer first than second. 

c. factor obtained for Case 6, for squares equivalent to smaller side of rectangle. 

Fa" same factor^ for squares equivalent to larger side of rectangle. 

d. Exact treatment is dependent on kind of reflection, when areas are small compared 
to distance apart. Ft is nearer pip«; when areas are large or close together, Fx is nearer 


PI pi 

«. <n>tained from Case 9 ai Case 7 is obtained from Case 6. See Note e and Pig. 61. 

/. An exact formulation is impo^ble unless the entire system is completely described. 
However, wnere jsiAad pt are 0.8 or higher, the approximations given are satisfactory. 
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Etidomiras at Nonuaifonn Temperature.**— Although it is 
beyond the province of this book to treat fully the conoiplex cases 
of enclosures of nonuniform temperature, certain simplified cases 
will be considered to indicate the method of attack. If an 
enclosure consisting of black surfaces can be divided into a 
number of zones, each at a uniform temperature, the fraction of 
the total radiation from any one of the zones, which is intercepted 
by one of the other zones, may be evaluated by suitable integra- 
tion or by the use of plots giving the geometrical factor Fa for 
Eq. 32a. Generally in a design problem the temperature of 
not more than two of the zones will be specified, the source and 
the sink. Other zones will take up equilibrium temperatures 
obtainable by a heat balance on the zone, which may involve 
allowance for external heat losses. The sole objective in a 
problem is frequently the determination of the net interchange 
between the source and the sink, including both direct inter- 
change and reradiation from other surfaces. This need not 
always involve a determination of the temperatures of the other 
surfaces present. 

In some enclosures the temperature varies continuously along 
the wall. Certain cases of this type may be treated exactly, 
such as the interchange between two disks at uniform biit dif- 
ferent temperatures, connected by nonconducting but reradiatmg 
walls. Although the solution of this problem is quite complex, 
the results can be presented in simple form (curve 3, Fig. 61). 
It is found that the actual heat interchange per unit area is a 
fraction of that which would occur if the two disks were separated 
by an infinitesimal distance (i.e., the case of infinite parallel 
planes), and that this fraction is independent of the temperatures 
of the disks and completely determined by the ratio of their 
diameter to distance apart. This factor of interchange between 
planes is presented in Fig. 61 as curves 3, 4 and 5. It is clear 
that the case just discussed covers such industrial cases ns the 
loss of heat through furnace peepholes and the interchange of 
heat in certain types of electric furnaces. 

niustratioii 5. — A muj9le-type furnace, in which the carborundum muffle 
forma a continuous floor of fflmensions 15 by 20 ft., has its ultimate heat- 
receiving surface in the form of several rows of tubes above and parallel 
to the muffle, the distance from the muffle top to the lowest row of tubes 
being 10 ft. The tubes fill the furnace top, equal in area to that of the 
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oarborundum floor. Tho average temperature of the upper surface of the 
floor is 2100®F.; the tubes are at 600^F. The side walls of tbe chamber are 
assumed substautially nonconducting but reradiating, and are at some 
equilibrium temperature between 600® and 2100®F., such that they radiate 
just as much heat as they receive. The tubes are steel, oxidised. Find (o) 
the total net radiation between the two surfaces, taking into account the 
reradiation from the side walls and (6) the direct radiant-heat interchange 
between the tubes and the 15-ft. by 10-ft. back wall, if the latter has an 
average temperature of 1500°P. 

Solution, a. The net radiation between the carborundum and the tubes, 
with allowance made for the effect of the reradiating side walls, is obtained 
by evaluating for Case 10 instead of Case 5. From curve 4 (Fig. 61), 
Fa =>0.63 and F^=0.69. Then Fx = V(0-63) (6769) >=0.66, which means 
that the carborundum and tubes interchange directly and indirectly, by the 
aid of the side walls, 66 per cent as much radiant heat as if they were so close 
together that they could be considered infinite parallel planes, viewing 
nothing but each other: 

^»0.173(a00)[(25,6)*-(10.6)^](0.66)(0.9)(0.7) -8,960,000 B.t.u./hr. 

h. Since the tubes represent a 15- by 20-ft. rectangle, this problem may be 
classified under Case 8, Table I, interchange between two rectangles, 15 by 
20 ft. and 15 by 10 ft., in perpendicular planes, and having a common 15-ft. 
side. Figure 62 shows that the interchange of heat may be based on cither 
area. Let A equal the plane of the tubes, 15 hy 20 ft. Then, Y - 
*9^6“= 1-33, -0.67 and F^-0.13. If the einissivity of the back 

wall is assumed to be 0,85, 

g«0.173(300)[(l9.6)*-(10.6)1(0.13)(0.85)(0.90) -693,000 B.t.u./hr. 

Illustration 6. — The distribution of radiant heat to the different rows 
of tubes in a tube nest irradiated from one side falls under Case 4 of Table 
1. Figure 63 represents the summariaied results obtained by the applica- 
tion of the method described in Case 4 to the special problem of radiation 
from a plane to one or two rows above and parallel to the plane when tho 
tubes an? staggered and placed on equilateral triangular centers. 

a. Suppose it is desired to consider the case of tubes on 9-in. 

centers. The heat interchange between two infinite parallel planes wih 
be taken as a basis of comparison. If one plane is replaced by a nest of 
tubes, many rows deep, the heat interchange will be the same. According 
to Fig. 63, curve 3, the first row of the tubes will intercept 0,66 of the total 
According to curve 1, the second row will intercept 0.21 of the total, leaving 
1 —0.66—0.21 -0,13 to be intercepted by the remaining rows. 

h. Suppose the one plane had been rei)laced by a single row of tubes with a 
refractory back wall instead of by a nest of tubes. The fraction 0.66 of the 
radiation from the other plane would still be intercepted by the row of tubes, 
the fraction 0.34 going through and being absorbed by the back wall. If 
it is asBumod that there is no external heat loss from the back wall, the 
latter must take up an equilibrium temperature between that of the tubes 
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an4 that of the other radiating; plane and must radiate back as much heat 
as it absorbed. This back radiation, 0.34, will be 66 per cent intercepted 
by the tubes, the other 34 per cent of it reiiiming to the original radiator. 
The total heat picked up by the tube is, therefore, 0.66 +0.66(0,34) =»0.8S, a 
value that could have been read from Fig. 63, c\irve 6. A single tube 
and back wall will, therefore, he 88 per cent as effective a heat receiver 
as an infinite number of rows, so far as radiant-heat transmission is 
concerned, 

c. Suppose the one plane had been replaced by two rows of tubes with 
refractory back wall, instead of by a single row. According to Fig. 63, 



D 4 .’ Center-to-Cenfer Dfsfctnce 
^ Tube Diame-lTer 


Fio. — HadiatJon from a plane to one or two rows of tubes above and 

parallel to the piano. Tulws on equilateral-triangular centers; nonconducting, 
but reradiating refractory surface al>ovo tubes. The ordinates are exprt^ssed 
on the basis of heat transferred from a plane to a plane replacing the tulws or 
to an infinite number of rows of tulws. Curves 3 and 1 apply to direct radiation 
to the first and second rows, respectively. 

curves 4 and 2, the total radiation to the first row Ls 0.69, to the second 0.29, 
and to both 0.69+0.29, or 0.98 as much as to an infinite number of rows (or 
to a continuous plane). 

From Fig. 63, it is seen that only when the tubes are of small diameter, 
relative to their distance apart, is there any considerable quantity of radiant- 
heat penetration beyond the second row. 

Simplified Equation for Radiation. — As shown on page 107, 
the heat transfer between solid and gas by convection is given 
by the equation 

qc^hpA{Tt’-^Tg) (33) 

wherein Qc represents the rate of transfer by convection, B.t.u. 
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per hour; the surface area, square feet; T. and Tg the tem- 
peratures of the surface and of the gas, respectively, in degrees 
Fahrenheit absolute; and K the coefficient of heat transfer by 
convection, B.t.u./(hr.)(sq. ftO(deg, F.) (see pages 112 and 116). 
As shown for Case 2 in Table I, the heat loss by radiation from 
a body small in size compared to the enclosure, as, for example, a 
steam pipe in a room, is given by the equation 


,.-0.173p^[(^)‘- (^)] 


(34) 


wherein qr is the rate of heat transfer from pipe to room by 
radiation f B.t.u. per hour; p is the emissivity of the surface 
of the pipe; and T, and Tr are the temperatures of the pipe and 
room, respectively, in degrees Fahrenheit absolute. It is 
sometimes convenient to evaluate Qr by the simplified equation 
for radiation: 

qr^hrA(T.-Tr) (35) 

wherein hr is a factor called the coefficient of radiant-heat transfer 
from solid to solid, expressed in B.t.u./(hr.)(sq. ft.)(deg. F. diff, 
between surface and room), and is evaluated from a chart or 
the equation 

j » (ra)‘] (36) 


Figure 64 shows values of K for a black body, based on p^l. 
Where both the air and the walls of the room are at the same 
temperature, Tg^Tr, the combined heat loss by convection and 
radiation is obtained by adding Eqs. 33 and 36: 

gc+qr^{K+hr){A){T.-^Tr). (37) 

The temperature difference in Eqs. 33 and 37 may be expressed 
in degrees Fahrenheit, which is the same as the difference in 
the temperatures on the Fahrenheit absolute scale. Observed 
values of the combined coefficient hc+hr have been determined 
for bare pipes (Fig. 65) and may be employed directly, instead 
of evaluating he and hr separately. 

Heat Losses from Lagged Pipes.— The optimum thickness of 
insulation is that thickness which gives the maximum net saving, 
f.€., the difference between the value of the heat saved and the 



FLOW OF SEAT 


161 


total charges against the covering. The literature contains 
numerous examples of such calculations. Obviously the opti- 
mum thickness for a given pipe size varies with the value of heat 
and the cost of lagging the pipe. 



Fio. 64, — Coefficients for use in Eq. 36, based on Eq. 36. 

Illustration 7. — Calculate the heat loss from 100 lin. ft. of standard 4-in. 
steel pipe carrying saturated steam at SdO'^F. The pipe is covered with a 
l-in. thickness of 86 per cent magnesia lagging (A;** 0.042 English hour 
units), and the temperature of the air surrounding it is 80®F, 

Solution , — The internal and external diameters of the pipe are 4.026 and 
4.50 in., respectively. Denoting by SE the sum of the resistances to heat 
flow offered by steam film, metal wall, lagging and air film, 

S A 360 - ^ 

1 , L, T~Ti^ ■ i_ 

h,A, kmAm^kLAt, (C+W'^ 
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Ti*e h, as 3000. A. = 100(ir) (4.03)/12 = 106.6 sq. ft. 

*!,*26. ^««100(ir)(4.03 +4.60)/(2XX2) =111.5 sq. ft. 

*i-0.042. Aii-100(ir)(4.60+6.50)/(2X12)=144sq. ft. 

4. = 100(*-) (6.50)/12 » 170 sq, ft. 

Assuming that the external temperature of the lagging is 130®F., [he+K) 
is found to be 2.0 from Fig, 66. Hence 

280 280 

^ “6760000316 +0.Mk^^ “oTniW “ B.t.u./hr. 

To check the assumption of ISO'^F. as the cxtenial lagging temperature 
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Ts^Tr^ Tempera+ure Difference, Degf.F; 

Fia. 65. — Coefficients of heat transfer by radiation, conduction, and natural 
convection from l>are steel pipes to surroundings at room temperature, for use 
in Eq. 37* 

note that — 16700XU.U029 “4()®F., which gives 129®F. as 

the temperature in question, a good check of the original assumption. 

If the pipe had been bare, a siiniJa** calculation shows that the heat loss 
would have 104,000 B.t.u. per hr. Estimating the value of heat at $0.30 
per 10« B.t.u., the value of the heat saved per 300-day year is 87,000 X 24 X 
300X0.30/10»-$188 per yr. 

It is possible to have the heat loss from a pipe increased rather 
than decreased by putting a layer around it. However, this can 
occur only under exceptional conditions involving a combination 
of poor insulation with small size of pipe. This principle is 
exploited by the electrical engineer in insulating wires to secure 
a combination of electrical insulation with increased cooling effect 
on an overloaded wire. 



FWW OF BEAT 


168 


Radiation Errors in Pyrometry, — An ordinary mercury 
thermometer on a thermocouple is often used to measure the 
temperature of a gas when the temperature of the surroundings 
is different from that of the gas. Under such conditions the 
thermometer will indicate an apparent gas temperature some- 
where between that of the gas and that of the surroundings; if 
the gas is the hotter, the thermometer reading will be too low; 
if the wall is the hotter, the reading will be too high. The 
factors that tend to develop a large error are: large difference 
between the true temi>eraturc of gas and surroundings, high 
temjx»rature of either the thermometer or the surroundings, and 
a small value of Ac. 

The mechanism by which the error is developed may be 
illustrated by considering a thermocouple inserted in the gas 
stream passing through a duct, the walls of which are hotter than 
the gas, under conditions such that the true temperatures of 
the walls and gas remain constant. The walls radiate heat 
to the couple, which tends to raise its temperature, but the couple 
loses heat to the gas stream by conduction through the gas 
film on the couple and thencre by convection to the main body 
of the gas. These two opposing factors soon counterbalance, 
thereby establishing a constant reading on the couple. Under 
this condition of dynamic equilibrium the rate of heat flow by 
radiation must bo exactly equal to that by conduction and 
convection, as otherwise the temperature of the couple would 
change. Algebraically stated, 

f (38) 

in which the temperatures are expressed hi degrees Fahrenheit 
absolute. The method of calculation is simple; the observa- 
tions required are the temperatures of the wall and thermocouple, 
the gas velocity, and the diameter of the thermocouple or the 
tube housing it, the latter item being required in the estimation 
of the coefficient he between gas and couple. The auxiliary 
data necessary are the emiasivity p of the couple and an equation 
from which he may be calculated. Estimation of the error is 
often worth while, as it may be as high as several hundred 
degrees in some cases. For the ordinary glass and mercury 
thermometers, at temperatures not above 800®F., a value of 
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p 0.96 is suggested, while for thermocouples covered with a 
film of 03dde the value of 0.9 is recommended. 

Radiation from Nonluininous Gases. — In the preceding pages 
interchange of thermal radiation between surfaces was treated 
as independent of the nature of the intervening fluid. In the 
range of wavelengths important in engineering practice, gases 
with symmetrical molecules, such as oxygen, nitrogen and 
hydrogen, liave not been found to show absorption bands, and 
hence the treatment given is adequate for the purpose; however, 
certain gases with asymmetrical molecules, such as carbon 
dioxide, water vapor, sulfur dioxide and ammonia, show absorp- 
tion bands of sufficient importance to merit allowance for this 
factor/ Thus in the economizer sections of pipe stills, where 
the gas velocities and consequently convection coefficients are 
small, a large fraction of the heat absorbed by the tubes is 
transferred by radiation from carbon dioxide and steam in the 
flue gases. The general problem of heat transfer in combustion 
chanibers is treated elsewhere. 

Deiivatioii of Differential Equation for Unsteady-state Conduction.— The 

differential equation for unsteady-state conduction of heat is obtained from 
the familiar equation for the conduction of heat in one direction, 
dQ * *-‘k(dt/dL)(A)(d0). Using rectangular coordinates ar, y and consider 
an element of Volume dx dy dz. The heat entering along the j-axis, at right 
angles to the area dy dz, is (dQ)ia and the heat leaving along the x-axis is 
dOout. The net heat remaining in the element is 

(dQ)r » W)!. - (dQUi = 

Along all three axes the heat remaining is equat ed to the heat stored in the 
element: 

^ ° 

giving the general differential equation for unsteady-state heat conduction, 
expressed in rectangular coordinates: 

For a homogeneous and isotropic solid, k is taken outside the parenthesis, 
giving the term k/pCp, called the thermal diffusiviiyi a, which has the dimen- 
sions L^/6. 

The desired temperature-time-position relations for the heating or cooling 
of various shapes are obtained by integration of Eq. 39, substituting the 
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appropriate boundary conditions. Where the heat flow is unidirectional, 

Eq^ 30 reduces to 

Consider a slab of thickness 2R^ heated from both sides and having a negU- 
gible surface resistance corresponding to an infinite value of the surface 
coefficient hr* The initial temperature is uniform at It. The boundary 
conditions are then t^T at x-0 and at x-2R; at and 
^ w «o . A solution is given by the rapidly converging infinite series: 

T’-^t 4/ . irX ,1 . 3irX , I . 5tX , \ ' 

f-r, M+3" 2R +5* w*" • •) 

where j3 represents the dimensionless term (T/2)*ad/i2*. Since for this 
special Case the time and the square of the thickness enter only as a ratio, 
this means that the time required to attain a given temperature distribution 
is directly proportional to the square of the thickness and inversely propor- 
tional to the thennal diffusivity. 

The total heat Q absorbed by the slab up to any time d is obtained by 
evaluating the integral of (t -->h)pCpA da?, from 0 to 2R, giving 

2S«&r-« ■ • )■ <«> 

In the general case? of a finite surface resistance, corresponding to a definite 
and constant value of hr, the boundary conditions become 

t—tj at and t^T at 0^ For given values of tij R, hr and 

«, integration leads fco a relation between these factors and the variables, 
/, X and G. Similar integrations have long been available for various solid 
shapes, and the results are conveniently plotted in terms of a number of 
dimensionless ratios/**^ Less restricted cases are readily solved by an 
approximate method / 


Nomenclature for Radiation 

A «area of surface, sq. ft. 

a^abaorpiitrUyj t.c., the radiant energy absorbed and con- 
verted into heat, expressed as a fraction of the 
radiation incident on the surface, 
ox rvalue of a, considering energy of any wavelength X. 
a, 6 —radii of disks. 

d »= prefix indicating differential, 
dtai » small solid angle. 

j&*= radiant etmasive power, B.t.u./(hr,) (sq. ft.), equals 
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J?ita*value of E for the ideal hlack hody^ equals exa dX. 
equals aT*, 

»» radiant energy of a wavelength X emitted per unit time 
per unit area, B.t,u./(hr.)(8q. ft.) (micron). 

^xir “Value of ex for the ideal black body. 

Fa “ geometrical factor, dependent on the shape of the system 
and on which of the two surfaces is used for evaluat- 
ing A, 

Fjs^emissitniy factor, a function of the emissivities of the 
surfaces involved. 

FiU?“a function of the shape of the system and the emissivities 
of the surface. 

« coefficient of heat transfer by conduction and convection, 
B.t.u./(lir.)(8q. ft.) (deg. F.). 

^wcoefficient of heat transfer by radiation in simplified 
equation for radiation, B.t.u./(hr.) (sq. ft.) (deg. F.). 
he'^hr « combined coefficient of heat transfer by conduction 
and convection and by radiation, B.t.u./(hr.) 
(sq. ft.) (deg. F.). 

i ^intensity of black-body radiation, B.t.u./(hr.)(sq. ft.), 
equals Ed/tt. 

K « normal distance between parallel disks, ft. 

p^emismvity, equals E/En, 

^ monochromatic emissivity. equals CxAa. 
g, gr“ radiant energy per unit time, B.t.u./hr. 

gc^rate of heat transfer by conduction and convection, 
equals /ic^A. 

r —normal distance between two surface elements, ft. 

T's® absolute temperature, deg, F. abs. 
thermometric temperature, deg. F. 

Tg, jTr, Tgf values of T of pyrometer, gas, room, surface and wall, 
respectively. 

a?, F, y, Zj 2 : — items defined in Fig. 62, page 165. 

Greek LeUera 

X «= lambda, wavelength, microns. 

Xk, — wavelength at which €\b reaches a maximum, at the temperature 
involved, X», equals 5200/T. 

7r«*pi, 3.1416. 

p«rho, local radius. 

<r «sigma, Stefan-Boltzmann constant, equals Eb/T^, 

4>^phit plane angle. 

^-psi, plane angle. 
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CHAPTER V 
FUELS AND POWER 

The commercially important sources of energy are fuels and 
water power; the commercially important forms of energy are 
heat, mechanical energy and electrical energy. The energy 
content of fuels is always first transformed into heat energy, which 
may be utilized direc^tly, or transformed into mechanical energy 
by the use of either the steam engine or the intcmal-combustion 
engine. The mechanical energy may be transformed into 
electrical energy and then finally into either chemical energy or 
heat. The utilization of water power is always carried out 
through the production of mechanical energy, which may then 
be transformed into electrical or heat energy if desired. 

FUELS 

The basis of the commercially important fuels is carbon and 
its compounds with hydrogen. They are classified, first, into 
primary or natural fuels, such as wood, lignite, coal, crude j)etro- 
Icum and natural gas, and, second, into secondary or prepared 
fuels, such as charcoal, coke, fuel oil, water gas and producer gas. 
A second classification frequently met, although of minor impor- 
tance, is based upon whether the fuel considered is solid, liquid or 
gaseous. The natural fuels have similar origin and represent 
progressive stages of the transformation that vegetable matter 
slowly undergoes when protected from complete oxidation. 

Upon ultimate analysis these fuels are found to contain car- 
bon, hydrogen, sulfur, nitrogen, oxygen and ash, the mineral 
constituents (other than sulfur) being grouped together under 
the last head. It is not definitely known how these elements are 
combined, but it Ls convenient for purposes of calculation to 
arrange the analytical results as follows: 

1. Moisture (loss in weight at 100®C.). 

2. Combined water. 

3. Carbon. 

4. Free hydrogen (other than that in moisture and combined 
water). 
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5. Sulfur, nitrogen, etc., in small amounts. 

6. Ash. 

In fuel calculations, the sulfur and nitrogen are often neg- 
lected, though usually present in amounts from 1 to 3 per cent. 
Since the hydrogen content is always in excess of that neces- 
sary to form water with the oxygen, it is often assumed for 
purposes of calculation and comparison that all the oxygen is in 
the form of water of chemical combination, and excess of 
hydrogen may be termed ‘‘free'^ or “net^* hydrogen. The car- 
bon content of coals increases and the percentage of oxygen (or 
combined water) decreases in the following order: lignites, brown, 
sub-bituminous, bituminous and anthracite coals. 

The usual approximate method of expressing the composition 
of a fuel is to assume it to consist of moisture, combustible matter 
and ash. Upon ignition in the absence of air under specified con- 
ditions of time and temperature (covered platinum crucible), the 
fuels lose all the combined water and hydrogen and a large 
pro|K)rtion of carbon in the form of volatile hydrocarbons, leaving 
the ash and the residual carbon. This loss upon ignition is called 
“volatile combustible matter.^' The combustible left after this 
ignition is called “fixed carbon.^' The ash is the residue left 
from the complete combustion of the sample in the open air, the 
sum of moisture, volatile combustible matter, fixed carbon and 
ash being 100 per cent. The coals mentioned above decrease 
in content of volatile combustible matter in the order named. 

The ultimate analysis of coal is difficult and is often omitted* 
Bureau of Mines Bulletin 29 contains the analyses of coals 
from practically #all American fields of importance. Where the 
origin of the coal in question is known, it is usually safe to assume 
the ultimate analysis of its combustible matter to be identical with 
that given for the same field. The same bulletin shows that the 
heating value of a coal is within narrow limits a function of the 
ratio of its carbon content to oxygen plus ash. The curve ^ven 
in that bulletin can be satisfactorily represented by the following 
equation, 

B.t.u. 16,750 ^_|.Qgg 
or 

17,230 

*■“16,760-8.1.0. 


0.98. 
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f is the ratio of carbon to oxygen pins ash. The equation may be 
applied to a coal on either a wet or dry basis and is oftfjn useful in 
estimating tbe carbon content of a coal. 

Comparison of the Commercial Sources of Mechanical 
Energy.— ^The commercially important primary sources of 
mechanical energy are water power and solid, liquid and gaseous 
fuels. The two latter are capable of direct utilization for the 
production of mechanical energy in internal-combustion engincis 
with an energy efficiency as high as 20 or 25 per cent. On the 
other hand, the price of liquid and gaseous fuels is excessive except 
in certain localities, and their use for industrial work is usually 
restricted on this account. Furthermore, internal-combustion 
engines have certain disadvantages which will be pointed out on 
page 172. As a result relatively small amounts of commercial 
power are developed from primary liquid and gaseous fuels. 

The major commercial sources of mechanical energj^ are there- 
fore water power and solid fuels. The energy of the lattiT can be 
obtained in mechanical form by the use of either the steam 
engine or the internal-combustion engine, and a comparison of 
water power with the two latter is therefore essential. 

The energy utilized by harnessing water costs nothing directly, 
and it is therefore frequently assumed that water power must in 
consequence be cheap. As a matter of fact, while water power is 
the source of the cheapest mechanical energy known, the condi- 
tions where such cheap energy is available from water are rela- 
tively rare and very frequently water i)ower fails to compete witli 
fuel power. Water power is cheap where a large storage supply is 
available, insuring constancy of flow throughout the year, where 
the mechanical development can be made at small expense by the 
construction of a relatively small dam with short transportation 
of the water to the wheels, where the expense of costly water 
rights is not involved, and where effective industrial utilization 
of the power is possible at the point of generation. 

If constancy of flow throughout the year is not assured, it is 
necessary to shut down the industrial plants depending upon this 
power when water is low or else to provide a fuel plant capable 
of handling the load. This involves an investment for a fuel 
plant which will lie idle a large fraction of the year. The 
mechanical development of a water power is often very expensive 
where proper foundations are not available and large dams and 
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expensive penstocks are required. Most especially is it true 
that water rights are likely to tie up very large amounts of capital, 
and finally, while modern high-tension distribution is relatively 
efficient from an energy point of view, it is none the less expensive 
in money cost. So rarely does a water power meet all these 
requirements that the cases where water power can compete 
with fuel are surprisingly few. 

Since large-scale distribution of power is usually electrical, 
power costs are generally quoted in electrical units. The cheap- 
est powers known are certain developments in Scandinavia, 
Iceland and Canada, costing from $3.50 to $5 per kilowatt-year’*' 
at the generating switchboard, Niagara power probably costs 
under $10, though on account of the demand in the immediate 
district it cannot be bought for that figure. Through the rest of 
the United States $20 to $25 represents an extremely cheap 
w^ater power, and such figures can be realized only in large instal- 
lations; $40 to $60 may be taken as normal for powers of moderate 
size, and $75 is rarely exceeded, t 

Where fuel is to be transformed into mechanical energy, a 
choice must be made between the two methods of transformation, 
between the steam engine or turbine and the internal-com- 
bustion engine. For the use of the latter, solid fuel must be gasi- 
fied by one of the methods given above, almost always by the 
generation of producer gas. The steam turbine will under the 
best conditions give a thermal efficiency of over 20 per cent, but 
from 10 to 15 per cent is satisfactory. On the other hand, 
the internal-combustion engine will, under the best conditions, 
give a fuel efficiency of over 25 pe^r cent, and 20 per cent is not 
infrequently realized. This being the case, it would at first seem 
that the steam engine or turbine cannot possibly compete with 
the gas engine. This is, hovrever, by no means true. In 

* Note that this is a unit of energy, 

t No commodity sold commercially varies more in selling price than 
electrical energy. It is available in quantity in Norway at less than a twen- 
tieth of a cent a kilowatt-hour. It is sold to householders as lighting power 
at around 10 cents, 200 times as much. The sale of it in the form of dry 
cells is an important industry and in this form the price is over $10 per 
kilowatt-hour. Thus the variation in market price of it is over 20,000- 
fold. The fact of the matter is that the commodity sought is not no much 
energy itself as that factor which the power engineer calls '^readiness to 
serve.” 
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the first place, for a given output the investment in a gas- 
engine plant is much greater than that in a steam-engine plant. 
In tfie second place, a gas-engine plant possesses very little 
overload capacity, because neither the gas producer nor the gas 
engine can be forced much beyond its normal rating; on the 
other hand, the steam-engine plant, both the boiler and the 
engine, i» capable of overloads even exceeding 200 per cent. 
Furthermore, for moderate overloads the efiiciency of the steam- 
engine plant does not decrease greatly. Inasmuch as a plant 
must be designed for its maximum load, this means that in any 
plant subject to occasional excessive overloads the investment 
required for a gas-engine plant is very much larger than that 
necessary for a steam plant. Again, the wear and tear and con- 
sequently the depreciation in a gas-tmgine plant are heavier 
expenses than in a steam-engine plant. Against all these 
disadvantages is the single advantage of fuel economy, and the 
result is that the gas engine is utilized as a prime Ui^ver where 
fuel is high or where load conditions are unusually uniform, but 
where fuel is relatively cheap and loads fluctuate it is unable to 
compete with steam generation. In exceptional cases, however, 
where large amounts of cheap gas are available, as in the steel 
•ndustry, gas engines are used extensively. 

Where oil is sufficiently cheap, Diesel engines are used for 
power generation. 
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COMBUSTION 

Fuels are substances capable of combining with oxygen with 
evolution of heat, and their utilization for energy production 
almost alw'ays involves a reaction with air. All combustion 
reactions are therefore gas reactions, and the characteristics of all 
gas reactions apply to them and control combustion processes. 
The major reactions involved are 

1. C+O 2 -C02+94,300 cal.’^ 

2. CO 2 +C =2CO«-41,OOOcjil. 

3. 2C+O2 -200+63,300 cal. 

4. 2CO+O2 -2002+135,300 cal. 

6. 2H2+O2 -2H2O+ 115,500 cal. 

6. H2O+C -CO+H2-31,100 cal. 

7. 2H2O+C -C02+2H2~21,200 cal. 

8. CO+H20-C02+H2+990() cal. 

9. 2OH+H2 -2H2O+ 127,500 cal 

The heat quantities quoted apply to the combination of the 
number of gram mols of reacting substances indicated on the left- 
hand side of each equation, at room temperature (60®F.), at con- 
stant pressure. The symbol H2O indicates gaseous water in all 
cases. The reaction heats change with the temperature, the 
change being calculable from the specific heats of the reacting 
substances. 

The following facts must constantly be kept in mind in regard 
to all combustion processes. 

1. Equilibria- — All these readions are reversihh. In the 
case of most reversible reactions that liberate heat, equilibrium 
is displaced backward by a rise in temperature (principle of Le 
Chatelier). The first reaction, it is true, does not reverse directly, 
but CO2 breaks down first into CO and O2 by the reversal of the 
fourth reaction. This dissociation of CO2 is scarcely measurable 

♦ This heat of combustion is for carbon as graphite; an average value for 
carbon as in coke is 97,000. 
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below HOO or 1500®C., but above this temperature it increases. 
Carbon monoxide decomposes into carbon and oxygen by the 
reversal of the third reaction, beginning at approximately 2500®C. 
and increasing with the temperature.* The point at which this 
reaction is nearly reversed is not, however, known. The com- 
bination of the reversal of reactions 4 and 3 accomplishes the 
reversal of reaction 1. Reaction 2 goes to the right only at high 
temperatures, nearly quantitatively above 1000®C., but rapidly 
reversing below that temperature, so that at 500®C. it is almost 
quantitatively reversed. In other words, above lOOO^C. only 
carbon monoxide can exist in appreciable amounts at equilibrium 
in the presence of carbon, the fraction of carbon dioxide being 
very small, while at low temperatures carbon is incapable of 
reducing carbon dioxide to carbon monoxide except to a slight 
extent. Reactions 5 and 9 begin to reverse appreciably at about 
1300'*C. and at 1600® or 1700®C. the reversal is distinct. Neither 
the sixth nor the seventh reaction is complete, nor can it take 
place by itself alone, but in the presence of water and carbon 
the CO and CO 2 produced by both these reactions interact with 
the excess carbon according to reaction 2. Reaction 2 or 6 is 
important in the production of secondary gaseous fuels. The 
conclusions of Lewis and von Elbe^^^ as to the equilibrium 
constants of these reactions as functions of the temperature, 

♦ This stability of CO is one of llie important reasons for tlie value of 1.he 
oxyacetylene flame. Acetylene is very rich in carbon, and, if burned with 
enough oxygen to form CO only, gives reaction products stable up to 2500°C. 
Were more oxygen used, much more heat would be set free of low temperatures^ 
but above 1500 to 1800® the CO 2 and II 2 O formed would dissociate, reabsorb- 
ing the heat evolved by their formation, and serve as diluents to keep down 
the reaction temperature. While, therefore, the i>roduction of CO evolves 
less heat, it is available at a much higher temperature. Fortunately, too. 
acetylene has a negative heat of formation from the elements, carbon and 
hydrogen, and upon combustion this is available in addition to the heat of 
formation of CO, thereby increasing the heat effect. Furthermore, the 
ftame produced under these conditions, consisting mainly of CO and H 2 , is 
strongly reducing in character, so that metals heated with it are protected 
from oxidation. This is because the affinity of carbon for oxygen (to form 
CO, though not to form CO 2 ) is so much greater than the affinity of most of 
the metals for oxygen. Finally, the affinity of carbon for oxygen is also so 
much greater than that of the metals for carbon that very little carbon is 
absorbed by the metal from the flame, thus avoiding the brittleness and other 
«vilB resulting from the formation of metallic carbides. 
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based on a critical survey of all data in the literature, are shown 
in Fig. 66. These curves correspond to equilibrium with carbon 
in the form of graphite. 

2. Specific Reaction Rates . — The rates at whidi these reac- 
tions proceed are of vital importance. All gas reactions are 
relatively slow, but some are much more rapid than others. 
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Fia. 66. — Equilibrium constants, Kp, of combustion reactions, carbon as 
graphite. These constants are in terms of partial pressures, expressed in atmos*^ 
pheres. They are based on the equations as written, on the chart. Thus for the 
reaction C -f s*CO, Kp =7>co/\/ VOt- 

Reaction 1 is extremely rapid at high temperatures (above 
800®C.); reaction 2 is negligible in comparison with reaction 1 at 
combustion temperatures, though not below 600®C. Both of 
these reactions involve an interaction of a gas with solid carbon 
and therefore, other things being equal, the rates are proportional 
to the surface of carbon exposed. On the other hand, carbon is 
characterized by the fact that it changes its condition upon pro- 
longed heating, assuming denser and more compact forms. The 
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les^ dense forms of carbon react with gases far more rapidly than 
the more compact sorts. Thus charcoal and the carbon from 
soft coal react rapidly, whereas coke, especially if burned at 
high temperature, and anthracite coal react relatively slowly. 
This applies to the interaction of all gases with these different 
forms of carbon. Reactions 4 and 5 are purely gas reactions, 
but are relatively slow. The data indicate that reaction 5 is 
approximately four times as fast as reaction 4. Reactions 6 and 7 
inyolvo interaction of a gas with solid carbon, and the influence 
of the form of carbon upon the rate is similar to that in the first 
throe reactions. The bases for these generalizations will appear 
later. 

3. Contact Catalysis. — Almost all gas reactions are greatly 
increased in rate by contact with hoi surfaces^ hot surfaces act as 
catalysts of gas reactions. It is, of course, well known that 
specific bodies, e.g., platinum, nickel, etc., act as specific catalysts 
for certain reactions, but it is equally true that all hot bodies 
catalyze gas reactions to a marked degree. Gas reactions which 
take place very slowly indeed in the interior of a large mass of gas 
proceed much more rapidly on the surface of tliat mass where 
the gas is in contact with the hot walls of the container.* To 
accelerate gs.s reactions, it is therefore merely necessary to bring 
the reacting gases into couta(?t with hot bodies. Thus reaction 
8 is capable of catalysis by hot carbon independently of inter- 
action with it. 

4. Temperature Effect. — Most gas reactions^ as with many 
cl\emical reactions, are greatly accelerated by rise in temperature, 
and the degree of acceleration is nearly the same for many reac- 
tions. The rate approximately doubles for every 10®C. at 
ordinary temperatures but this rate of increase falls off greatly 
at high temperatures. Thus at 1000®C. it requires an increase 
of roughly 100° to double the rate. It is impossible, however, to 
accelerate any one chemical reaction by rise in temperature 
without at the same time accelerating all other reactions that 
are possible under the conditions involved. 

6. Interactions of Solids and Gases. — In order for the com- 
bustion of a solid fuel to proceed at a rate practicable for the 
industrial generation of heat, the fuel must be raised to a rela- 

* This experimental difficulty is the reason for the lack of data on rates of 
gas reactions at high temperatures. 
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tively high temperature— at the very least 700 to SOO^C. Before 
such a temperature is reached, the volatile constituents of the 
fuel are almost completely distilled* out, so that the combus- 
tion of the solid fuel is that of carbon itself (coke or charcoal)* It 
shouldj however, be noted that the gaseous distillation products 
may bum long before combustion of the solid residue starts. 

When coal distills as it is being heated to incandescence, it 
evolves hydrocarbons which upon further heating themselves 
thermally decompose crack with deposition of extremely 
finely divided carbon (smoke, soot). This carbon, once formed, is 
swept away in suspension in the gases to zones in the furnace 
where oxygen concentration is low (and where, as will appear 
later, it is very desirable to keep it low) and it is consequently 
very difficult to bum. Fortunately, however, its formation in the 
first place can be prevented by taking advantage of the observa- 
tion of Bone<2) that these hydrocarbons, which are formed at tem- 
peratures below their ignition point, if heated mixed with oxygen, 
combine with it, not burning to CO or CO 2 but forming addition 
products which on thermal decomposition deposit no carbon. 
The afiinity of carbon for oxygen to form C'O is so great, that, if 
oxygen is present in tlie molecule, it will combine with any carbon 
that might otherwise be formed on further heating. Hence, to 
prevent smoke formation it is necessary only to coke the coal in a 
stream of air. This is especially importan t in the case of the high- 
grade (high heating value), high-volatile bituminous coals. In 
the case of the lignites and brown coal, the volatile matter, though 
large in amount, is so rich in oxygen (coinbincKl water) that carbon 
formation is less. The smoke from these coals is easier to burn, 
but unfortunately the furnace temperatures realized are so low 
that this advantage is largely counterbalanced by the consequent 
lower reaction rate. 

* The volatilization of material from relatively nonvolatile organic 
substances by the process of tliermal decomposition at high temperatures 
is called destructive distillation. 

In the case of liquid hydrocarbons the thermal decomposition itself is 
called cracking, whether or not associated with volatilization. The phe- 
nomenon must not be confused with ordinary distillation, which takes 
place without chemical decomposition (sec Chap. XVI, p. 614). 

Whenever the term distillation is employed in this and the next two suc- 
ceeding chapters, it refers to destructive distillation and not to ordinary 
distillation. 
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tn high-grade bituminous or anthracite coals the heat absorbed 
by this distillation is a small fraction of the total heat evolved 
upon combustion, but fuels containing large quantities of water, 
either free or combined (lignites, brown coals, etc.), consume a 
great deal This heat absorption chills the furnace and accord- 
ingly interferes with combustion. 

Solid fuels may be burned in two ways: they may be supported 
upon a grate designed to admit the air necessary for combustion, 
or finely divided fuel (powdered coal, sawdust or shavings) may 
be blown into the furnace in such a way that each particle passes 
through the combustion space along with and surrounded by the 
air requisite for its own complete combustion. The former is the 
more usual method, and, because a study of this type of combus- 
tion well illustrates the underlying facts and principles, it will be 
considered in detail here. 

Primary Comhustion . — Consider a grate upon which rests a 
bed of coke formed by the distillation of the coal Through this 
hot coke rises a stream of air, which supports its combustion. If 
one samples and analyzes the gases at various points in this fuel 
bed, and plots the gas analyses as ordinates against the height 
of the point of sampling above the level of the grate bars, as 
abscissas, one obtains curvas similar to Fig. 67. These curves 
will vary somewhat with the character of the coal, with its size 
and with the air velocity. However, wide variations in these 
controlling conditions cause relatively small changes in the curves, 
especially in their positions relative to each other. Thus the 
percentage of oxygen has usually fallen to 2 or 3 per cent within 
2 to 4 in. above the grate. 

The temperature in the fuel bed is surprisingly uniform. It 
is, of course, low at the grate because of the cooling effect of the 
entering air. It rises at first sharply and then gradually to a 
maximum a few inches below the upper surface of the fuel bed 
and then decreases slightly. Obviously, the combustion reac- 
tions cannot progress until the temperature has reached the igni- 
tion point, 600 to 800®C. Although the cold air entering the fuel 
bed through the grate bars chills the mass at this point, heat flows 
down through the fuel bed at a very high rate by both conduction 
and radiation. Furthermore, the instant ignition starts, reaction 
is so rapid, owing to the high concentration of oxygen, that heat 
generation at the bottom of the fuel bed is very great. In the 
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caee of petroleum coke (very low in ash) these factors keep the 
temperature at the bottom of the bed so high that it is almost 
impossible to avoid burning the grate bars. However, with coal 
and ordinary coke the residual ash protects the grate bars and 
dilutes the combustible to such an extent that the temperature 
rise above the grate bars is less sharp. It is general practice in 
burning petroleum coke to use enough coal to form and maintain 
a protective bed of ashes on the grate. 

Owing to these effects the combustion reactions do not ordi- 
narily start sharply at the grate bars but a little above them. In 
Fig. 67* the curves starting along the line BC are those obtained 



I 0 B Abscissots^ o/fsfotnee above the grafe bars up ^hroug^h the sof/'d 
• bed ( bui nob exbending above hvef of bed) 
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in the burning of petroleum coke without admixed coal, while the 
curves starting along the line AO are the normal type. It will 
be noted that the two sets of curves become identical a short 
distance above the grate bars. Because of the absence of compli- 
cation due to ash, discussion will be limited to the curves starting 
from BC. 

For a given coke — whether fired as such or produced on the 
grate itself by the distillation of the coal— of a given lump size or 
size distribution (i.e., screen analysis), the O 2 curve and the early 
part of the CO 2 curve both remain practically unchangedf what- 
ever the air velocity through the fuel bed. Also, at the start each 

* Based on data of Krbisingbr, Ovitz, and Augustine, Bureau of Mitm. 
Tech. Par^r 137 (1917). 

t Within the experimental error, which is admittedly large. 
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is symmetrical with respect to the other, the CO2 curve plotted 
up beixig identical with the O2 curve plotted down from the initial 
oxygen content of the entering air, 21 per cent. Furthermore, 
in this region each is a logarithmic curve, i.e., the CO2 curve is a 
straight line if plotted directly on semilogarithmic paper, as is 
also the case if 21 minus the O2 content be so plotted. 

These facts demonstrate that the rates of oxygen disappearance 
and carbon dioxide formation are equal and each proportional 
to the oxygen content of the gas at a given point in the fuel bed, 
f.c., that the primary reaction in the combustion of carbon in air 
is C+O2-CO2, and this reaction is monomolecular with regard 
to O2. Furthermore, the fact that thcvse curves do not change 
with increasing air velocity, despite the accompanying increase in 
temperature, indicates that the rate of combustion is controlled, 
not by the rate of chemical combination on the surface of the 
carbon, but by the rate of diffusion of the oxygen through the 
surface film of air around each carbon particle (see page 34 ). 
Doubling the air velocity approximately halves the thickness of 
this film. Consequently, with the same gradient in oxygen 
concentration, twice as much oxygen diffuses into the surface 
of the carbon, w^here, at the temperatures of the fuel bed, its 
combination with the carbon Ls practically instantaneous. The 
CO2 now diffuses out against the oxygen diffusing in. 

Change of diffusion velocity with temperature is small within 
the range involved. One might assume that the rise in tempera- 
ture with higher air velocity increases the reaction rate just suffi- 
ciently to kcej) the rate of CO2 formation proportional to velocity, 
but such exact adjustment of temperature to velocity under the 
widely varying conditions of heat dissipation seems out of the 
question. The above facts are compatible with the assumption 
of CO as the primary product of oxidation, this being oxidized to 
CO2 as it diffuses through the air film, but the simultaneous 
presence of O2 and CO farther above the grate demonstratea that 
the rate of combustion of these two is not sufficient to explain the 
absence of CO at the bottom of the fuel bed, CO2 is therefore 
the primary product of combustion. 

The CO curve starts out asymptotic to the horizontal axis, and 
its slope is at all points roughly proportional to the CO2 content 
of the gases. It is, however, much flatter than the two preceding 
curves. At its right-hand end (after O2 has disappeared) it 
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becomes sjrmmetrical with the CO2 curve with respect to two hori- 
asontal as3miptote8 corresponding to the equilibrium between CO2, 
CO and carbon. If air velocity is increased, the CO curve and 
the right-hand end of the CO2 curve both flatten and move to the 
right, biit the displacement to the right is much less than pro- 
portional to the velocity. These facts signify that CO is formed 
by the reaction C02+C==2C0; that the rate of this reaction is 
controlled, not by gas diffiision through the gas film around the 
carbon particles, but by the rate of chemical interaction of CO2 
and carbon; that with the increasing tempc-jrature corresponding 
to increasing air velocity the reaction rate increases, but less 
rapidly than the air supply; and finally that, even at high tem- 
peratures, this reaction is much slower than tlie formation of CO2 
from O2, so that equilibrium is approached only with very deep 
fuel beds and long time of contact of gas and carbon. 

It is obviously impossible to operate a fire properly with too 
thin a fin^l bod. It must be at the very least 3 to 6 in. deep to 
avoid chimneys and thin spots which render proper control out of 
the question, and it is usually wdsor to use much thicker beds. 
Inspection of these curves shows that the gases leaving the bed 
carry littUj or no oxygen, but do contain monoxide, which repre- 
sents incompletely burned fuel. It is therefore necessary to mix 
additional air with the gases leaving the fuel l>ed and to give 
opportunity for oxidation of this monoxide, of any hydrogen 
formed by decomposition of water vapor in tlu^ air or left in the 
coke, and of the hydrocarbons formed by initial distillation of 
the coal. Tlie reactions in the fuel bed itself are spoken of as 
primary combustion^ while the burning of the gaseous products 
evolved is called secondary c/mbustion. 

Producer Gas , — Gaseous fuels are relatively clean and free from 
ash, and, mainly because of the limited amount of fuel in the 
furnace at any one instant, admit of exact control of temperature 
and heat supply. Of the secondary gaseous fuels, coal gas has the 
highest heating value and is therefore the easiest to distribute, 
but its cost is too high for most industrial furnaces. Hard coal or 
coke can be gasified by decomposition with steam (water ga^) but 
this reaction absorbs heat which has to be supplied by alternately 
blowing with air. Mere primary combustion of a solid fuel with 
a thick fuel bed obviously yields combustible gas and this 
method is sometimes used, hni the fuel bed gets very hot at the 
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bottom (where the coke is burning almost quantitatively to CO*), 
resulting in trouble from fusion of the ash. One may, however, 
introduce steam (or occasionally COj in the form of flue gas) with 
the air, thus absorbing the excess heat 3rielding prodiuser gas. 
This may be used directly as hot, raw producer gas, or it may be 
cooled and purified. Raw gas can be used only in a furnace 
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Fig. 68,^’^ — Water-gas formation. Bases for ordinates and abscissas are 
HaO d- Ha; numerals represent centigrade temperatures in hundreds of degrees. 

directly connected with the producer. The main disadvantage 
of producer gas is its low heating value, due to the diluent 
nitrogen from the air, but this can be largely overcome by the use 
of proper preheating and heat-recovery devices (see page 207 ). 

Since producer gas is formed by the interaction of steam and 
carbon superimposed upon primary combustion with air, especial 
attention must be paid to the steam reactions. It is found that, 
if the reaction products of steam ahne are plotted as shown in 
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Fig. 68, the curves obtained are the same whatever the char- 
acter (fineness, porosity, etc.) of the carbon or the pressure of 
the steam or the time of contact of steam with carbon. Further- 
more, temperature has only a slight influence. All these varia- 
bles, however, profoundly affect the extent to which the 
decomposition goes in a given time. 

As just stated, change in pressure of the steam used does not 
affect these curves. It will be noted, however, that the Curves are 
so plotted as to eliminate as a variable time of contact of the 
steam with the carbon. The experimental results also show that 
the time required to get the same identical effect, other things 
being equal, is inversely proportional to the pressure. These 
facts demonstrate, first, that, if water vapor takes part in more 
than one reaction, the order of each of these reactions must be the 
same with respect to it, since otherwise change in pressure would 
change the rate of one reaction more than another and therefore 
throw the net results off the curve; and second, that all these 
reactions must be monomolecular with respect to water, since 
otherwise the influence of pressure could not be proportional to 
the effect of time. It will be noted that the CO 2 and CO curves 
both have finite slopes at the start. This means that both these 
gases are produced simultaneously by the primary reactions 
between steam and carbon. This can be explained only on the 
assumption that the two primary reactions are those given as 
reactions 6 and 7, page 173: 

6. H 2 O+C =H2+C0. 

7, 2 H 2 O+C- 2 H 2 +CO 2 . 

The second reaction must, however, be monomolecular with 
respect to water as indicated above. This means that the mech- 
anism of this reaction is unknown. 

Since these reactions are found to be independent of the 
amount of carbon surface exposed, the influence of carbon on all 
reactions taking place simultaneously must be the same. Indeed 
study of the data shows that time, pressure and surface are sub- 
stantially equivalent to each other in their effect; f.c., if one 
doubles the surface at constant pressure, one halves the time 
required to secure the same results, etc. 

♦ Except that wood charcoal gives entirely different results, with higher 

00 ^ 
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These curves can be represented quantitatively with reason- 
able precision by assuming the following three simultaneous 
reactions, the reaction rate constants being fee, fc? and respec- 
tively, and the ratios of these being substantially constant 
from 1000 to 1200'^C., the approximate temperature range in 
which they are commercially used. 

6. H^O+C ^H2+C0. 

7. 2 H 2 O+C 2 H 2 +CO 2 . 

2. CO 2 +C -^2CO. 

The usual reaction rate equations are most conveniently set up 
by assuming one part of entering steam or, what is equivalent to 
the same thing, a basis of H 2 O+H 2 in the gas, since this is con- 
stant. On this basis call the residual water remairiiiig unde- 
composed, x; the CO 2 , v; and the time 0. Therefore, the rate of 
disappearance of water is 


-’dx/dd—{k6+2k7)x 


timid the rate of formation of CO 2 is 



dv/dd — hix — k^v, 

whence 

dv _Pv—x 
dx ax 

where 

fi-kz/kj and a=^ 2 +{ke/k 7 ). 


The solution of this equation is 

For the curves of Fig. 68, 

/? = 4,18, a-3,17, 

whence 

1.01t;=«x— 

For the use of these equations, see page 237. 

These curves do not, however, tell the story of reaction rates, 
which increase with temperature and carbon surface. Below 
800®C. they are very slow. In the neighborhood of lOOO^C. 
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theses reactions approximately double in rate for /each 100® rise 
in temperature, but the temperature increment required to double 
the rate steadily increases with the temperature (roughly 
inversely proportionally to the square of the absolute tempera- 
ture). In producer-gas practice the temperature is kept as high 
as possible without fusion of the ash in order to keep up reaction 
rate and secure maximum capacity for the apparatus. 

In producer practice reactions 1 and 6 start simult^eously. 
Reaction 8 plays almost no part. Reaction 1 quickly completes 
itself, after which reactions 6 and 2 go hand in hand, reaction 6 
being much the more rapid. 

6. Combustion of Liquids. — All combustible liquids volatilize 
largely if not wholly before reaching combustion temperature, 
many of them decomposing thermally (cracking) rather than 
vaporizing unchanged. Those which vaporize readily without 
decomposition may be mixed with air before ignition as in 
internal-combustion engines but in furnace practice the liquid is 
usually l)roken up by atomization into an exceedingly fine spray 
mixed with the air necessary for its own combustion. Under 
these conditions the processes of distillation, cracking and 
primary and secondary combustion take place almost simul- 
taneously. Because of the large surface exposed, the combustion 
rate is extremely high, and, because of the small amount of fuel 
in the combustion zone at any one instant, control is excellent. 

7. Combustion of Gases. — As already stated, the rate of oxi- 
dation of all the combustible gases is slow except at very high 
temperatures and in sufficiently high concentration of the gases 
and oxygen. Where the concentration of the gas and oxygen is 
such that combustion following ignition at one point generates 
enough heat to raise the neighboring portions of the mixture to 
ignition temperature, it is obvious that a flahme once started will 
propagate itself with great rapidity. This point constitutes the 
lower explosive limit. If the amount of combustible gas is 
increased sufficiently, it will itself finally act as a diluent sufficient 
to prevent combustion, thiis determining the upper explosive 
limit. 

In furnace practice the finst problem of combustion is complete 
mixing of the gas and air and the next is the provision of sufficient 
time for the combustion reactions to complete the^inselves. 
These will be discussed in Chap. VII. 
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It has already been pointed out that hot surfaces serve as 
catalysts for all gas reactions. It is therefore highly desirable 
to bring the gases into intimate contact wth hot refractory sur- 
faces in order to complete combustion in the least possible time. 
That combustion by catalysis may be of controlling importance 
is shown by the fact that at low temperatures the combustion of 
mixtures of hydrogen and oxygen is proportional, not to the time 
of exposure of the gases to combustion temperatures, but to the 
surface of the container. That the mechanism of combustion 
by surface catalysis is entirely different from that of oxidation 
in the gaseous phase is demonstrated by the experimentally 
determined fact that, whereas the combustion of hydrogen cata- 
lytically is monomolecular with respect to hydrogen, combustion 
in the gaseous phase is dimolecular. Quantitatively very little is 
known concerning the specific reaction rates or the influence of 
the character of catalytic surfaces upon them. 
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CHAPTER VII 


FURNACES AND KILNS 

In order to utilize to the greatest advantage the heat energy 
made available by combustion, it must be eet free in an enclosed 
space made of fire brick or other heat-resistant material, known 
as a furnace, kiln, retort or oven. Although furnace construction 
was practiced many centuries before the principles of combustion 
just presented were understood, the design and operation of 
modern furnaces in accordance with these principles are an impor- 
tant chapter in the economy of chemical engineering. 

Furnaces may in general be divided into two classes according 
to whether, first, the heat of combustion is transferred by direct 
contact from the fuel, flame or hot gases to the material to be 
heated, or, second, the heat is transmitted from the combustion 
space through some containing wall or partition to the charge, the 
flame and products of combustion being separated completely 
from the charge by the use of a muifle, retort, still or other similar 
container such as sagger or crucible. The first type of furnace 
has the great advantage of cheaper construction, lower cost of 
maintenance and operation, and more rapid heating and cooling, 
and is adapted to maintain a higher temperature. The disad- 
vantages are that the charge is contaminated with the flue dust 
and other products of combustion which are in many cases objec- 
tionable, that the treatment of the charge is limited to chemical 
conditions compatible with satisfactory combustion of the fuel, 
and even so is subject to changing conditions of oxidation and 
reduction resulting from unequal firing, and that any product of 
the reacting mass which is volatile is lost in the large volume of 
flue gas. On the other hand, the second type — ^the muffles, 
retorts or stills — has the obvious advantages of easy manipulation 
of the products of the reacting mass and a more uniform control 
of the temperature and of the chemical conditions of the atmos- 
phere in the furnace. If the temperature is relatively low and 
the containing wall is of metal, as in a still, low heat-transmission 
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capacity due to poor conductivity is avoided, but in muffles of 
heavy fire brick construction the temperature drop through the 
wall is great and for rapid heating the combustion space must be 
maintained at a much higher temperature than the interior of the 
vessel, with consequent loss of heat in the flue gases and low heat 
eflSciency. 

In some cases the fuel may be mixed directly with the charge 
and the most intimate contact may be obtained between the 
source of beat and the object to be heated. This advantage 
finds its most perfect realization in those electric furnaces in 
which the charge forms its own resistance; sucli furnaces, of 
course, do not use fuel, but, as in the case whore fuel is mixed 
with the charge, the heat is greatest at the point where it is to 
be utilized. However, in order to maintain through the mass a 
free passage for the air necessary for combustion, either a strong 
blast must be used or the charge must remain rigid and lumpy 
throughout the operation. This type of furnace has, therefore, 
in the past boon limited to sucli purposes as the blast furnace in 
metallurgical work, the old-type lime kiln where the fuel was 
added With limestone, and brick and pottery firing. 

' A third special type of furnace includes those in which the fuel 
itself is the only charge (beehive coke ovens, charcoal heaps, 
etc.). 

A second classification of furnaces especially uscjful as a basis 
for discussion depends upon the character of the fuel: 

1. FurnaccvS using solid fuels (not powdered or directly 
admixed with charge), 

2. Furnaces using liquid or powdered solid fuel, 

3. Furnaces using gaseous fuel, 

4. Furnaces using solid (or liquid) fuel directly mixed with 
charge. 

1. FURNACES USING SOLID FUEL ON GRATES; FUEL NOT 
POWDERED OR DIRECTLY ADMIXED WITH CHARGE 

Furnaces of this type must support the fuel on a grate and 
carry out primary comVmstion at that point. Steam boilers are 
by far the most imx)ortant illustration of this type and well 
exemplify the problems of design, constniction and operation, 
but, as will appear later, most chemical furnaces must diverge 
sharply from boiler practice in certain regards. 
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1. Coking . — ^Tbe &8t problem is to brings the fuel up to 
incandescence and this involves the coking of the coal, which 
takes place before ignition temperature is reached. This coking 
must be carried out in a stream of air if smoke is to be avoided 
(see page 177), Consequently the coal must not be coked by 
throwing it on the incandescent fuel bed, since the gases rising 
from this are oxygen-free. The air rising through the cold fuel 
must, however, not be large in amount, as otherwise it will 
exceed that necessary for secondary combustion. In the case of 
a hand-fired grate, proper conditions for coking (;an be maintained 
by firing the fresh coal on a small area of clean grate bars immedi- 
ately in front of the fire door, secured by pushing the incandescent 
fuel back from this area onto the remainder of the fuel bed. This 
cold fuel is heated by conduction from the incandescent fuel 
beside it and by radiation from the furnace w'alls. It distills 
with an excess of fresh air rising through it, the excess being 
later available for secondary combustion. When coked, it 
should be pushed with the hoc back upon the rest of the bed 
and fresh coal again supplied at this point. 

This method is effective in preventing smoke formation but 
it is laborious in that it requires constant attention to the fire, 
since it is necessary to add the coal in successive small quantities 
at frequent intervals. In consequence, it is difficult to got the 
fireman to use this method, all the more since no recording or even 
indicating instrument for smoke measurement has botm devised, 
so that there is no check on the operation except wdien the 
inspector happens to be looking at the top of the stack. One of 
the major advantages of mechanical stokers is their solution of 
this problem. Both the horizontal chain grate and the inclined 
rocking grate feed the coal slowly and continuously into the fur- 
nace, where it cokes W'ith air rising through it. The latter by its 
motion rolls the coked fuel down over the rest of the fuel bed, 
keeping this of uniform thickness, a thing the chain grate fails to 
do. However, both these automatic typos have in common 
with the hand-fired grate (when operated as recommended above) 
the shortcoming of letting a certain amount of fresh coal fall 
through the grate bars, where it is difficult to avoid losing it with 
the ash. The underfed stoker eliminates this difficulty and is 
peculiarly efficient in the conditions under which it cokes the 
coal, 
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8* Maintenance of Fuel Bed and Removal of Ash. — ^The next 
problem is to maintain a uniform fuel bed and to remove the ash 
free from unburned combustible. In a hand-fired furnace, using 
a coal with nonpacking, nonfusing ash, this is easily done. The 
bed is kept uniform by poking, and the ash is worked through the 
grate by shaking, keeping on the grate, however, a layer of ashes 
sufficiently thick to burn out the carbon completely. If the 
ash packs, it chokes the draft and the grates must be kept so well 
shaken that combustible is sure to be lost with the ashes. Condi- 
rations are even worse with a fusing ash since the effort to get the 
clinkers through the grate works combustible through with it. 
The horizontal chain grate is poor in this regard as it leaves a thin 
fuel bed at the end of its travel. If operated to burn out all the 
combustible^ it is prone to let through too much air. It is especi- 
ally unsatisfactory with badly clinkering coals. The inclined 
grate keeps a very uniform fuel bed but with clinkering ash the 
grinding of the grates necessary for its removal balls up large 
amounts of combustible with the fused ash, since the point of 
grate movement for ash removal is so close to the high-tempera- 
ture zorie of the fuel bed. As high as 50 per cent combustible 
in the ash has been observed from a furnace of this type. The 
underfed stoker is especially unsatisfactory in separation of ash 
from combustible. 

3. Combustion Rates. — As indicated on page 180, at furnace 
temperatures the rate of combination of coke with oxygen to 
form COg is proportional to the air velocity, so that there is no 
limit to the amount of coal that can be burned on a given grate 
surface, provided the draft is sufficient to pull the necessary air 
through the grate and fuel bed until an air velocity is reached 
sufficient to blow the coal off the grate. 

As air velocity through the grate increases, the amount of heat 
evolved by primary combustion increases slightly more than 
proportionally. A substantial fraction of this heat is removed as 
sensible heat in the gaseous products of primary combustion, and 
this heat quantity ob\dously increases with the temperature of 
those gases. Where, however, there is in the furnace an object 
to be heated in ^^siglit^' of the fuel bed, either directly or by 
reflection, a great deal of heat flows by radiation from the fuel 
bed to this object, especially in the former case. In boiler prac- 
tice the boiler is at a temperature so low in comparison with that 
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of the fuel bed that a large fraction of the total heat of primary 
combustion reaches the boiler in this way. Furthermore, since 
radiation rises as the fourth power of the absolute temperature, 
almost all the excess heat evolved in primary combustion with 
increasing combustion rate goes to the boilers as radiant energy, 
and this requires very little increase in temperature of the fuel 
bed. However, in many chemical furnaces there is ho body with 
adequate heat-absorption capacity available for taking up this 
radiation and therefore in such cases the temperature of the fuel 
bed rises rapidly with increase in combustion rate. If not con- 
trolled, this will result in localized overheating in the furnace, in 
fusion of the ash and even in burning out of the grate bars. Con- 
sequently, chemical furnaces with limited heat-absorption 
cai)acity in sight” of the fuel bed must, in general, be operated 
at very carefully limited rates of combustion. 

Hand-fired boiler furnaces can be operated successfully at com- 
bustion rates of 10 to 20 lb. of coal per sq. ft. of grate area 
I)er hr,, while mechanical stokers can be forced to 40 or 50 lb. 
Indeed, combustion rates of 80 lb. have been realized but it is 
impractical to maintain these commercially. In chemical fur- 
naces the combustion rate is, as stated above, limited by the maxi- 
mum allowable temperature of the furnace, by its heat-absorption 
capacity and by the necessity for uniformity of heat distribution. 
Not infrequently in such furnaces combustion rates must be held 
b(dow from 2 to 5 lb. of coal per sq. ft. of grate area per hr. 

So large is the heat radiation from boiler fires that, where low- 
grade fuels, such as wet wood waste, tanbark, lignite, etc., are 
used, it is necessary to construct the furnace so that the boiler 
cannot ‘‘sec” the fire, as otherwise the radiation will cool the 
fire below combustion temperatures. Tliis is done by building 
the furnaces entirely in front of the boiler and separating the two 
by a high bridge wall (Dutch-oven construction). 

This possibility of an almost unlimited combustion rate on the 
grate, coupled with the direct transmission of most of the heat 
evolved by radiation to the point required and its almost com- 
plete absorption there, is th*e basis of the tremendous overload 
capacity of boiler furnaces. The main disadvantage of thus 
forcing the boiler is slightly lowered efliciency due to imperfect 
secondary combustion. Modern practice tends to provide ade- 
quate space for secondary combustion to meet this need. 
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4 Secondary Combustion* — From the fuel bed there rise the 
distillation products of the volatile combustible matter of the fuel 
and the gaseous products of primary combustion rich in carbon 
monoxide and containing some hydrogen from the moisture in the 
air. In the former gases there should be some oxygen if the fuel 
has been properly fired but in the latter there is little or none. 
The potential heat of combustion of these gases represents a large 
fraction of the heat content of the fuels, and adeqtiate provision 
must be made for their oxidation. 

The first problem is to mix those gases with the proper amount 
of air. So groat is their volume (owing to the large amount of 
nitrogen) that complete mixing is difficult to sec^ure. In hand- 
fired furnaces the secondary air (f.e., this air necessary for 
secondary combustion) is admitted through dampers in the fire 
door and mixes with the gaseous products of primary combustion 
as it sweeps over the fuel bed. With both chain and inclined 
grates a substantial fraction of the secondary air enters through 
the distilling fuel. In underfed stokers none whatever comes in 
this way. In stoker-fired boiler furnaces modern practice is 
'developing toward the admission of secondaiy air through miilti- 
ports in the bridge wall, the air being preheated during its 
passage through tlie flues in the wall which conduct it to these 
ports. In this way it is possible to admit the air at a large num- 
ber of points, thus improving mixing conditions. The preheating 
is, as will appear, very desirable from the point of view of second- 
ary combustion. 

Secondaiy combuvStion itself is a series of purely gas reactions. 
These reactions are therefore slow compared with those of 
primary combustion (see page 180) and adequate time must be 
provided for their completion. In hand-fircHl boiler furnaces 
it was formerly the practice to supply from 4 to 5 cu. ft. of com- 
bustion space per sq. ft. of grate area and at the com))ustion 
rates formerly used (5 to 10 Ib. of coal per sq. ft. of grate area 
per hr.) this was adequate in the case of high-grade coal. When, 
however, combustion rates were increased with the introduction 
of mechanical stokers, while the temperature of the combustion 
gases increased and therefore the rates of secondary combustion 
also went up, this temperature increase was too slight (see 
page 191) to secure proper secondary combustion in these 
limited combustion spaces. As a result, designers have been 
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increasing combustion space progressively during recent years 
so that today an allowance of 12 to 14 cu, ft, of combustion 
space per sq, ft. of grate area is not uncommon in new installa- 
tions that are to be forced to high combustion rates. 

Where low-grade fuels are used, the fuel-bed temperature is low, 
and consequently the temperature of the combustion gases also. 
This means that the reaction rates of secondary combustion are 
less, and in such cases additional space must be allowed. One 
of the advantages of Dxitch-oven construction for these low-grade 
fuels is the provision of increased combustion space coupled with 
the fact that the products of primary combustion leave the fuel 
bed at a higher temperature because of absence of radiation from 
it and therefore burn at a higher rate. 

These gaseous reactions can be catalyzed by contact with hot 
refractory surfaces. For this pur|x>se extensive baffles are fre- 
quently introduced in the combustion space of boiler furnaces, 
against which the gases impinge and around which they have to 
flow. These baffles aid not merely by catalysis of the gas reac- 
tions but by improving mixing with the secondary air and by 
absorption of heat from the gases, which in turn is radiated to 
tlie boiler. Such baffles are not generally used in chemical 
furnaces but in many cases their introduction would be highly 
advantageous. For example, in a muffle furnace a part of the 
heat from the hot gases is picked up by the wall of the muffle 
itself but another part is absorbed by the remaining walls of 
the flue and radiated from there to the muffle. Where the 
muffle is made of refractory material, the temperature difference 
between it and the remaining walls of the flue is slight because 
at the high temperature of the furnace the rate of energy inter- 
changes between walls and muffle by radiation is very great. 
If in su(^h a case one will increase the surface area of the remaining 
walls of the flue, c.g., by allowing alternate bricks to protrude 
from the wall into the flue, this will furnish additional surface 
for absorption of heat from the hot gases, which will in turn be 
radiated to the muffle wall. 

In many chemical furnaces a baffle of this sort is superfluous. 
For example, in an externally fired lime kiln the products of 
secondary combustion entering the kiln have their combustion 
catalyzed by the surface of the lime itself. As a result, combus- 
tion in these kilns is unusually good. 
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In order to secure complete combustion one must obviously 
supply sufficient air, and in practice it is found necessary to 
furnish a considerable excess. In the limited combustion space 
of boiler furnaces it is impossible to secure complete oxidation, 
especially of the CO, even with large amounts of secondary air. 
Since, when carbon burns to CO, the heat evolution is less than 
30 per cent that of combustion to CO 2 , CO going up the stack 
represents a serious heat loss. Formerly the boiler-plant engineer 
focused attention upon this loss to too great an extent. He 
determined it by analysis of the flue gases and found that excess 
air cut down the percentage of CO in it. In facit, however, while 
excess air does reduce the percentage of CO in the flue gas, it 
reduces the absolute amount formed from the coal little if at all. 
In other words, the CO in the flue gas is reduced by dilution with 
air rather than by oxidation to CO 2 , because the dilution cuts 
down the reaction rate, owing to the lowering of the temperature 
of the gases and the time they are in the combustion space, 
almost as much as this rate is increased by a higher concentration 
of oxygen. Furthermore, in furnaces operated under natural 
chimney draft it is obvious that the use of excess air incroases 
the volume of flue gas and therefore increases the draft necessary 
to overcome furnace and stack friction. Since this draft comes 
only through temperature difference between stack gases and the 
outside air, this means that in such cases sta(^k-gas temperature 
increases with excess air. Consequently excess air runs up stack 
losses. 

On the other hand, it is not practicable to reduce excess air 
too greatly. With grate-fired furnaces it seldom pays to cut it 
below 40 to 60 per cent, since, owing to the imperfo(?t mixing 
and the extremely low reaction rates of secondary combustion 
caused by the very low oxygen content of the gases at this 
point, there will be in the flue gases too m\ich carbon monoxide 
and in some cases even smoke. The better the provision for 
mixing of secondary air with the products of primary (‘ombustion 
and the greater the combustion space provided, the less excess 
air required and the smaller the heat losses up the stack. Fortu- 
nately in many chemical furnaces (muffles, retorts, pottery kilns, 
reverberatory furnaces, etc.) the volume of the combustion space 
and the temj^erature in it are sufficient to give perfect secondary 
combustion. 
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It frequently happens, especially in chemical practice, that it is 
desired to distribute the heat energy, produced by the combustion 
of fuel at a relatively low but necessarily uniform temperature, 
over a relatively large area. For this purpose it is impracticable 
to design a coal-fired furnace so as to provide uniform direct radi- 
ation from the fuel bed to all the points to be heated. Experience 
has shown that the problem can be solved by primary combus- 
tion of the fuel upon the grate with the production of a com- 
bustible gas, the combustion of w’hich can then be completed after 
the gas is led to the point where the heat is required. By far the 
best re?sults are obtained if the gas produced will burn with a 
smoky flame, f.e., will in its combustion generate a large number 
of exceedingly fine particles of carbon, which will be heated by the 



combustion reactions to incandevscence and will then transmit 
the emergy of combustion to the desired point by radiation. In 
practice this can best be secured by the use of a high-B.t.u. fuel 
with a V(Ty high percentage of volatile combustible matter, 
admitting only enough air under the grate to distill off this com- 
bustible matter and burn the residual carbon. The volatile mat- 
ter from such a coal is always rich in carbon and burns with the 
smoky flame desired, thus generating a large fraction of the 
total energy of the combustion of the fuel in the form of radiant 
energy in the gas flame at a point far removed from the grate on 
which the fuel is fired. 

With a fuel high in volatile combustible matter, producing 
on coking a large volume of combustible gas, the heat generated 
in the firebox is to some extent absorbed by the endothermic proc- 
ess of distillation of the fuel itself, and an excessive temperature 
in this part of the furnace is avoided. Combustion of this gas 
is completed in the body of the furnace, thus carrying the heat; 
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from tlM firebox where it is not needed to the back of the charge, 
which would otherwise be too cool. 

This is the basis of the utility of the “long flame” of wood, 
which has for many years been the favored fuel for such opera- 


Fta. 70. — -Revorberatory furnace, short type. This type of furiifice is employed 
where it is necessary to bring the whole charge to a uniform high temperature. 
A large fraction of the heat is transmitted to the charge by radiation from the 
fuel bed to the arch above the bridge wall, from which it is reflected and radiated 
to the charge. The flue gases going to the sta(?k are obviously hot. It is usually 
restricted to batch operation. 

tions asi require a moderate temperature distributed over a large 
area — such as lime and brick burning. Higli-grade high-vola- 
tile coals are usually good. The disadvantage of forcing a furnace 
of large effective area with a low- volatile coal or coke is very great, 




Fia. 70 A. — Reverberatory furnace, long type. This furnace is suitable for 
preheating the charge when fed through the furnace continuously in a direction 
counter to the flow of gases. Iii this particular furnace the stock is worked 
through by hand stoking and rabbling. Furnaces that provide mechanical 
conveying of the charge are available. Fuel efficiency is improved by partial 
recovery of the waste heat from the gases, but contact of the gases with the charge 
is poor and the heat-transfer coefficient is low in consequence. 

if a uniform temperature in the combustion space is desired. If 
the fire is forced to heat the remote parts of the furnace, the por- 
tion next to the firebox is overheated, and this part of the struc- 
ture rapidly “burns out.” If a moderate fire is maintained, 
the output of the apparatus is greatly diminished. This is 
particularly true if the charge becomes very corrosive at high 
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temperatures, as in making sodium sulfide; if it is deteriorated, as 
in burning lime; or if a uniform temperature over a large area is 
necessary, as when a large iron muffle is to be heated as in the 
Mannheim process for making hydrochloric acid from niter cake. 
It is in such cases that an understanding of the principles of 
combustion discussed in Chap. VI is of great value. 

Davis* many years ago showed that the output of a coke- 
fired furnace for^ making soda by the LeBlanc process wa^s 
increased by almost 300 per cent by the simple device of intro- 
ducing an evenly distributed supply of steam under the grate bars. 
The endothermic reaction 

C+H2O-CO+H2 

accomplished three purposes: first, it reduced the excessive tem- 
perature of the firebox and that portion of the furnace hearth 
adjacent thereto, thus increasing its life; second, it furnished a 
large volume of combustible gas which passed into the body of the 
furna(*.e to be burned; third, the presence of that portion of the 
steam which was iindecomposed diluted the combustible gases 
and thus lowered th(' rate of (ombustion and produced a flame of 
lower temperature and greater volume. The net result was that 
the heat supply was evenly distributed over the entire hearth, 
the output of the furnace increased, and its life lengthened. 

The other common tmdothermic reaction, CO2+C — 2CO, can 
also be utilized for producing these results, and from an energy 
standpoint is even more economical, as it eliminates the heat 
necessary to produce the steam. Even so low a content of CO2 
as is present in ordinary flue gas is efficient in distributing the heat 
generated in a firebox over a large area. Not only is the absorp- 
tion of heat by the formation of 00 and its subsequent combus- 
tion of value, but the dilution of combustible gases with the 
accompanying water vapor and nitrogen diffuses the heat by 
enlarging the volume of flame as already explained (see page 196), 
When the flue gas is withdrawn as soon as it leaves the actively 
heated zone of the furnace, the energy lost by such a procedure is 
clearly very small compared with the consequent advantages. 
Eldred used this principle in the efficient operation of lime kilns, 
and it has been frequently employed in heating large muffles, 

* Davis, ** Chemical Engineering,*^ Davis Bros., Manchester, England, 
1902. 
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retorts, annealing boxes and containers of this kind. A valuable 
api^cation of these principles has been made in the firing of the 



Fio. 71. — Doherty-Eidred lime kiln. The kiln is externally fired. The fsases 
at the top of the kiln are quite cool because of the excellent contact between 
them and the incoming; cold charge. They are piped down to the floor line where 
the pipe divides, delivering the gas to two blowers, the larger of which discharges 
most of the gas to the stack, while the other recirculates the rest, delivering it 
below the grate of the two furnaces with which the kiln is equipped. The third 
blower shown supplies the air. The out shows only one of the points of entrance 
of recirculated gas and air, a part of the kiln being cut away to show the interior 
construction. The discharge pipe for stack gases is also shown cut off. 

ordinary red brick kiln. A steam pipe with many small openings 
is placed throughout the length of each firebox. When the coal 
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fire is well ignited, steam is introduced under the body of the fire. 
The large volume of low-temperature flame flows around the 
entire mass of bricks, giving a large yield of marketable brick in a 
much shorter time. 

Greater uniformity of heat distribution can be secured by 
admitting secondary air, not at the bridge wall, but at successive 
points along the combustion space, the air supply at each point 
being capable of control (Semet-Solvay coke ovens, although 
these are gas-fired). 

It must be remembered that those gavses formed by modified 
primary combustion of low-volatile solid fuel do not burn with a 
luminous flame, and the proceas is on that account less satisfac- 
tory than the use of a highly volatile coal. In certain cases, 
however, the combustible gases come into intimate contact with 
the material to be heated and in su(*h cases the surface of the 
material itself can serve as a contact mass to catalyze the com- 
bustion reactions, provided it is sufficiently hot. Since these 
reactions take place upon the very surface of the material to be 
heated, the energy due to combustion is thus generated upon 
that surface itself and consequently is absorbed directly without 
transmission losses. 

If a relatively small area is to be heated to a very high tempera- 
ture, this <lilution of the flame should be avoided, and the fuel 
and air for combustion must be heated before they combine. 
It is always possible to preheat the air, but the fuel can be pre- 
heated with advantage only when it is a gas. For a localized 
high temperature even the water vapor present in the air during 
w^arm weather has been found to exert a profound influence by 
the endothermic reaction of its decomposition. Thus, in the 
iron blast furnace at the entrance point of the air blast, an 
increased molting capacity of the iron reduced is obtained by 
removing the water vapor from the air used. An atmosphere 
richer in oxygen than ordinary air is here desirable (page 219). 

2. FURNACES USING LIQUID OR POWDERED SOLID FUELS 

Powdered coal was introduced as a fuel over tw^enty years ago 
in the burning of cement in rotary kilns. The pulverized coal is 
injected into the furnace with a powerful blast of air and burns 
in a flame much the shape of a greatly elongated egg. In large 
kilns this flame will be from 2 to 4 ft. in diameter at its maximum 
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and 10 to 16 ft. long. Because of the way the fuel is blown in, 
oach particle is surrounded with a layer of air. It is heated to 
incandescence, partly by conduction but mainly by radiation 
from the hotter portion of the flame, and therefore the volatile 
matter distills in the presence of excess air. There is therefore 
little or no tendency to deposit soot provided sufficient air is 
present for complete combustion of the fuel. The flame from 



Fig, 72.'-”Pulverized-coal-fired boiler. The semi -Dutch-oven construction 
is provided to furnish ample combustion spatjc. Certain plants are trying the 
experiment of injecting the coal directly downward through the top of this 
Dutch-oven so that the flume is turned hack upon itself. The purpose of this 
is to give to the ash particles a downward component to sling thorn into the ash 
pit. This modification is apparently quite successful. {Courtesy of Fuller^ 
Lehigh Co., F'ullerton, Pa,) 


such a burner is exceedingly hot and a large fraction of the 
heat is given off in the form of radiant energy. 

One of the disadvantages of powdered coal is the danger of 
fires and, on occasion, even of dust explosions. The possibility of 
the latter can be eliminated by keeping the dust concentration 
in the air used above the explosive limit. The danger of fires can 
be reduced by using airtight ducts for transportation of the pow- 
dered fuel and exercising great care to prevent ignition. It is 
inadvisable to hold large quantities of dust in storage, and it is 
better to use adequate grinding equipment to supply the maxi- 
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mum demand of the furnace ^-ather than to store powdered coal 
for peak loads. The coal may be transported from the pulverizer 
to the burner either by screw conveyors or by forcing it along 
with air pressure (since it flows like a liquid) or by suspending it 
in air and floating it. In the latter system care must be exercised 
to keep the air used for floating below^ the explosive limit. 

Liquid fuels are burned much as powdered coal,, being atom- 
ized by air under presstire or frequently, on account of its con- 
venience, by steam. The^y too burn with an extremely hot 
radiant flame. The simplicity of firing and small combustion 
space required make them very advantageous on shipboard. 

Both pow^dered coal and oil can bt^ mixed with air so per- 
fectly that excess air (*an be rediu'od to 10 to 20 per cent without 
danger of incomplete combustion. With both, the short hot 
flame tends to overheat that part of the furnace near it, cutting 
away brickwork and injuring a sensitive charge, and coal ash, 
if fusible, may flux and ultimately disintegrate the furnace lining. 
The advantages of lowered flame temperature may be secured 
without sacrificing furnace efficiency by recycling flue gas into 
the air used for combustion, although this lowers combustion 
rate, requiring more combustion space; or Dutch-oven construc- 
tion may be used and the temperature of the (H)mbustion prod- 
ucts lowered by adding the recycled gas after combustion is 
complete. Either method is far superior to low’^ering flame 
temperature by excess air. In boiler furna(*es it is practicable 
to install water-cooled sxirfaeos at substantially every point 
in sight of the flame, thereby increasing heat- absorption and 
eliminating fluxing of the walls of the combustion space. Ash 
dust carried up the sta(;k is sometimes a problem; it has been 
proposed to remove it by Cottrell precipitation (see page 315), 
but the ash is usually so light that the nuisance from it is sur- 
prisingly small. The cost of installation and operation of 
equipment for powdered coal is high in small units, but this in no 
wise applies to liquid fuels. 

3. FURNACES USING GASEOUS FUELS 

In the discussion of coal-fired furnaces it was pointed out 
that uniformity of heat distribution was best stjcured by suppress- 
ing primary combustion so as to increase the gaseous products 
and burning these as secondary combustion under controlled con- 
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ditions. In other words, furnace control is best secured with 
gaseous fuels. 

As already stated, coal gas and water gas are too expensive for 
general use, while natural gas is available only in restricted areas. 
In consequence, combustion engineers have developed the method 
of increasing secondary combustion at the expense of primary 
combustion by isolating the solid fuel furnace and using it for the 
production of a combustible gas, producer gas (see page 224). 
This gas is therefore available for almost any sort of furnace 
operation. 

Since a gas-fired furnace contains little fuel at any one time, 
combustion is under quick and accurate control. Since one can 
admit the necessary air or gas or both at successive points along 
the furnace, it is possible to generate the heat exactly where 
required. Unfortunately none of the cheap gaseous fuels bum 
with a smoky flame and consequently the heat must be trans- 
mitted from the flame to the furnace or charge by conduction 
rather than by radiation. While this is a disadvantage from the 
point of view of heat-transmission capacity, it is a great advan- 
tage in maintaining uniformity of temperature throughout the 
furnace. Even this disadvantage can be eliminated by the use 
of surface combustion. 

Surface Combustion. — The combustion of gases is greatly 
accelerated by contact with hot surfaces. Furthermore, where 
the gas burns in this way, the heat is generated upon the very 
surface of the solid and hence raises this solid to incandescence 
so that, while the gas itself is not radiant, the heat evolved by its 
combustion can nonetheless be emitted in radiant form. The 
best way to accomplish this is to mix thoroughly the gas with the 
air in substantially theoretical proportions and burn this mixture 
bv passing it through a porous mass of refractory material such 
as fire brick or alundum. The contact mass should be porous and 
spongy in structure to expose the utmost surface. Where the 
catalyst is supported horizontally or at not too great an angle, it 
can consist of a pile of small lumps of crushed refractory. Com- 
bustion takes place within the mass and the whole becomes highly 
incandescent. In this way it has been possible to transmit 1,000,- 
000 B.t.u. per hr. through a single square foot of surface. Despite 
the short time of contact, combustion is unusually complete and 
excess air can be reduced to a negligible quantity. To prevent 
fla^h backs the air-gas mixture must be brought through the flues 
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leading to the contact mass at a velocity higher than the rate of 
flame propagation through the mixture. In small cool tubes the 
allowable velocity is surprisingly low. 

While surface combustion in this narrow sense cannot be 
universally used, surface catalysis plays an important part in 
every gas-fired furnace. The catalytic action of the walls of the 
furnace and its flues and of checkerwork which m^>y be inserted 
in the combustion space makes it possible to secure complete com- 
bustion even at relatively low temperatures. In many furnaces 
the surface of the charge itself serves this purpose (c.gr., pottery, 
lime and brick kilns, roasting furnaces, etc.). 



Fio. 73 — Surface combustion furnace. The gas and air mixture enters 
through the side ports and is directed down upon the coarse mass of refra^ttory 
material in the bottom of the furnace. From this the heat is radiated up to the 
arch and down upon the muffle as shown by the broken linos. {Caurtmy of 
Surface Combustion Co,) 

The pressure drop due to the friction of flow of the gases 
through gas-fired furnaces can be estimated by the usual equa- 
tions (pages 77 to 97). In American practice forced draft is 
seldom used and consf^quently gas velocities must be kept low. 
In simple furnaces they are usually between 10 and 15 ft. per 
sec. but, where the travel is tortuous or the distance is long, these 
figures must be reduced accordingly. 

Gaseous fuel is especially well suited for thovSe furnaces in which 
the temperatures must be controlled exactly at high temperature 
levels to secure absolute uniformity of heating (open-hearth steel 
furnaces, pottery kilns, etc,). In such cases unusual attention 
must be paid to the introduction of the fuel and to the uni-^ 
formity of its mixing with the air supply and its distribution 
through the furnace. In ring furnaces and tunnel kilns (page 
209), it is advisable to admit the gas in successive small quantities 
at a series of points along the furnace. The gas ports must be so 
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located arid the furnace so designed as to insure perfect mixing 
-with the air and distribution of the mixture over the charge. 
The furnace should be so constructed that, if trouble develops, 
the location of the gas ports and the direction of the gas currents 
in the furnace can be modified after the furnace has been com- 
pleted. The ability to control the performance of a furnace in 
this way is one of the important elements in the skill of a furnace 
operative. 

Three important types of gas-fired furnaces, the ring furnace 
and the tunnel and the rotary kilns, are discussed on page 207, 
under Recovery of Waste Heat. 

4. FITRNACES USING SOLID FUEL IN DIRECT CONTACT WITH 

CHARGE 

Furnaces of this type inehide kilns for building bricks, the pig- 
iron blast furnace, the Dietzsch lime kiln (see page 208) and the 
ring furnace using solid fuel. The most important illustration 
of the type is the rotary kiln using powdered coal (see page 211). 

6. ANALYTICAL CONTROL OF FURNACE OPERATIONS 

In any given furnace it is usually easy to determine and con- 
trol the performance of the furnace, f.c., to measure the quantity 
of the charge, its temperature rise and sikjIi chemical changes as 
may have taken place in it. On the otlier hand, a furnace may be 
giving satisfactory performance so far as the charge is concerned 
and yet be operating very poorly from the point of view of com- 
bustion. Heat losses to the surroundings are not under the con- 
trol of the operator except as the furnace is redesigned and 
rebuilt. Lost combustible in the ashes can be determined by 
proximate analysis (very great care must be exercised in securing 
a representative sample) . However, both these losses are usually 
small in comparison with those in the stack gases. In conse- 
quence, the control of furnacie combustion depends upon analysis 
of the stack gases and determination of their temperatures. For 
example, almost as much information can be secured with regard 
to the operation of a boiler from detenninations of the heating 
value of the fuel, of the combustible in the ash and of the tem- 
perature and analysis of the stack gases as from a boiler test 
involving a complete heat balance, at a small fraction of the 
expenditure of time and labor. 
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Because of this fact in boiler practice the use of automatic 
CO2 recorders is rapidly increasing. Some of these recorders are 
a mechanically operated Orsat apparatus, while others pass the 
gas sample in series through two orifices, absorbing the CO2 
between the two with solid soda lime and measuring the CO2 by 
the change in pressure drop through the second orifice caused by 
shrinkage in volume of the gas. In a well-designed boiler furnace 
the CO will in any case be so completely oxidized by secondary 
combustion that the CO2 is a satisfactory measure of the excess 
air used and the general eflFiciency of the combustion process. 
In furnaces so built or operated that this is not the case, CO2 
recorders will not tell the whole story, because one can have the 
same CO2 readings with either insufficient or excess air. In the 
first case there would be considerable CO and perhaps hydrogen 
in the gas, and in the second case there would be excess oxygen. 
For this reason CO2 recorders are by themselves of limited value 
for gas-fired furnaces. Recorders for CO and oxygen have been 
developed but have not yet earned wide-spread industrial 
acceptation. 

These recorders are valuable adjuncts in furnai^e control but 
offer many mechanical difficulties diie to dust, delicacy of the 
working parts, exhaustion of the chemicals and the like. If their 
indications are to be depended upon, they must be carefully and 
intelligently watched and checked against an Orsat analysis. 

For the purposes of general experimental testing, the Orsat 
apparatus or some one of its modifications is preferable to the 
recording instruments. 

Ekkoks in Obsat Analysis 

As will appear in connection with computations, a small error 
in the CO2 determination in a flue gas will intrixluce a serious 
error in the calculated results. The gas sample in an Orsat 
is ordinarily collected over water. This water dissolves some of 
the CO2 and in consequence makes the CO2 determination in the 
gas low.* Mercur3^ should always be employed in the burette in 

Assume, for example, a gas consisting of 11 c.c. of CO 2 and 90 c.c. of other 
nonacidic gases. Wlien 101 c.c. are introduced into the Orsat, 1 c.c. of this 
COj may well dissolve, leaving what is apparently a 100-c.c. sample. There 
will therefore be a shrinkage of 10 c.c. over caustic. When the sample is 
returned from the caustic to the burette, the volume will gradually increase 
owing to the escape of the CO 2 from the water into the gas due to its lowered 
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ga^ analyses where precision is desired. The extent of the error 
can be judged from the following data taken from Bulletin 2 of 
the U. S. Bureau of Mines. 

In boiler test 2, reported by the bureau in this bulletin, the 
dry coal has an ultimate analysis of 60.15 per cent C, 4.35 per 
cent H, 21.18 per cent O, 1.07 per cent N, 0.72 per cent S and 
12.53 per cent ash. The mols of Ha per 100 lb. of coal are there- 
fore 4.35/2.016 and the atoms of oxygen, 21.18/16. The differ- 
ence is 0.833, the mols of net hydrogen (H 2 ). The ratio of carbon 
to net hydrogen (C/H 2 ) is therefore 60.15/(12) (0.833) =6.03. 
The ratio of carbon plus sulfur to net hydrogen is 6.06. Since 
the ash from the furnace w^as 8.61 per cent of the dry fuel fired 
and contained 15.1 per cent carbon, 2.16 per cent of the carbon 
in the fuel remained unburned in the ash. Hence, the ratio of 
C/net H 2 in the flue gas should be 5.89, or, corrected for sulfur; 
5.92. 

The flue-gas analysis is given in the table below: 




C 

0, 

C 02 

10.04 

10.04 

10.04 

Oj 

9.04 


9.04 

CO 

0.10 

0.10 

0.05 

■ N, 

80.82 





10.14 

19.13 



O 2 from air - 80 . 82(21) /79 

-21.49 



O 2 =o=iiet H 2 in fuel = 

2.36 



Net H 2 - 

4.72 

whence 


C/net H2«10.14/4.72« 

2.15 


It is seen that the gas analysis gives a ratio of carbon to net 
hydrogen less than half tlie real value. The unburned com- 
bustible in the ash gives an error of this sign but to explain its 
magnitude by such an assumption would mean that 60 per cent 
of the carbon in the coal remained unburned in the ash. The 


partial pressure^ but on the second or third treatment of the gas with caustic 
the volume will again return to 90 c.c. This is one cause of the apparently 
slow absorption of CO 2 in caustic in gas analyses. It will be noted that the 
analysis is apparently 10 per cent OO 3 , whereas actually there were nearly 
11 per cent in the sample. 
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error actually arises from the fact that the CO* determination 
in the flue gas is low by about 1 per cent. If one assumes the 
CO* value higher by that amount, the analyses check. Mercury 
in the burette woula have avoided this error. 

Note that, since the amount of the flue gases is figured from a 
carbon balance, this introduces an error of 10 per cent in calcu- 
lating them and hence a similar error in getting th^ stack losses 
in a heat balance. 

A point, which sometimes offers difficulty through failure to 
appreciate it, is the fact that a gas analysis, even when made 
over water, is nonethel(\ss an analysis on the dry basis. Since at 
room temperature the gas measured iii a burette above water is 
over 3 per cent water vapor, this fact is not obvious. It must, 
however, be remembered that all measurements are made at the 
same temperature and therefore with the same partial pressure 
of water vapor in the gas, so that, if half the gas is absorbed by 
some reagent, half the water vapor in the gas as originally 
measured will condense. It is as though the analysis were 
carried out, not at atmospheric pressure, but at a constant pres- 
sure equal to atmosp)heric pressure less the vapor pressure of 
water at the temperature of the analysis. Where the analysis 
is carried out with, mercury, it is customary to have a drop of 
water present to keep the gas saturated, since otherwise the 
partial pressure of water vapor in the gas would vary with that 
over the absorbents employed. 

6. RECOVERY OF WASTE HEAT FROM FURNACES 

In every furnace reaction it is required either (1) to heat the 
charge up to some specified temperature (cahaning reactions and 
the like), or (2) to furnish at such a specified high temperature 
the heat necessary to carry out some reaction (e.gr., decomposition 
of limestone, fusions, etc.). In either case a definite amount of 
heat is required at or above a definite temperature. When a fuel 
is burned, the maximum temperature attainable is limited by 
either (1) the temperature at which the reversal of the combustion 
reactions becomes serious, or (2) that temperature to which the 
heat set free by the combustion will raise the products of com- 
bustion. By the use of a given fuel it is impossible to exceed the 
temperature limit fixed by the first of these conditions but it is 
possible to avoid the second. 
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Furthermore, since the oxygen essential for combustion, com- 
ing as it does from the air, brings with it nearly four times its 
volume of inert nitrogen with its large heat-absorption capacity, 
it is not surprising that very frequently the second of these 
limiting conditions is the important one. In illustration, assume 
a producer gas whose heat of combustion will raise its own com- 
bustion products to only 1500®C. If it is required to use this 
gas to carry out a reaction at 1400®, it is evident that but a 
small fraction of its heating value will be usefully available, as 
most of it will be wasted as sensible heat in the flue gases. If, 
however, this waste sensible heat is utilized to preheat the charge, 
fuel and air to a temperature at least approximately that of the 
reaction, 1400®, most of this heat may be usefully recovered, and 
the fuel cpnsumption of the process will be reduced to a small 
fraction of that otherwise necessary. 

Counterflow 

To accomplish this effectively, it is evident that the principle 
of counter current flow of the materials between wiiieh this inter- 
change of sensible heat is desired must be employed, i.c., that the 
h^t content of the waste products, while still very hot, must be 
used only to attain the final increment in temperature in the 
incoming materials, while the preliminary heating of these mate- 
rials must be accomplislied by heat flow from the reaction 
products after the latter have been considerably cooled. 

The utilization of this principle of waste-heat recovery is essen- 
tial in the efficient operation of all high-temperature furnaces. 
Even in the most common low-temperature furnace — the steam 
boiler — ^it is successfully employed in the economizer'^ used to 
preheat the feed water with the waste heat in the stack gases. 
The simplest means of realizing these conditions is to allow the 
gaseous combustion products to flow over and through the incom- 
ing solid or liquid charge in direction opposite or counter to the 
motion of the charge, while the air essential for combustion enters 
in contact with the hot solid or liquid products of the furnace reac- 
tion; here again the motions of the two are counter to each other. 

Dietzsch Kiln 

Such methods of heat regeneration particularly applicable to 
direct-fired furnaces, which, though effective and much used 
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abroad, have been little employed in the United States, are 
illustrated by the Dietzsch kiln and the Hoffman ring furnace. 
The simple shaft furnace in which charge and fuel are fed at the 
top does npt permit effectively preheating the charge and cool- 
ing the waste gases, because combustion would start near the 
top and leave no space for preheating. 

The Dietzsch kiln is a shaft furnace so designed, that the fuel 
is admitted halfway down the shaft, and thus premature combus- 
tion is avoided. 

It consists of a vertical shaft fur- 
nace having a horizontal middle por- 
tion or shelf as shown in Fig. 74. 

The charge is inti^oduced at A and 
descends through the shaft to the 
platform B, Here it is mixed with 
fuel introduced through D and drops 
into the shaft C. Air is drawn in 
through E, Active combustion takes 
place at the top of C, the hot flue 
gases preheating the charge in A, 
while the hot reaction mass descend- 
ing through C to the discharge E pre- 
heats the incoming air. Tests run on 
such furnaces show a very high fuel economy but operating labor 
costs are excessive. 

Hoffman Ring Furnace 

The Hoffman ring furnace is extrcunc'ly efficient, and has added 
advantages in all industries that demand a period of gradual 
heating up and slow cooling. It is gratifying to note the increas- 
ing applications of this arrangement in American industries. As 
originally developed for solid fuel, it consists of a circular, ellip- 
tical or rectangular gallery built around a central flue. This 
gallery (Fig. 75) is divided into separate chambers, each con- 
structed with side openings JE, a door on the outside C and a 
flue D to the central stack A, and is so provided with diaphragms 
and dampers that any passage may be closed at will. 

In operation, combustion is carried on in only one chamber 
at a time. The two chambers opposite this are in the process of 
charging and discharging, and all the others are either being 



Fia. 74. — Dietzsch kilr 
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up to tbe combustion temperature by flue gases or are 
themselves cooling and thereby preheating air for combustion. 
Air enters through the door of the discharging chamber (No. 1 
in a series of 14 in the furnace shown) and is drawn through the 
adjacent chambers in series (2, 3, 4, 6, 6) until it reaches the active 
one (7) ; these chambers contain burned product which preheats 
the air and is itself cooled. From the active chamber the hot flue 
gases pass through chambers 8, 9, 10, 11, 12 and 13, heating up 
the unbumed charge there, and finally pass to the stack through 
the flue D in chamber 13. Number 14 is meanwhile being 
recharged and is totally shut off from the rest. After ignition 
in the active chamber is completed, the adjacent one, which has 
not been burned (8), is then made active by admitting fuel to it 



JTig. 75. — Hoffman ring furnace for solid fuel. 

through holes in the top; the newly charged chamber (14) is 
admitted to the series by connecting it to the stack and to 13 
and closing the flue from 13 to the stack; the discharged chamber 
(1) is charged; and the coolest burned chamber (2) is opened to 
the air and discharged. 

It is obvious that very efficient countercurrent action if 
obtained in this furnace and therefore the heat consumption is 
exceedingly low. Pre-ignition is avoided, by not admitting the 
fuel until the chambe^r is ready to be burned. The chief dis- 
advantages encountered are high initial expense and labor costs 
and the mechanical stresses set up by repeated heating and 
cooling. 

The Hoffman ring furnace is operated most smoothly and 
efficiently with gaseous fuel, and all modern construction, at least 
in this country, is of this type. The gas may be admitted to a 
number of chambers simultaxieously, thus avoiding localized 
overheating. Because of the very eflBicient preheating of the air 
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us«d for combustion, high temperatures caii be successfully 
realized even with a fuel of low heating value (producer gas), and 
the large volume of gas flowing through the chamber^ gives 
uniformity of heat distribution. A gas-fired furnace is shown in 
Fig. 75A. 
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The fuel is distributed throuith a central flue from which con- 
nection is made to the chambers under Are by means of a number 
of inverted U-tubos^ each of which is inserted into a hole in the 
main flue and into the top of one of the distributing flues around 
the chambers. The control valves are located in the U-tubcs. From 
each of the latter flues a large number of distributing ports lead to 
the chamber in order to provide uniformity of gas distribution. 
Furthermore a number of these distributing flues are fed simultane- 
ously, only a small amount of gas going to each, to avoid localised 
overheating. From the proper chamber connection is made to the 
stack by a method similar to that used in distributing the fuel. The 
holes into which the distributing U-tubes fit are covered when not 
in use. 

All flues must be liberal in siw in order to avoid excessive friction 
with the large amount of air and gases to bo handled. In order to 
insure uniformity of heating and Cooling especial care must be exer- 
cised in packing the charge and in the construction of the ports in 
tlie separating walls between chambers as well as in the distribution 
of the producer gas delivered to the chambers under fire. 



'I’hese furnaces must be built carefully to provide for the 
repeated expansion and contraction in each chamber. Especially 
where high temperatures are to be employed, only the highest 
grade refractories should be used in construction. 


Rotary Kiln 

By the use of powdered coal in a blast of air it has become 
possible to introduce solid fuel into a furnace with perfect regu- 
larity; and by providing a means of passing the flame produced 
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through the charge, efficient heating is realized. This can be 
done in a rotary kiln, consisting of a boiler-plate tubular shell from 
30 to 220 ft. long, 6 to 12 ft. in diameter and lined with fire brick 
or other resistant material, the choice of refractory depending 
upon the reaction to be carried on. The charge is heated by 
introducing centrally into the kiln a stream of powdered coal 
inj^ted with air, and by slowly rotating the furnace, thus 
causing the contents constantly to follow the shell toward the 
top and drop or roll through the flame. Furthermore, if the 
furnace is inclined at a moderate angle from the horizontal, 
the material is regularly moved forward until discharged. Such 
a furnace may be operated either parallel or countercurrent, and 
charged either intermittently or continuously. Operated coun- 
tercurrent, it obviously gives some heat recovery but it is far 
inferior to that of the ring furnace because of poorer contact 
between charge and gases. Its great advantage is low operating 
and labor expense and it consequently is of unusual importance 
in this country where fuel is cheap and labor high. 

As discussed on page 191, the most rapid transfer of energy 
takes place when it is in the form of radiant heat. Powdered coal 
an ideal source of this form of energy and this type of 
'lij^ace seems to be capable of much larger utility than it enjoys 
till:' preserit. If the charge is a liquid or a liquid suspension, 
■II may be atomized by a spray nozzle into the combustion space 
and both evaporation and combustion, calcination or other chemi- 
cal reaction may be carried on with great ra})idity; if it is a fine 
powder, it may be agglomerated into small pellets or lumps by 
tumbling it with a small amount of suitable binder such as tar 
or sodium silr^ate solution. The mechanical devices for support- 
ing the shell and for taking up the downward thrust due to 
rotation, and the driving mechanism have all been thoroughly 
developed and are easily obtained on the market. 

One disadvantage incident to the ordinary type of rotary kiln 
is the difficulty with which an efficient heat-regeneration system 
for preheating the air can be employed in connection with it. 
Such difficulties are, however, by no means insurmountable, and 
it is but a question of time when the economy in fuel will com- 
pensate for the expense of such an installation. 

If the clinker and ash from the solid fuel used in these furnaces 
are objectionable from the point of View of the product, it is obvi- 
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ous that they muet be fired by gaseous fuels* ^ Solid fuels may, 
however, be used by providing a firebox and grate apart from 
the reaction chamber and by leading the flame over a bridge wall 
to the charge. 

Tunnel Kiln 

Another type of furnace which, like the above, gives counter- 
current flow of charge on the one hand and air and flue gas on the 
other, and hence offers excellent heat regeneration in the furnace 
itself, is the tunnel kiln. It has been developed in recent years 


ifdctsTnIef fxhavts^Gasy^ 



Fvg. 76. — American Dressier tunnel kiln. The streams of arrows indicate 
the “thermo-syphon” circulation of the gases. This reverses direction in the 
heating and cooling zones. 


for firing materials which cannot be tumbled, as in a rotary kiln, 
yet which require a shorter time of heating and cooling than 
the cycle of a ring furnace. It consists of a tunnel, through which 
are pushed a number of trucks carrying the charge. The trucks 
run on a steel track and nmning gear, but the whole superstruc- 
ture on the truck may be of refractory material, and the lower 
part may be protected from the heat by the shape of the tunnel, 
or in some cases by the use of a seal consisting of a trough filled 
with sand, into which dips an apron attached to the body pf 
the truck. These kilns are usually gas fired, the fuel being 
admitted near the middle of the tunnel. They offer excellent 
control oi the heating operation and are successfully used up to 
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14O0*^G. They represent an important phase of modern furnace 
devdopment. 

In cases in which the charge is small in amount, or in which it 
is inadmissible to bring charge and combustion products into 
contact because of chemical interaction (as is usually true in the 
use of muffles and retorts), the sensible heat of the gaseous prod- 
ucts of combustion should be employed to preheat the fuel and 
air. Actual contact is here out of the question, but two means 
are available to effect the heat recovery. 
In the first fuel and air may enter sepa- 
rately (to avoid premature combustion) 
through suitable channels in a preheater, 
separated from the combustion products 
by partition walls through which the 

Fig. 76A.— Sectional interchanged heat flows, the motion of 

nel kiln, showing circula- the combustion products leaving the 
8twk^^ through the fnmace being opposite or counter to 
that of incoming fuel and air. This is 
known as the recuperative^' system of heat recovery or pre- 
heating. Its value is seriously limited by the fact that for high- 
^It^mperature furnaces no cheap metal which will withstand the 
Virrosive action of the hot gases is available for the partition 
walls, while the refractory earthenware ducts which must in 
consequence be employed are expensive, fragile, porous and poor 
conductors of heat. However, the recent development of alloys 
. CJii^ble of withstanding higher temperatures has been attended 
by a steadily increasing use of recuperation as a means of improv- 
ing the efficiency of heating operations earned out at high- 
temperature levels. 

The other means available for heat recovery in such cases 
consists in allowing the combustion products to escape through 
and heat up chambers filled with refractory material in the form 
of ^^checkerwork," as large in amount and with as large a surface 
as possible, while the incoming air and fuel (if gaseous and 
thermally stable) are preheated by passage through similar 
chambers previously heated in this same way. 

It is necessary to provide only two channels for the fuel 
gas and two for the air. While one channel of each pair is being 
heated by the flue gas leaving the furnace, the other two are 
being cooled by the incoming fuel gas and air. Or, to state 
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it in another way^ while the flue gas is giving up its valuable heat 
to the bricks of two of the chambers, the bricks of the other two 
are returning the heat to the gas and air to be carried back into 
the furnace. This is known as the regenerative '' system of 
heat recovery. By periodically changing the channels from hot 
flue gas to cold air and fuel gas by the use of butterfly valves, a 
great amount of heat otherwise lost is retained ip the furnace 
cycle. It has the advantage of construction simplicity, but 
requires constant attention in operation and gives temperature 
fluctuations caused by the temperature variations of the chambers 
during each cycle. It would at first appear that this system does 
not offer the advantages of countercurrent operation, but, if 
air and fuel gas flow through the chambers in a direction opposite 
to that of the combustion products, effective countercurrent 
action is realized. The hot flue gases entering the first end of 
the chamber bring this end up to a high temperature, but the 
other end attains only a moderate heat since the flue gases have 
already cooled to a great degree; upon reversal, the cold air flow- 
ing in the oppbsite direction is first warmed by contact with 
this other relatively cool end of the chamber, but is finally raised 
to the highest possible temperature by contact with the hottest 
bricks in the first end. 

In one special case, that of the iron blast furnace, while it is 
absolutely necessary to preheat the air needed for combustion in 
order to produce the large quantity of heat required at the high 
temperature essential for the fusion of the iron, nearly all the 
sensible heat of the furnace gases is used up in preheating the 
charge of ore, flux and fuel in the upper part of the shaft of 
the furnace itself, and little is left to preheat the air. In this case 
a series of chambers or ^^stoves'' of the regenerative type is used, 
these being heated by burning in them a part of the waste fuel 
gas from the top of the blast furnace itself. These stoves are tall 
cylindrical steel shells, lined with fire brick and filled with fire- 
checkerwork or flues. 

Regenerative furnaces must be carefully built of highly resist- 
ant brick, so placed as to secure good contact of brick surface 
with the gas, yet in such a way as not to introduce too great 
resistance to flow, and so designed as to resist the expansion and 
contraction with temperature changes to which they are sub- 
jected. Fortunately, as pointed out above, the temperature 



216 PBINCIPIES OF CHEMICAL ENaiNEERINO 

changes at any one spot are not excessive. The regenerators are 
placed sometimes beneath, sometimes beside the furnace, and are 
usually rectangular. High heat conductance, produced by high 
gas velocity, can be secured, though at the expense of increased 
frictional resistance, by having them long and narrow, but 
exigencies of construction often make this impracticable. 

The effectiveness of regenerative checkers in recovering heat 
depends directly upon the coefficient of heat transfer between 
the checkers or flues and the gases that pass through them. 



Combu&tionProoiuds FueI6as Air 


77. — Open-hearth furnace with regenerative checkers. Reversing valves 
an^^^onnectuig flues are not shown. Attention should be called to the fact 
the air chambers are larger than those for gas because of the larger volumes 
to be ahandled. The design of the furnace itself is of importance in order to 
secure uniform distribution of the flame throughout the furnace. 

During the gas blow the checkers are at a temperature lower than 
the hot flue gases passing through them to the stack. The heat 
picked up from these gases and consequently the temperature 
to which they fall before reaching the stack are determined by 
the existing temperature difference between the checkers and gas 
and by the coefficient of heat transfer. Similarly the average 
temperature to which the checkers fall during the air blow 
depends upon the heat transfer during this part of the cycle. 
The periodic reversal of direction of heat transfer makes calcula- 
tion somewhat complicated. 

The curves in Fig. 78 indicate diagrammatically the tempera- 
ture conditions in a regenerator in which it is assumed that the air 
enters at the bottom and leaves at the top while the flue gases 
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flow downward in the opposite direction. The upper of each 
of the three sets of curves indicates the temperature conditions 
at each particular point in the regenerator at the end of the heat- 
ing cycle just prior to reversal of the valves or at the beginning 
of the air blow. The lower curve of each pair indicates the 

corresponding conditions at the end 

of the air blow or just after the flue 
gases are turned through the checker- 
work. At the start of the air blow the 
brickwork is hot and the air tempera- \ 
ture curve is therefore high. As the ^ 
air blow progresses, the brickwork ^ 
cools off and the air-temi)erature curve E 
falls correspondingly. The average cl 
tcmptuature reached by the air is J 
indicated by point c. After reversal 
the flue gases entering the cool cham- 
ber are lowered in temperature as 
indicated by the lower of the curves, 

adi. However, as the brickwork rises Height m Regenerator 
in temperature, the heat recovered Fm. 78 

from the flue gas is lessened and tem- 
peratures finally rise to a point indicated by the upper o^ the 
two curves, 0^2. The average temperature of the gases going to 
the stack is d. 

It is obvious that the use of regenerators or checkerwork 
of sufficiently high heat capacity and thermal conductivity 
and/or the use of very short cycles of operation would cause 
the brickwork surface temperature to assume a steady value 
unchanging with time and extending between some such points 
as e and / of Fig. 78 . One could then express the local heat 
flow per air period per square foot of brickwork, Q/ Ay in terms of 
hxi the coefficient of heat transfer from brick to air; the brick 
temperature; and Iai the air temperature, as 







This same quantity of heat must flow from gas to brickwork dur- 
ing the gas period of duration 6 a hr., from which 




( 2 ) 
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From Eqs. 1 and 2 the brick temperature may be eliminated to 
give 

*= - Js — (3) 

hoSg 



which bears an obvious similarity to the equation for flow in a 
recuperator where the resistances to heat flow are truly in series. 
If Ha and ha are each constant throughout the regenerator, 
Eq. 3 may be used in an integration to give the average value of 
Q/A throughout the regenerator. The resultant relation is 


Ai-As 

A ln(Ar/As) 


(4) 


in which Ai and As signify the average differences in temperature 
between gas and air at the two ends of the regenerator. 

Allowance for the fact that in actual regenerators the conditions 
for which Eq. 4 was derived do not exist has been treated by 
Rummel,* to which the reader is referred for details. An 
approximate treatment of the problem indicates that JfT of Eq. 3. 
is modified to 




1 

hA^A 
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It 

ROa+Bo) 


(5) 


in which Cp is the specific; heat of the brick, p is its density, R is 
the ratio of the total volume of the bricks to their exposed sur- 
face, and k is the thermal conductivity. For most regenerator 
problems the tliird term of the denominator will be found negli- 
gible (although blast-furnace stoves represent an application in 
which the cycle of operation is too long to justify neglecting the 
brick action). 

Coefficients of heat tramsmission suitable for use in regenerator 
design are available in the reference cited. 

The pressure drops through such checkwork or flues can be 
e.stimated in the usual way (pages 77-97). In this country the 
velocities employed are very low (6 to 10 lin. ft. per sec.) because 
dependence is usually upon stack draft. As the cost of fuel 
goes up, the necessity for heat recovery will increase, regenerators 

* Arcft. EiaenhUttenw., 4 , 367 (1931). 
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will be built larger or else be operated at higher gas velocities, and 
the necessary pressure drop will be overcome by forced draft. 

Air consists of 79 per cent by volume of nitrogen. Since the 
si>ecific heat is nearly the same as that of oxygen, it may be seen 
that a great saving in heat could be effected if the oxygen content 
of the air used could be increased. For some purposes this will 
be accomplished with much profit in the near future. This possi- 
bility of saving is, however, a practical rather than a theoretical 
one, as it should be possible by the methods of recovery just 
described to preheat all the niti*ogen entering the furnace with the 
sensible heat of that leaving it; the present preheaters required 
are large, expensive and relatively inefficient. 

7. CALCULATIONS 

The general methods of thermal calculation of furnace prol>- 
lems will be illustrated by the following computations on a gas- 
fired continuous preheating furnace. 


Test Data 

Duration of lest 12 hr. 

Stock fed, total 542,020 lb. 

Average temperature of stock fed 86°F. 

Average temperature of stock discharged J 167®C. 

Average specific heat of stock 0. 153 

P'uel gas consumption, saturated with water vapor at SOT. 

and 29.5 in. barometer 1,301,000 cu, ft, 

B.t.u. per cu. ft. of gas (water condemsed) saturated at 

SOT. and 29.9 in. barometer 517 

Average fuel gas temperature (100 per cent relative In i mid- 

ity SOT. 

Average air temperature 80®F. 

Average air relative humidity 53 per cent 

Average gas temperature entering stack 843T. 

Average gas analyses: 



Leaving Furnace 

Entering Stack 

CO* 

8.24 

4.61 

0 ,.'. 

1.15 

12.05 

cb 

5.34 

0.12 

N* 

85.27 

S3. 32 


Total (dry basis) 

100.00 

100.00 
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Ftrsii Cab (Dbt Basis) 


Per cent 


lUuimiiaiits 3.3 

Oi 0.4 

CO 7.0 

Hj 53.0 

CH4 29.0 

Ns 5.0 


Prelimi&aiy Calculations 


1. Bams: 100 inols of dry fuel gas: 


Ga3 

Mols 

Atoms C 

Mols Hs 

Mols Os 

COt 

2,3 

2.3 


2.3 

lU.* 


9.9 

9.9 

Os 

0.4 



0 4 

cb 

7.0 

7.0 


3.5 

Hs 

<53.0 


53.0 

CH 

29.0 

29.0 

58.0 


N, 

5.0 




Totals 

100.0 

48.2 

1* 

120.9 

6.2 


* Taken us equivalent to CgHg. 


2. Biinis: 300 tnols dry flue gas at furnace. 


Gsis 

Mols 

Atoms C 

Mols Hs 

1 

Mols Os 

CX)s 

8.24 

8.24 


8.24 

Os 

1.15 


1.15 

2.67 

cb 

i 5.34 

5.34 


Ns 

85.27 






Totals, 

100.00 

13.58 

1 


12.06 




3* Basis: 100 nuds dry flue gas at stack. 


Gas 

Mols 

Atoms C 

Mols Hs 

Mols Oa 

(x>t 

4.51 

4.51 


4.51 

Os ... 

12.05 



12 05 

CO 

0.12 

0.12 


0.06 

Ns 

83.32 



Totals 

100.00 

4.63 


16.62 
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Ratio of air to fuel gan. Basis: 100 rnols dry fuel gas, 

1 . At furnace. 

By carbon balance, 

48.2 **0,13582/; whence y**355 mola dry flue gas. 

By nitrogen balance. 

0.70x4-5.0 *=0.8627 (355); whence x*--376 mols dry air 
00 =="3.70 mols dry air per mol of dry fuel gas. 

2. A t stack, 

48.2 **0.0403?/; y « 1040 mols dry flue gas» 

0.70x4*6.0 **0.8332 (1040); x«1090 mols dry air, 

=10.00 mols dry air per mol of dry fuel gas. 

3. Flue leakage . — The increase in air from furnace to stack is obviously 
leakage. Since the basis is fuel gas, air quantities may be subtracted 
directly, i.e., the in-leak of dry air is 10.00— 3.76 *=7.14 mols /mol of dry 
fuel gas. 

120.0 

Mols Oa theoretically recpiired for fuel **48.2 (for car]>on) 4—-— (for Ha) 

2 

= 108.66. Since the fuel contains 6.2, the <lifference, 102.45 mols O2, 
requires 102.45/0.210 =*488 mols of dry air. 

Mols dry air in flue gas per mol of dry air theoretically required. 

Leaving f urnace, 

*^548 8 =0.771; excess air= —22.0 per cent. 

Entering stack, 

^ ® % 8 8 ~ 2.23 ; excess air *= 4 1 23 i>er cent. 

Overall heat balance. Basis: 12 hr. 

1,285,000 cu. ft. saturated fuel gas at 86°F. and 

1 atmosphere, since pressure of water vapor at SC'^F. **1.248 in. mercury. 
Input (in fuel gas). 

(1,285,000) (517) =664,000,000 B.t.u. 

l,285,000^g^^^gj =3220 mols saturated fuel gas, 

1 *^48 

3220-2^7“ =136.5 mols moisture in fuel, 

2u.o 

3220 — 136 = 3084 mols dry fuel. 

(100) (136.6)/8084 »4.42 mols moisture/100 mols dry fud. 
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Mols water from burning 100 mols dry fuel » 120,0, 

Total from 100 dry fuel « 120.9 -}“4,42 « 125.3. 

Partial pressure of water in air « (0.53) (1.248) «» 0.662 in. of msrcury. 
Partial pressure of air » 29. 5 — 0.66 » 28. 84 in. of mercury. 

niT • ^ • (1090) (0.662) , 

Moisture from air « ' — 28~84 — ' * mols. 

Moh moi&ture in stack gas. 


From fuel « 125 . 3 
From air « 25.0 

Total 150.3 

iMent heat up stack. Basis: 12 hr. 

^^(150.3) (18) (1044) =87,400,000 B.t.u. 
Potential heat up stack. Basis: 12 hr. 

(35?4Hlo«W0^?)aiM«>l(J» .4,70 »,ooo 


Sensible Heat* up Stack above 86°F., per 100 Mols Dry Stack Gas 


Gas 

Pound 

mols 

At 843^F. 
B.t.u. above 
60°F. 

At SG’^F. 
B.t.u. above 
60"F. 

Differ- 

ence 

1 

B.t.u. 

loss 

CO 2 

4.61 

8,340 

231 

8,109 

36,600 

CO 

0.12 

5,610 

181 

6.429 

700 

O 2 

12.06 

5,850 

182 

5,668 

68,400 

N. 

83.32 

5,560 

181 

5,379 

448,000 

H 2 O 

14.44t 

6,610 

210 

6,400 

92,500 






646,200 

Total 1 






Based on Fig. I, page 10. 

1 150.3/10.4 « 14.44 mols total HsO vapor per 100 mols stack gas. 


Total sensible heal up stack above 86®F. Basis: 12 hr. 

(3084) (10.4) ^^^° =207,500,000 B.t.u. 


Heat into charge. Basis: 12 hr. 

(542,020) (0.153) (2135 -86) « 170,000,000 B.t.u. 

* 67,650 gm. cal. evolved by burning 1 gm. mol. of CO to CO 2 . 
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Distuibution of Heat 



B,t.u./12 hr. 

Input, per cent 

Input (in fuel) 

664,000,000 

100.0 

Output: 



Into charge 

170,000,000 

25.6 

Stack losses: 



Potential 

4,700,000 

0.71 

Latent 

87,400,000 

13.2^ 45.1 

Sensible 

1 207,500,000 

31.2) 

tJnaccounted (radiation, cooling water, etc.) 

194,400,000 

29.3 

Total j 

1 664,000,000 

100.0 



CHAPTER VIII 


GAS PRODUCERS 

As pointed out on page 182, producer gas, the product of con- 
trolled primary combustion of coal with a thick fuel bed and with 
steam mixed with the primary air, is of increasing importance in 
industrial furnaces. Producer gas is the logical development of 
the ‘^ong-flame” combustion of fuels with suppression of primary 
combustion and increase of secondary. As in the case of coal- 
fired furnaces, the steam is used to make possible the utilization 
of low-volatile fuels and the gasification of all the combustible 
matter of the fuel and not merely of the volatile combustible. 
The gas producer represents the isolation of primary combustion 
under conditions of exact control, thus rendering it unnecessary 
to compromise in design and operation between the demands of 
the gas-producing apparatus and those of the furnace itself. 
Each may be constructed and run to the best i)ossible advantage 
for its own purpose irrespective of the other. Consequently 
modern construction is to an ever-increasing extent discarding the 
direct use of coal in the furnace. For example, lime kilns fired 
with producer gas have been installed and are proving successful. 

From the discussion on page 181, it is obvious that a gas 
producer must operate with a thick fuel bed. The oxygen of the 
air burns to CO 2 extremely rapidly, raising the bottom of the fuel 
bed to a very liigh temperature. This temperature is low^ered 
by the presence of the steam, largely due to its diluent effect, 
since the rate of interaction of steam with carbon is slow com- 
pared with that of oxygen and also since any hydrogen formed 
would be largely reoxidized as long as oxygen is present, because 
of the high rate of this last reaction. As soon as the oxygen has 
disappeared, however, carbon begins to reduce both steam and 
CO 2 as indicated on page 174. Because all these reduction reac- 
tions absorb heat, the fuel bed is chilled thereby. There is 
therefore a sharj:) temperature gradient in the fuel bed, heat 
flowing rapidly by both radiation and conduction from the lower 
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la 3 rer of the bed (the oxidizing layer of CO 2 formation) up to 
this reduction zone. This tends to keep down the temperature 
of the oxidation zone, but that temperature will rise rapidly 
with increase of combustion rate, because the heat evolution 
due to increased CO 2 formation will be greater than can be 
dissipated to the reduction zone. Since, as will appear later, 
one of the most serious difficulties in gas produceiif t^omes from 
fusion of the ash, it is nccessaiy to have the steam quantity high 
and the combustion rate low in order to keep down the tempera- 
ture in the oxidation zone because this is the very point where 
the ash Is being deposited. It is on this account that gas pro- 
ducers cannot, in general, be forced above a combustion rate of 
40 lb. of coal per sq. ft. of cross section of fuel bed per hr., while, 
with some coals with low-fusing ash, rates of 10 to 15 lb. cannot 
be exceeded with safety. 

Where the hot gas rises through the cold fuel, the latter is dis- 
tilled in the entire absence of air. If the temperature of this dis- 
tillation is low, as is usually the case, large quantities of tar are 
formed, the removal of which is one of the serious problems of gas- 
prodiiccr operation. Where the temperature is higher, these 
hydrocarbons are cracked with formation of soot, almost equally 
obnoxious. Where the hot gas can be led directly from the pro- 
ducer to the furnace (ravr producer gas), these impurities may not 
be a serious prol)lem. The formation of this tar and soot can be 
eliminated by passing the air down through the fuel bed but the 
mechanical difficulties encountered have in the past proved 
sufficiently serious so that this type of producer is not widely used. 

The methane and traces of illuniinants in producer gas come 
mainly from distillation of the fuel and are therefore highcwst in 
high-volatile high-B.t.u. coals. 

From the discussion on page 174, it is clear that a producer 
operated at low temperature will give relatively large quantities 
of CO 2 and less CO and hydrogen, in other words, a low-B.t.u. 
gas. The higher the temperature, the greater the capacity of the 
producer and the higher the heating value of the product. Since 
the temperature of operation is limited by the temperature of 
fusion of the ash, the value of a coal for gas producer operation 
depends largely thereon. 

Where producer gas is cleaned or piped any great distance, it 
is cooled and the sensible heat of the gas is lost, while raw gas 
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is used directly and this heat is conserved. The efficiency of 
conversion of the energy of the coal into heating value in the gas 
is therefore reported sometimes on a ^‘cold/' sometimes on a 
*‘h6t/^ basis. It is convenient to use the cold basis as a standard 
for comparisons, even though, where conditions warrant, the 
additional sensible heat is recoverable. 

Were no steam used in a coke-fired producer but the CO 2 
completely reduced to CO, the efficiency (cold) would obviously 
be 135,300/2(97,000) or 70 per cent (see page 173). Were heat 
loss eliminated, the remaining 30 per cent would be the sensible 
heat in the gas. While steam absorbs part of this sensible heat 
and converts it into chemical energy in the formation of hydro- 
gen and CO, the facts that the undecomposed steam carries away 
sensible heat and that the decomposition of steam tends to 
suppress the reduction of CO 2 partially offset the advantages 
gained. Incomplete reduction of CO 2 reduces the efficiency of 
a producer. Volatile combustible matter in the coal greatly 
increases efficiency since it can be distilled at the expense of 
the sensible heat in the spent gases but increases trouble with 
tar.' As a result of all these factors, the cold efficiency of com- 
mercial producers is from 65 to 85 per cent, 70 per cent represent- 
ing average practice. 

The effect of steam on the efficiency has be’ien determined 
exi:)erimentaUy;* although the data are not conclusive, it is defi- 
nitely shown that the efficiency is affected but little with steam 
injections of from 0 to 0.4 lb. per lb. of coal fired, but that effi- 
ciency rapidly decreases as the steam quantity is increased above 
this value. It is therefore desirable to keep the steam con- 
sumption down to the lowest point compatible with prevention 
of fusion of the ash and maintenance of a reasonable rate of com- 
bustion in the producer. 

It must be kept in mind that the fuel bed of a producer con- 
sists of four zones: the bottom layer of ashes, the function of which 
is to support and insulate the incandescent fuel; the oxidation 
zone where the temperature is very high ovdng to CO 2 formation; 
the reduction zone where the temperature is low owing to the heat 
absorption resulting from decomposition of water and CO 2 ; and 
the preheating and distillation zone where the cold fuel is coked 

♦Bon® and Wheeler, J, Iron Steel Inst. (London) ^ 76, 126 (1907); 
Clements, J. Iron Steel Inst. (London), 107, 97 (1923). 
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by the sensible heat of the gases from the reduction zone. It is 
oWiously desirable to have the time of contact of the CO 2 and 
steam with the incandescent coke as great and to have the tem- 
perature of this reduction zone as high as possible in order to 
get high percentage decomposition into combustible gases. 

The reduction zone gets its heat exclusively from the oxidation 
zone, and consequently the top part of the reduction zone is at a 
temperature so low that the rate of the reduction reactions is very 
slight. Hence it is unsatisfactory to try to secure time of 
contact by greatly increasing the depth of the fuel bed. It must 
be realized by increasing the cross section of the producer, i.c., by 
cutting down the velocity of the gases through the fuel bed and 
reducing the combustion rate. This reduces the distance 
between the oxidation zone where the heat is generated and the 
reduction zone where it is consumed, and therefore facilitates 
the flow of heat from the first to the second. This increases the 
reduction of CO^ and steam, bc^cause of the increase in l)oth time 
of contact and temperature of the reduction zone. In this way 
it is possible to increase the heating value of the gas produced 
by 20 per cent and to increase the efficiency of the equipment by a 
corresponding though smaller amount. 

It must not be concluded from the preceding paragraph that 
a gas producer should be operated with a thin fuel bed. The 
thicker the fuel bed, other things eqtmlj the better the results 
because the greater the action in the reduction zone and the more 
complete the recovery of sensible heat in the distillation zone. 
The point is that increase in time of contact, obtained by increase 
in cross section of the fuel bed, is far more effective in increasing 
the efficiency of the reduction zone than a corresponding increase 
secured by greater depth. 

The maximum temperature allowable in the oxidation zone 
of a producer is from 50 to 200°F. below the fusion temperature 
of the ash. The producer must be fired at a rate sufficiently low 
and with a steam-to-air ratio sufficiently high to keep the tem- 
perature down to this point. If the ash fuses at 2000°F., the 
combustion rate cannot exceed 5 to 6 lb. of coal per sq. ft. of 
crovss section of the fuel bed per hr. without the use of an excess- 
ive amount of steam, which will result in a low efficiency and a 
)ow-B.t.u. gas, rich in CO 2 . A fusion point of 3000° makes it 
possible to more than double these combustion rates, reduce the 
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steam-air ratio and increase the reduction, thereby increasing the 
efficiency. Therefore, while it is possible to make producer gas 
with fuels having low-fusing ash, the overhead expense of gas 
production is nearly double and the quality of the resulting gas is 
lower, in comparison with a coal of high-melting ash. Where 
the Wear and tear on the lining is the limiting factor (see page 
229), a very high-melting ash makes it possible to carry a heavy 
emergency overload for a short time, though at the expense of 
depreciation of the lining. 

The great disadvantage of producer gas is its low heating value 
due to the large amount of diluent nitrogen and undecomposed 
GOjj. Gas with a heating value less than 90 to 95 B.t.u. per cu.ft. 
will not support its own combustion without preheating, and such 
gas may all too easily be obtained from a producer because of diffi- 
culties that will be discussed under operation. An anthracite 
coal should give a gas of 130 to 135 B.t.u. and a good bituminous 
coal will easily produce 150 to 160 B.t.u. The highest grade 
bituminous coal in well-designi^d producers operated at reasonable 
combustion rates will give 180 B.t.u. continuously and has been 
known to yield 215 B.t.u. under special conditions. These excel- 
lent results can be realized, however, only wdiere very complete 
decomposition,, of the CO 2 and steam is obtained, the CO 2 in the 
resulting gas being brought well below^ 5 per cent. 

TYPES OF PRODUCERS 

One of the major advantages of the gas producer lies in the 
fact that it can be designed and operated so as to handle low- 
grade fuels, either those with excessive ash (if nonfusing) or of 
low heating value (brown coals, lignites, etc.). In the latter case 
the heating value of the gas is lower. It is unfortunate that the 
combined water of these low-grade fuels is driven off in the dis- 
tillation zone and cannot be utilized as the source of steam for the 
production of the gas in up-draft producers. This disadvantage 
is overcome in some large units into which pulverized low-grade 
coals are fed at the bottom of the fuel bed; this type of producer 
is now being developed in Europe. Likewise, the development 
of thoroughly successful down-draft producers would greatly 
increase the efficiency of decomposition of such low-grade fuels. 

The apparatus for making industrial gas by these reactions is 
called a producer, and consists essentially of: 
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1. A container or reaction vessel. 

2. Provision for supplying fuel. 

3. Provision for supplying air and steam. 

4. Provision for removing ash. 

5. Provision for removing gases formed. 

6. Provision for removing flue dust and tar. 

1. l!Tie Container. — The container is usually a steel cylindrical 
shell lined with fire brick. It may be one stationary piece, or 
one piece rotating on a central axis, or in two parts, either or both 
of which may rotate. The top and other vulnerable points are 
generally water cooled. The size varies from 5 ft. diameter to 
dimensions of 10 and 12 ft., and the capacity is from 500 to 
3500 lb. of coal per hr. The bottom may be a special shaking 
grate, but more frequently the fire bed restvs upon a mass of ashes 
which is supported by a pan filled with water. 

It is a well-known fact that steam has at high tempicratures a 
selective disintegrating action on fire brick that is very serious. 
Also in a producer the fuel bed is continuously working down- 
ward and thereby abrades the lining. Furthermore the ash may 
exert a fluxing action on the lining even below its melting point 
(just as salt will melt ice below 0®G.) Consequently a producer 
lining operates under exc('ptionally severe conditions and the 
temperature of the oxidation zone must be held down to keep 
the deterioration within reasonable limits. The development of 
a special refractory to resist these conditions would make it 
possible to in(;rease the efficiency and capacity of producers when 
using coals of high-fusing ash, 

2. Fuel Supply. — The supply of fuel may be intermittent or 
continuous; an intermittent fec^d is simpler from a mechanical 
point of view, but the spasmodic addition of large quantities of 
green coal leads to an irregular |)roduction of distillation gas and 
tar. It is all-imp)ortant that the top of the fuel bed be kept level 
and the mass of fuel uniformly distributed. There is a tendency 
for the larger pieces of the fuel to pass to the outside edge of the 
charge, thus creating here a path of smaller resistance than 
through the center and causing irregularity of combustion. The 
blast of air and steam naturally takes the path of least resistance, 
and, when a channel or “chimney '' is once formed in the fuel bed, 
it rapidly increases in size owing to the localized combustion. 
This is fatal to good operation; first, the intense heat thus set 



230 


PBINOIPLES OF CHEMICAL ENQINEEEING 


free fuses the ash into masses of clinker very difficult to manage; 
second, much steam passes through so rapidly that it does not 
react with the carbon and, leaving the producer at a high tempera- 
ture, carries with it large quantities of sensible heat; third, uncom- 
bined air passes through these channels or blowholes and burns at 
the top of the fuel bed, causing high CO 2 content and low calorific 
value in the gas. Provision for maintaining a bed of reacting 
fuel of uniform density free from such openings is a matter of 
importance and is accomplished more or less successfully in a 
number of ways which will be discussed later. 

Coal broken to a uniform size of from 1 to 2 in. and freed 
from dust is the most desirable size of fuel, although ''run of 
mine'’ when crushed to pass a 4-in. mesh or ring is the most com- 
mon in use. It seldom, if ever, pays to use strictly slack coal even 
though the first cost is very low. The capacity of the apparatus 
is cut down by the choking of the blast, which must be driven at a 
higher i^ressure to force it througii the fire. Blowholes are on 
this account more readily formed and a hot gas of low calorific 
value fe produced. Suction producers arc generally fed with 
f ^thrsicite coal, for, although a great deal of work has been done 
utilizing soft coal, the high ash, sulfur and coking charac- 
have pntil recently prevented its successful use. West- 
5 ;!f^J^nites in large sizes and German brown-(;oal briquettes give 
good results. Bituminous coals work well in pressure pro- 
ducers and consequently anthracite is burned only in compara- 
tively small plants of this class, 

? A Supply of Air and Water Vapor. — Gas producers may be 
divided into two types according to the method of supplying air 
and steam; in the first they are drawn through by means of an 
exhauster or other form of suction, and in the second they are 
forced through by pressure from a blower or injector. The 
former is ased chiefly to supply internal-combustion engines 
where the vacuum of the cylinder is directly communicated to 
the producer. In such cases provision is made for saturating 
the air with moisture in an independent apparatus. 

In pressure producers the steam supply is usually under high 
pressure and is often used to inject the necessary volume of air 
into the fuel bed. It is desirable to be able to control the air fed 
to the producer and the ratio of steam to air independently of 
each other, smce the first controls the combustion rate in the 
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producer, while the second should be kept substantially constant 
for a given fuel but be capable of adjustment if the fuel changes. 
With a steam injector this control is impossible. The steam-air 
ratio can be maintained constant either by a thermostatic control 
inserted in the mixture and by operating the steam valve, or by 
humidifying the air with hot water up to a thermostatically con- 
trolled temperature. The steam for direct injection or for beat- 
ing the water can be obtained advantageously from the exhaust 
of the steam-driven air blower. Proper design of the distributing 
head is important inasmuch as an even distribution of the air 
and steam supply is highly desirable in the operation of the 
producer. In those types in which the fuel rests upon a l>ed of 
ashes in a water-cooled pan, the distributing injector is placed 
in the center just below^ the zone of active combustion. Obvi- 
ously suction producers must employ some form of grate so 
designed that the even distribution of the supply gases is insured. 
The avoidance of large clinkers is directly dependent upon the 
oven distribution of this blast. Localized high temperature 
incident to bkwholes and chimneys produces clinkers difficult 
to remove from the ash bed. When this occurs on the edge of 
the fuel bed, the?y stick to the wall and may cause the fuel to arch 
across or ^4iang,^’ thus greatly interfering wdth regular operation. 

4. Removal of Ash. — In sucMon gas producers and others 
employing grates, the ash is removed by a movement of the grate 
bars. In order to compensate for the more easy passage of the 
supply gases at the area of contact between the fuel bed and the 
lining of the shell, the ashes must be somewhat more completely 
removed at the (tenter of the mass than around the edge. In the 
various types of pressure produ<*ers the evolution from a station- 
ary grate, through the rotating or otherwise movable exposed 
grate to grates submerged in water, and finally to the grateless 
bottom in which the ash stands in a pan of water accessible from 
every point of its circumference, has been slow but continuous. 
The periodical removal of the ash and clinker of necessity dis- 
turbs the fire zone and interrupts the production of a uniform gas. 
Hence most modern producers provide for either a large storage 
space for ashes, so as to render removal necessary only at long 
intervals, or for a continuous removal by working the bottom 
toward the outside edge and periodically lifting out the exuded 
portion by means of a plow. 
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6. Removal of Gas Formed* — ^The gas is generally removed 
through an outlet in the side of the top of the producer, whence it 
passes to the coolers and scrubbers, usually through a water seal 
Attempts have been made to withdraw the gas from the center of 
the producer below the upper level of the fuel bed in order to 
decompose the tar by cracking, but the mechanical difficulties 
encountered have resulted in the abandonment of this type. 

6. Removal of Flue Dust, Soot and Tar. — Where the gas is to 
be used for oi)erating an internal^combustion engine, it must Ixj 
cooled and purified from the dust of the ash and the soot and tar 
that always accompany the decomposition of soft coal Until 
very recent times coal tar of any description has not had ready 
sale except from large installations, and the logit^al method of dis- 
position was to return it to the body of the producer for further 
action, despit-e the fact that for many heating purposes highly 
carbonaceous material is particularly advantageous on account of 
the luminous flame produced and the radiant energy set free. 
The principles of removal of liquids and solids from gases are 
taken up in the chapter on Separation and their application here 
is obvious. The distribution of clean cold gas over wide areas 
be done under low pressure (1 to 5 lb.) and does not present 
(Acuities of leaks or heat insulation. Ck>nd<m8ation of tar is 
usually encountered on account of its incomplete removal It is 
important to provide suitably located traps for it. 

The application of the above general considerations in the 
design and operation of modern gas producers will be illustrated 
by a few of the large number of machines now available. 

The Morgan producer consists of a stationary water-cooled 
top equipped with an automatic intermittent fuel door and an 
outlet for the gas. The shell is partly water cooled and rests upon 
a base with which it rotates, vrhile the fuel bed is supported by a 
layer of ashes held in a water-cooled pan. A spiral-shaped bar on 
the bottom causes the ash to travel to the outside rim where it is 
continuously removed by a plow. The fuel bed is kept level and 
compact by a heavy bar which floats on top of it and accommo- 
dates itself to any height, distributing the fresh fuel evenly and 
closing up blowholes. The blast is forced up under a central 
hood with cowl located in the ash bin. The working capacity of 
the unit is about 2000 lb. of coal per hr. 
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The Chapman producer uses a stationary shell located above 
a pan of water which serves as a water seal and which is so shaped 
that the ashes can be hoed out of it without difficulty. It is fed 
continuously with a ratchet-operated gear-tooth feed. The fuel 
bed is kept even and blowholes are closed up by a water-cooled 
rake, the prongs of which project into the fuel bed so that, unlike 



Fig. 79. — Morgan gaa producer., {Courtesy of Morgan Construction Co., Wor- 
cester, Mass.) 


the Morgan producer, holes are closed up by sidewise pressure 
rather than by having green coal raked into them. 

The Smith producer consists of a series of rectangular sections 
side by side, each of which has its own grate and air supply. The 
grates slope backward at an angle of 35 deg. and mechanical 
stokers charge coal through the front wall, building up a single 
fuel bed for the series of sections. Air, saturated with water 
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vapor at a definite temperature, is drawn up through this bed by 
suction and the gas comes off through a central outlet and is 
cooled and cleaned before distribution. 

The Hughes producer consists of a revolving brick-lined shell 
with a stationary water-cooled top carrying the chaiging doors 
and the exit for the gas, and an ash pan revolving with the shell. 
The fuel is leveled and the reaction mass is kept free from channels 



Fio. 80, — Chapman gas producer. 


by a vibrating water-cooled poker depending from the stationary 
top and reaching well into the incandescent zone. This poker 
swings backward and forward, and as the shell revolves it takes 
as a path a series of ellipses moving in an arc between the center 
and a few inches from the shell lining. The blast is introduced 
at the center through a bell-shaped distributing head. The 
capacity is about 2000 lb. of coal per hr. 

GAS PRODUCER COMPUTATIONS 

Exactly as in the case of furnaces, the performance of a gas 
producer is most easily controlled by gas analysis. A complete 
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test on a producer set is time consuming and usually the equip- 
ment is so arranged as to make it difficult or impossible to secure 
all the data needed. It is therefore fortunate that the gas analy-^ 
sis can be made to give so much information. 

It is often difficult to measure the amount of gas produced 
because the quantity is large and meters of sufficient capacity 
are not usually available and more particularly because the rate 
of gas production is liable to wide fluctuation. From the amount 
of fuel used, which can be determined readily and accurately, 
and a knowledge of the carbon content of the fuel, a carbon 
balance will immediately give the gas production, provided cor- 
rection is made for the tar and soot formed and for any unburned 
(‘ombustible in the ash. The latter is obtained from analysis of 
the ash but data on the former are difficult to secure accurately 
in a short test. Where a given fuel is used over a long period of 
time under reasonably constant conditions of producer ojiera- 
tion, the tar and soot formed can be obtained directly from the 
plant records; the result can be expressed as percentage on the 
fuel, or better still as percentage on the total combustible matter 
fired. For coal from a given mine this figure will be quite con- 
stant; indeed for a given coal it will not change greatly even with 
wide variations in operating conditions. 

Calculation of Gas Production. — The following illustration indi- 
cates the general method of computation of producer-gas data. 
In the test chosen the gas production was measured directly 
and can therefore be compared with the computed result. In 
most industrial installations the gas cannot be measured with 
accuracy without undue trouble and expense, but the data used 
below can all be obtained without difficulty. Since the ultimate 
analysis of the coal was not available (as is usually the case), it 
was necessary to estimate its carbon content from its heating 
value (see page 169). 

Test 106, U. S. Bureau of Mines Bull. 13 

Fuel Analysis 

Ash 11,41 per cent 

B.t.u. (as fired) 10,528 

Sulfur 1.33 per cent 

Pounds fuel per hour 370.7 

Pounds tar per ton fuel 144 
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Gas AnaIjTsis 


Gas Per cent 

CDs 9.2 

C,H4 0.4 

€0 20.9 

H, 15.6 

CH4 1.9 



Calctjlations 





C 

H, 

0 , 

CJOa 

9.2 

9.2 


9.2 

OJI. 

0.4 

0.8 

0.8 


00 

20.9 

20.9 


10.45 

H. 

15.6 

.... 

15.6 


CH 4 

1,9 

1.9 

3.8 


N. 

52.0 

— 





32.8 

20.2 

19.65 

Oj from air =52(0.21 /0.79) 



13.82 

Oa from steam 


s: 


5.83 

Hi from steam = 

« 2(5.83) 


11.66 


Hj from net H 2 

in coal = 


8.54 



Weight per cent of carbon in the coal which goes into the gas *=x. 
Weight per cent of oxygen in the coal (total, except ash) ~ y. 
Weight per cent of net hydrogen « 2 . 

Assume tar to be (CH 2 )«, or 20.7 lb. H and 123.3 lb. C per ton of coal 
or 1.035 per cent H and 0.165 per cent C on the fuel as fired. 


From the fsct that 


carbon 


jjij . 

oxygen plus ash 16,750 
(x4'6.165)/(.v-f 11.41) *=1.79. 


17,230 


B.t.u. 


-0.98, 


The ratio of carbon to net hydrogen in the gas, in mols, can be equated to 
the same ratio calculated from the coal : 


32.8 

8.54 


3.841 


xll2 

(2~1.035)/2.01“6’ 


Also, assuming 1.2 per cent N in the coal, 

*+6.165+2+i^- »+1.2+1.33+11.41 =100. 

Prom these three equations, x «= 52.4 per cent carbon in the coal which 
goes into the gas. Hence the gas per hour is: 
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The actual gas production per hr. as metered was 18,170 cu. ft. 

Estunatioii of Steam Consumption and Decomposition.- -Per- 
haps even more important than knowledge of the gas pro- 
duction is the determination of the steam consumption and of 
the extent of its decomposition in the producer. Under normal 
plant conditions the direct measurement of the steam used is 
almost as difficult as that of the gas produced, because the essen- 
tial thing is the ratio of steam to gas and both these quantities 
are subject to wide fluctuation. Where a plant happens to be so 
equipped that the steam for a given unit can be fed to that unit 
as water, the measurement of the total amount of this water over 
a given period of time is easy. Where, however, resort must be 
had to steam meters of either the orifice, Venturi or Pitot-tube 
type, these, even when of the integrating type, lose somewhat in 
dependability owing to the excessive variations in operating con- 
ditions. It is sometimes possible to cool the gas below its dew 
point under such conditions as to measure the condensed water, 
although condensing tar makes this difficult. From this, correct- 
ing for the residual vapor in the saturated gas, one obtains the 
water vapor in the gas leaving the producer. This figure 
includes, however, all the water, lioth free and combined, in the 
fuel used, and very little of this is decomposed in the producer. 

The reaction-rate equations developed on page 184 can be used 
for estimation of the steam consumption and its percentage 
decomposition. It must be remembered that in the oxidation 
zone of the producer the oxygen goes almost quantitatively to 
CO 2 while the water vapor will be little reduced because any 
hydrogen formed would immediately be reoxidized. In the 
reduction zone this CO 2 and water vapor interact with the carbon 
in the way described on page 224, the only differences being the 
presence of the diluent nitrogen and the fact that the initial COa 
is high, while in the production of water gas it is zero. 
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It is well to remember that these equations mean simply this: 
that, if steam is being reduced by carbon, any CO 2 mixed with the 
steam is also being reduced, and that, therefore, the ratio of reduc- 
tion of the two depends only on their relative concentrations, 
and not on time of contact and temperature (except to a minor 
degree), since any change in these last two variables will have a 
similar effect on the reduction of both. 

For computation it is b(ist to use 100 parts of nitrogen as the 
basis because this gives an unchanging standard. On this basis 
call the parts of CO 2 v and of water vapor x as before, but remem- 
bering that the bavsis has changed. It will be seen that the 
differential equations are absolutely identical with those for the 
case of water gas, z.c., 

dv/dd = k^x — k^v and dxjdB = — {kt'^2k^)Xy 

whence 

dv _ 0v—x 

dx aX 

where 

^^ki/h and a = 2+{k^/ky)y 
which integrates into 

For simplification assume that all the oxygen has gone to CO 2 
at the top of the oxidation zone. Since air consists of 21 per 
cent oxygen and 79 per cent nitrogen, this means that the CO 2 
at the start of the reduction zone is 26.6 per cent on the basis of 
IOON 2 . Call the injected steam per 100 parts of nitrogen xo- 
Inserting these values and remembering that the values of 0 
and a should be the same as before, the following equation should 
represent the relation between the CO 2 content of the producer 
gas, steam used and the steam remaining undecomposed : 

(l.Ol)t; = (26.9 — Xo) (x/xq) 

If this equation is used to compute the CO 2 content of the gas 
by inserting into it experimentally determined values of the 
steam utilization and decomposition from gas-producer tests, 
it is normally found that the calculated CO 2 value is lower than 
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the observed one* There is general agreement that at the 
temperatures prevailing in the top of the fuel bed of a coal-fired 
gas producer, particularly because of the catalytic action of the 
hot coal particles, the reaction, 

CO+H 2 O-CO 2 +H 2 (1) 

goes extremely rapidly in comparison with the reduction reactions 
discussed on pages 180 to 185. Furthermore, at tliese tempera- 
tures the equilibrium of this reaction lies toward the CO 2 side. 
In other words, this reaction causes the conversion of CO to OO 2 , 
without, however, changing the total amount of reducing gas in 
the mixture. This increase of CO 2 at the expense of CO, not 
only in the upper zones of the fuel bed but in the gaseous space 
above it, has long been recognized. That part of it which occurs 
in the gaseous space above the fuel bed is called the Neumann 
reversion. The differential equations used above take no 
cognizance of this reaction and therefore give too low a value for 
the CO 2 content of the gas. Study of the results of a large 
number of producer-gas tests indicate that, for coke-fired pro- 
ducers, the CO 2 in the gas corresponds to the values given by 
this equation, whereas, with coal as a fuel, the actual CO 2 pcjr- 
centage averages about 3.6 units above the predicted value. 
Hence, the equation will give the relation between steam decom- 
position and the gas analysis if it is written in the following modi- 
fied forms: 

( 2 ) 

or 

1.0l(^-^^y-)(l -<!>) = <^+0.269(1 - ^)(| 7 - (2a) 

where b is either 3.6 or 0 as pointed out above, is x/xo and 
Hg is the hydrogem from the decomposition of steam which is 
equal to 2Cb2+202+C0 — 0.528N2, where CO 2 , CO, O 2 and N 2 
represent the molal percentages of the nispective constituents 
in the gas. The latter form of the equation is shown plotted 
in Fig. 81. 

It should be pointed out that an equation of different form which yields 
almost identical results can be obtained by assuming that the composi- 
tion of the gases leaving the reduction zone corresponds to equilibrium of 
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reniciioii (8)^ at a temperature of approximately 2000®F. Stoichiometric 
etitution into the equilibrium constant, irpte(CX))(HaO)/(OO8){H0 *2 at 
2000®F, (see Fig. 66, page 175) gives 

1 1+2(C02/HO 

(1 -- 1/.) "" 1 4-2f6.269(N2/Hi) ~1(0(^ 

Al plot of the values given by this equation can be superimposea on Fig. 81, 



Fig. 81. — Estimation of steam decomposition in gas producers. 


the differences between corresponding curves being within the experimental 
error of the data upon which this plot is based. 

Figure 81 offers a convenient solution of the important problem 
of determining the steam consumption of a gas producer from 
analysis of the gaseous product without the necessity of further 
data. The technique of using it will be made clear by a study 
of the accompanying table. The first seven columns give the 
experimental results of the producer-gas tests in question. The 

♦P. 178. 
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first six are the gas analyses and the seventh is the per cent steam 
decomposition as reported by the investigators. The remaining 
columns of the table represent the steps in the computations. 
Of the three runs reported, two are taken from Bone and Wheeler* 
and the last from Haslam, Mackie, and Reed, f The former used 
a high-volatile coal and the latter anthracite. 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

Dry gas conipositiozi, per cent 


1 

Ck 

6 

8 

1 

00 

d 

1 

0 


0-0.528N, , 

1 

1 

a 

1 







e 

eS 

0 

1 

8 

Q 

■f 

g 

t 


0 

4- 

eS 

ti 

CO 

g 

^ : 

1 

1 

0 

0 

CO 


CH. 

N, 

Oj 

I fc 

|^.1| 


8 

(M 



P 

pH 

5.25 

27,3 

16.6 

3,25 

47.50 


87.4' 

0.13 

3.74 

0.123I 

87.7 

13.25 

16.05 

22.05 

3.50 

44.55 


1 42.01 

0.508 

2.35 

0.568 

43.2 

11.03 

20.35 

1 

15.63 

0.11 

i 

52.13 

0.75 

59.1 

0.455 

3.20 

0.434 

56.6 


Column 8 gives the ratio (CO2-fc)/(2CO2+2O2+CO-0.528N2) 
and column 9 the ratio (N2)/(2C02+202+C0 — O. 528 N 2 ), 
which are the two values necessary to determine a point on Fig. 
81. The fraction of steam undeeoni]>osed, <t>j as read from the 
figure, is given in column 10. The last column contains the 
calculated percentages of steam decomposed, 100(1 — <^), which 
may be compared with the results obtained by the investigators. 
It will be noted that the agreement is excellent. 

Column 9 of the above table represents the ratio of the mols of 
nitrogen per mol of hydrogen from decomposed steam in the 
producer gas. The reciprocal of this value multiplied by 100 
gives the mols of hydrogen formed from steam per 100 mols of 
nitrogen. Dividing this value by 1 — </>, where 4* is the fraction 
steam undecomposed from column 10, gives the mols of steam 
injected per 100 mols of nitrogen; since 26.6 mols of oxygen 
enters with this nitrogen, the molal ratio of injected steam 

* jr. Iron Steel InsL (Tendon), 126 (1907). 

t Ind. Eng, Chem,, 19 , 119 (1927). 
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to air is found by dividing the mols of steam injected per 100 mols 
of nitrogen by 126.6. If one knows the carbon content of the 
coal employed and the per cent gasification of this carbon, these 
figures can readily be converted into pounds of steam injected per 
pound of coal fired, a form more frequently employed in producer 
practice. Thus, if the molal ratio of injected steam to nitrogen 
is multiplied by the ratio of nitrogen to total carbon as shown by 
the gas analysis, it is converted into the ratio of mols of steam 
injected per atom of carbon gasified. Multiplying in turn by 
the ratio of the molecular weight of steam to the atomic weight 
of carbon gives the pounds of steam per pound of carbon gasified 
and multiplying by the pounds of carbon gasified per pound of coal 
gives the required figure. The last run shown in the table was 
made with an anthracite containing 78.84 per cent carbon and, 
because of the character of the coal, its gasification was sub- 
stantially complete. Hence, for this case the conversion becomes 

The investigators report a steam consumption per pound of coal 
ibf 1.03. 

Equation 2, which is the basis for Fig. 81, indicates that, 
as one increases the steam fed to a gas producer, the percentage 
decomposition of steam of necessity drops off and at the same time 
the CO* increases while the ratio of CO to H 2 decreases, and the 
changes in these quantities make it possible to compute the 
corresponding change in steam injection. Hence, the changing 
composition of a producer gas with increasing steam would follow 
a path upward and to the right on Fig. 81. Furthermore, as 
the point representing the gas analysis moves upward, a decrease 
in efficiency is indicated because of the increasing amounts of 
steam fed, although this steam increase may be necessary in 
order to prevent clinkering troubles. As the point moves to the 
right, thinning or channeling of the fuel bed or excessive firing 
rates are indicated. In general, then, it may be said that points 
far to the right on Fig. 81 indicate poor fuel-bed conditions or 
excessive firing rates, while points high on the plot indicate 
excessive use of steam. The nearer to the origin a point falls, 
the lower the CO 2 /H 2 ratio, the better the steam decomposition 
and hence the greater the efficiency of producer operations. 
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The quantitative relationship in a producer between the 
steain consumption, the rate of firing and the depth of the fuel 
bed has never been determined. Prom the explanations already 
given it is obvious that both an increase in the rate of firing 
and a decrease in the steam-air ratio run up the temperature 
in the oxidation zone. Since this temperature must be kept 
below the fusing point of the ash, a knowledge of » the relation 
is important. 

One can set up a heat balance on the producer from the 
bottom up to any particular section of the reducing zone. Con- 
sider 100 moLs of entering nitrogen, corresponding to 26*6 mols 
of oxygen. At the oxidation zone, where this air first hits the 
hot coke, it will burn to CO 2 , Call t the temperature at the 
section in question in the reducing zone. If the fuel bed is of 
adequate depth, the counterflow of the hot gases rising above this 
section will preheat the coke flowing down to it substantially to 
the temperature L The heat generated by combustion is partly 
consumed l)eIow this section in the reduction of CO 2 and water 
vapor, while the rest of it rises from the section into the upper 
part of the producer, partly as heat carried up by conduction and 
radiation through the incandescent fuel bed due to the temper- 
ature gradient through it, and partly as sensible heat in the 
gases. Tho heat flowing up through the section by conduction 
and radiation may be calculated by subtracting from the total 
heat available from combustion above the temperature level t 
the heat consumed by the reduction reactions taking place below 
that section, computed, however, on the assumption that they 
take place at the temperature L Tins is allowable, since, 
although the reaction mechanism is entirely different, the net 
overall result is the same. 

The heat of combustion of 26.6 mols of oxygen to CO 2 is 
26.6 (97,000) = 2,580,000 P.c.u. or 4,640,000 B.t.u. To this 
luuwst, how^ever, be added the sensible heat content of the coke up 
to the temperature t, since the coke enters that part of the pro- 
ducer under consideration at this temperature level. The 
temperature in the active part of the reduction zone averages 
about 1700°F., and the average heat capacity of carbon up to 
this temperature is approximately 4.7 B.t.u. per lb. moL Tak- 
ing the temperature ta at which the reacting materials enter 
the producer as the base line, the heat brought in by the hot 
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carbon consumed in the oxidation zone is 4J (26.6) — 

(^—4). The total lieat available above the temperature level t 
is equal to the sum of the preceding quantities less the heat con- 
tent of the primary combustion products at this temperature. 
There are 100 mols of nitrogen with an average heat capacity 
(see page 10) of about 7.4, corresponding to 740 4) heat units 

and 26.6 mols of CO2 with a heat capacity of about 11.5, corre- 
sponding to 305 (t'-ta) heat units. There arc also xo mols of 
steam which entered with the air; its heat capacity averages 9 
(see page 10) and its heat content 9 Xoit'-ta). The algebraic sum 
of these quantities is 2,580,000— (920+9 a?o)(^ -“4). The heat 
consumed by reduction with carbon is due partly to reaction of 
CO2 and partly to steam. Per mol of gas reduced, the former 
consumes about 38,000 P.c.u. at the temperatures of the reduction 
zqine (somewhat le^s than at room temi^erature) and the latter 
aWit 30,000. The relative reduction of the two obviously 
varies from case to case, but, if one will employ an average heat of 
reduction of 34,000 P.c.u., one can, without serious error, speak 
of the total reduction of the two gases combined.* Designating 
the initial CO2 plus steam as Zo and the sum of unreduced CO2 
and steam at the section in question as z, the total reduction is 
obviously Zq—z, Furthermore, Zq = 2Q,Q+X(u The heat con- 
sumption of these reduction reactions is therefore 34,000 {zo—z). 
Consequently, per 100 mols of nitrogen entering the bottom of the 
producer, the residual heat flowing up by conduction and radi- 
ation through the section under consideration is 2,580,000 — 
(920+9xo) (^— 4)— 34,000 (zo—z) P.c.u. Calling r the amount 
of nitrogen rising per hour per square foot of cross-sectional area 
of the producer, expressed as hundreds of mols, the conduction 
heat cuiTent flowing upward through the section involved is 

-^=r[2,580,000-(920+9z«) (<-«„) -34.,000(zo-2)], in P.c.u. 

= r[4,640,000-(920+9:ro) (^-4)-61,200(;so~;s)], in B.t.u. (3) 

where in the first expression degrees centigrade are employed and 
in the second degrees Fahrenheit. 

* This is satisfactory provided the CO in the resulting gas exceeds the 
H2 from decomposition of steam. This is always the case unless excessive 
quantities of steam are used. 
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The equation is on a basis of 1 sq. ft- of cross section of the 
producer and 1 hr. This heat current may be equated to the 
thermal conductivity of the fuel bed times the temperature 
gradient, i.e., 

Q/Ae=--adt/dL. (3a) 

This is allowable, despite the fact that much of the heat flows by 
radiation, if the coefiicient a is empirically chosen for the tem- 
perature range in question (see pages 160-161). Furthermore, 
since the reduction rates of the two gases are roughly the same 
but since the reaction rate increases in the usual way, geo- 
metrically wnth increase in temperature, one may set up the 
reaction-rate expression 


rdzfdL == — kzeJ*K (4) 

The exact solution of these equations, even if possible, would 
be complicated. For an approximate solution it is perhaps 
allowable to give an average value in each specific ease to t in 
Eq. 3, ix., to write 

B = 2,580,000- (920+9x0)^” —-<a) -34,OOOzo. (36)* 
With this approximation the solution is as folkws: 

ln^+34,000(zo-2,) j (5) 

where the subscript 0 indicates conditions at the bordev line 
between oxidizing and reducing zones and 1 corresponds 
to the end of the reducing and beginning of the distillation 
zone. 

For normal conditions of producer operation with adequate 
depth of fuel bed, the second term on the left-hand side of Eq, 
6 is negligible in comparison with the first, rarely amounting to 
5 per cent of it. It is therefore advisable to drop it and rewrite 
the equation as 

* This expression assumes temperatures in degrees centigrade; if degrees 
Fahrenheit is used, it is necessary to multiply the first and last terms on the 
right-hand side by 1,8, 
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(5a) 

The constant b is approximately 0.006 to 0.007 (see below); 
K is best determined from data on the coal in question, or at 
least on a coal of similar type as to coking quality and texture 
of the ash. 

The qualitative interpretation of this equation is instructive. 
The left-hand side rises rapidly with temperature, but the rate 
appears on the right-hand side as a square term. Consequently, 
while the working rate (t.e., capacity) of a producer increases 
with the temperature, its increase is less rapid than the ordinary 
increase of reaction rate for a given increase in temperature of the 
oxidation zone. This is because the average temperature of the 
reducing zone is far below that of the oxidizing zone and rises loss 
rapidly than it. Furthermore, for a given inewmse in tempera- 
ture, i.e., for a given increase in the left-hand side of this equa- 
tion, one gains a double advantage, namely, improvement in 
both capacity and amount of decomposition of the steam and 
CO 2 . Within certain limits one can, by changing the steam-air 
ratio, use this advantage for either purpose. Since the rate term 
appears as a square while the decomposition term is the first 
power, it is obvious that increase in temperature is more effective 
in securing complete decomposition than greater capacity. Pro- 
ducer experience bears out this conclusion. 

The useful work done in the reduction zone of a gas producer 
is the reduction of Zo—Zj mols of CO 2 and water vapor to com- 
bustible gas. The numerical value of this expression is obviously 
the sum of the mols of CO plus the mols of hydrogen from steam 
decomposition per 100 mols of nitrogen [from the table on page 

241; equals Under comparable 

conditions of operation it is surprising how constant this quantity 
is. When a cold air-steam mixture is used, it averages around 
30, seldom deviating more than 10 i)cr cent from this figure. 
The data indicate that, as one would expect, the reduction falls 
off slightly with increasing steam-air ratio. Preheating of the 
air greatly increases Zo—Zi, Thus, Bone and Wheeler, using 
about 30 mols of steam per 100 of nitrogen with air preheated to 
about 260°C., obtained values of Zo—Zi of 42, whereas Haslam, 
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under comparable conditions, without preheat other than that 
due to the steam, realized only 31. His steam-air mixture 
entered at about 80®C. Equation 3 can be used to estimate 
what the increase ought to be, since decrease in the temperature 
term secured by increasing ta should give a corresponding increase 
in Zo— In other words, calling the increment in Zo—Zi— Az, 

. 920+9a;o . . * . 

34,000 

Bone and Wheeler used a much deeper fuel bed than Haslam and 
were thereby able to cool their gases approximately 100®C* 
lower. Their net temperature gain was, therefore, 250+100— 
80 = 270®. Hence, from the above expression, Az should be 9.6, 
as compared witli the 11 actually realized. This emphasizes the 
great value of preheating the steam-air mixture in increasing 
the cold efficiency of the producer. 

From a study of the data available, it seems that the reduction 
realizable in a producer may be estimated with reasonable pre- 
cision by the following expression, temperatures being in 
Fahrenheit, 

Zo — Zi = 54 — 0.04xo — 0.018 {ti — ta ) . (7) 

It must, however, be kept in mind that this assumes a fuel bed 
of adequate depth, projicrly operated to maintain uniformity. 
Where one finds total reductions much lower than indicated by 
this expression, one is probably faced with poor fuel-bed con- 
ditions. In using Eq. 7, one must also remember that the 
deeper the fuel bed the lower h, although with reasonable depths 
the variation in ti is not great. It is seldom above 1500 or below 
1100®F. 

All these exj)ressions are based upon a given amount of air 
entering the producer (120.6 mols, equivalent to 100 moLs of N 2 ). 
The underlying reason for this basis is that the heat supply and 
hence the performance of the unit are determined by the rate of 
combustion, and this in turn is determined by the air supply. 
Firing rate need not be and in general is not corLstant; one need 
only make sure that there is never an inadequate amount of fuel 
on the hearth, although in the end this, of course, implies that 
average firing rate is approximately proportional to the average 
rate of air supply. 
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Considerable data on fuel-bed temperatures have been reported 
by Haslam and his associates. Analysis of these data indicates 
that, in the temperature range of the reducing zone, the con- 
stant h lies between 0.006 and 0.007. Accurate measurement 
of temperature conditions in a producer bed is, however, very 
difficult. While in a carefully operated producer conditions 
are reasonably uniform across any section taken near the 
top of the fuel bed, at the bottom, in the oxidation and hotter 
portions of the reduction zones, this is l:>y no means the case. 

In and just below the oxidation zone it is impossible to avoid 
localized packing of ash and partially burned-out fuel. Con- 
sequently, the entering air rises rapidly through some portions 
of the bed and far more slowly through others. The former are 
equivalent to little producers within the main unit operating at 
higher firing rates and hence at far higher temperatures. Because 
of this, there are wide temperature fluctuations at any given 
level of the lower portions of the bod. Thus, at a given levd, 
just above the oxidation zone, where the air rate is low, one will 
find a low temperature, whereas at a point a little to one side one 
may find a mu(?h higher temperature farther up in the producer. 
Differences in gas composition at a given level will, however, be 
far less than differences in temperature. The hot chimneys are 
still functioning as gas producers, although at operating rates 
far higher than the average. Now h in Eq. 5 is the tempera- 
ture of the oxidation zone, i.c., the maximum temperature 
existing in the fuel bed. It is vitally important, because it 
determines the capacity limit of the producer without developing 
clinker trouble, but in measuring it directly one must remember 
that the point of maximum temperature may be found first at one 
level in the producer bed and later at another. 

The utility of Eq. 5 may best be illustniUni by applying it to certain 
of Haslam ’s data. He reports a run with a coal containing 78.84 per cent 
carbon, using 0.413 lb. of steam /lb. of coal, firing at the rate of 9.72 lb. of 
coaI/(sq. ft. of grate area)(hi\), yielding a gas containing 7.88 per cent CO 2 , 
0.10 per cent O*, 23.4 per cent CO, 8.72 per cent H? and 59.9 per cent N. In 
this operation he found a maximum fuel-bed temperature of 1900®F. His 
entering air-steam mixture may be assumed 100®F. and the top of his fuel 
bed 1200®. Using 6-0.007, compute the value of K for this coal. The 
following tabulation will be self-explanato^ 3 ^ 

* Haslam, Mackie and Reed, J. Ind, Eng. Chem.y 119 (1927); Has- 
lam, Wabd and Mackie, J. Ind. Eng. Ckem.y 19 , 141 (1927). 
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C 

0. 

CO, 

7.88 

7.88 

7.88 

0, 

0.10 


0.10 

cb 

23.40 

23.^ 

11.70 

H, 

8.72 



N, 

59.90 

i 



100.00 

31.28 

19.68 

1 0, from air— 59.9^1 - 

! 

1 15.93 

0, from steam, difference — 

! 3.76 

Ha from steam - 


1 7.50 


Lb. steam /lb. C 
0.413 

mol. st eam /at om. C 
12 

31.28 

■ 0.7884 

18^02'" 

0.599 


0.599 

31.28' 

= 13.15. 


Aionm C/ (hr.) (sq. ft.) 

9.72 (0.7884) 

12 

lOOCOj^. 100 \ 

" "Na 9/ 

»„ -a:, = 7 . 50^^) = 12 . 52. 

Xi, by difference =5. 72. 

20 = 26.6 + 18.24 = 44.84. 

2, =13.15+5.72 = 18.87. 

2o —zt = 25.67. 

8=4,640,000-^920 +9 (18,24))^ 

= 332,000. 




O.C122=r^ 


IVhr. 

10 ()" * 


1 IKK) +1200 
2 


-Joo) -61,200 (44.84) 


Insert iuR these values in Eq, 5«, K ==2100. 

Let it be requircxl to iiu^roase the firing rate of this producer by blowing 
with air 9.7 times as fast as at present, using, however, a steam-air ratio 
only 90 per cent as great. (These figures are cliosen because Haslam 
actually conducted such an operation.) What, inaxiniiim temperature 
would one anticipate in the fuel bed under these new and more drastic 
conditions? 

The rcdindion obtainable is computed by the use of Eq, 7 on page 

247. Otherwise, the tabulation below should be self-explanatory. 


r -9.7(0.0122) -0.118. 
a;o -0.90(18.24) -16.4. 
20-26.6 + 16.4 -43.0. 
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?o-*i “84 -0.04(16.4) -0.018(1200-100) *33.7. 

B<»=4,640, 000-1^920+9 (16. 4)^ ^^50+^^-100^-61,200 (43.0) 

-87,000. 

The term <o«*2600 in B is estimated. Inserting the values in Eq. 6o, one 
obtains «o*«2570®F. Haslam actually found a temperature of 2600®. 

To emphasize the effect of changing steam-air ratio, compute the maxi- 
mum temperature of the fuel bed, first, for an air rate 3.9 times that of the 
original experiment, with a steam-nitrogen ratio of 0.175, the steam-air 
mixture entering at 150®F. and the gases at the top of the fuel bed being 
at 1450®, and second, for conditions the same except that 2.8 times as much 
steam is used and the top of the fuel bed is at 1300®. Under the first condi- 
tions, computed as before, Zo --Zi *'29.9, Zi ~ 14.2, B =80,000 (if h is assumed 
2300), whence, from Eq. 3, /o=2290®. Haslam found 2400 under these 
conditions. Similarly, with 2.8 times the steam, a:o“49, Zo=“75.6, Zo— 
31.3, Zi=44.3, J5= —2,100,000 (assuming /o-2150), whence, from Eq. 3, 
<0 “2170®. The temperature as actually measured was 2200®F. 

It will be noted that in each case in computing B one must estimate to. 
If the final value of to thus computed does not check this estimate, the 
computation must be repeated. However, in the equation for B, a small 
error in h makes little difference. 

The figures emphasize the fact that oxidation-zone temperature comes 
down far more rapidly with drop in firing rate r than with increase in steam- 
air ratio Xq, Nonetheless, increasing steam is a potent means of increasing; 
capacity without encountering clinkering troubles. 



CHAPTER IX 

CRUSHING AND GRINDING 

OBJECTS OF CRUSHING AND GRINDING 

When a solid body is subjected to chemical change from 
without, the action producing such change is confined to the 
surface of the solid, and the rate of the reaction is a function of 
the surface exposed. In order, therefore, to complete a reaction 
in a minimum time, the area per unit weight or volume must be 
made as large as possible. This object is accomplished by first 
(Tushing the solid to small pieces and then grinding these to a 
very fine powder. The relationship between the area exposed 
(as determined by the size of the particles) and the rate of reaction 
plays an important part in many industrial processes. Examples 
are seen in the solution of solids in liquids; in the interaction of 
two solids, as in the production of cement clinker; in reaction 
betw'cen solids and gases, as in the combustion of pulverized coal; 
and in the chemical reactions that result in the settmg of Port- 
land cement. The physical properties, also, of a material may be 
profoundly influenced by its state of division, for example, the 
covering power of pigments. 

If, however, the solid is not homogeneous, a second object 
that may be attained in crushing is the detaching or cleaving 
of one mineral or constituent from another closely associated with 
it. In some cases a satisfactory breaking apart is accomplished 
by relatively coarse crushing, as, for example, the parting of coal 
from slate. On the other hand, many mineral ores require very 
fine grinding to effect a complete separation of one constituent 
from the others. The concentration of the valuable constituent 
of a raw material from the gangue or worthless portion by sub- 
dividing and separation is generally spoken of as ‘‘ore dressing 
and forms a very important step in many industrial chemical 
processes. 

Occasionally the primary object of a grinding operation is 
mixing, as in the grinding of certain pigments in oils. 
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PARTICLE-SIZB MEASUREMENT 

Smce the primary effect of crushing and grinding is a diminu- 
tion of particle size, determination of the size of the product is 
necessary in order to evaluate the results of a given operation. 
Large pieces of material are customarily defined by their dimen- 
hions expressed in inches. Smaller pieces are defined by their 
ability to pass through or be retained upon a screcui of a given 
mesh. For a more complete discussion of screen mesh refer to 
page 289. With the advent of improved methods of grinding 
which yield particles so small that screens cannot he made fine 
enough for mesh analysis, other methods of determining particle 
size have been developed. Occasionally the results of measure- 
ment by other methods are expressed in terms of theoretical 
screen mesh. For instance, a product may be as fine as 80 per 
cent through 625 mesh (625 openings per linear iiudi), although 
a 625-mesh screen has not been made or used in the analysis. 

Since the object of grinding is frequently the formation of new 
surface area, certain industries (notably the cement industry) 
express the fineness of material in terms of area per unit weight, 
with dimensions of square cfmtimeters ])er gram. This measure- 
ment is almost invariably determined from the rate of settling 
of the particles in a suspension. The simplest method is to 
determine the rate of s(‘dimentation by successive gravimetric 
analyses of the suspension at a given location below the surface. 
Another method depends upon the changing difference in specific 
gra\ity of the suspfmsion and the pure liciuid as settling proceeds. 
Probably the most generally us(‘d apparatus is the turbidimeter, 
which determines the transmission of light Irom a standard 
source by the suspension. The superiority of turbidimeters 
lies in the rapidity with which samples may be analyzed, although 
the analyses depend upon arbitraiy determinations of the 
reflectivity of the surface of the material and consequently are 
not well .adapted to mixtures. Moreover, fictitious observations 
may result when particle dimensions approach the wavelength 
of visible light, when the solid material is quite transparent, 
when agglomeration of small particles occurs in the suspension or 
when different particle shapes are encountered. The Wagner 
turbidimeter takes measurements at different time intervals at 
different depths, obtaining curves of particle-size distribution 
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The Klein turbidimeter is applicable for the dfstermination of 
surface areas where particle mze is fairly uniform, A more 
complete treatment of settling is presented in the succeeding 
chapter (Chap. X), 

When extremely small particles are encountered, microscjopic 
examination is made and the average particle diameter is 
expressed in microns. One micron (p) is one one-thousandth 
of a millimeter. 

TOTAL SURFACE 

Consider a mass of identical particles, having a characteristic 
dimension (diameter, side, etc.) L. Calling the total weight 
of all the particles AWj and their density p, the total surface 
AA is the number of particles, AW/pkl?, multiplied by the 
surface area of each, KL^: 

AA ^ K AW/kpL 

the constants K and k depending on the shape of the particles.* 
For any given material K/k often remains approximately 
(‘onstant over a wide range of sizes; hence K/k need not be known 
to compare the specific surface of different states of subdivision. 
Let AW be the weight of material paSvSed by a sieve of mesh width 
Li and retained on a smaller sieve having mesh width L 2 . If the 
ratio L 1 /L 2 does not exceed 2, little error will be introduced by 
using the arithmetic mean, giving: 

K AW _K AW 
kp‘(Ll TX2)72 

where AA is the surface of the fraction of weight AW. One 
should use a series of screens so that AW for each screen is only 
a small fraction of the original sample. -The total surface is 
readily estimated by graphical integration, i.c., by plotting 
I /Lav. ordinates versus W as abscissas; the aresfc under the 
curve, multiplied by K/kp, is the total surface, t 

* If the partinlos have the shape of a cube or a sphere, the shape factor 
K/k is 6. This value is frequently used for all shapes, but K/k is 7 to 8 
for powdered coal. For flat particles of mica, basing L on the average 
diameter of the large face, X/A; is 55.^*^ 

t If, however, a large fraction passes the finest sieve, the surrimation will 
be inaccurate since the specific surface varies rapidly with diameter at 
small diameters. Empirical relations between W and L have been suggested 
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The total surface A of two (Kfferent grindings a and h will be 

A^ nAWb/iLtd^yX 

ENERGY CONSUMPTION 

Obviously a mass may be subdivided in either of two ways. 

1. A force may be applied to it greater than its breaking 
strength, so that it is crushed and split, or 

2. The mass may be cut or torn apart. 

The final result in either case is an increase in the surface of 
the niass. 

Rittinger’s law assumes the mechanism of subdivision to be 
essentially that of shearing, and that the energy consumed is 
j^^rtional to the fresh surface produced. Since the total 
Kiiratace per unit weight is inversely proportional to the size of 
particle, the work done in reducing a igiven amount of material, 
E, is 

where Li is the initial and L 2 is the final linear dimension of the 
individual particles; C depends on the characteristics of the 
material and on the type and method of operation of the appa- 
ratus. Thus, if 10 hp.-hr. is required to crush a given weight of 
a certain material from 2 in. to 1 in., the work (Ez) required 
to crush from 1 in. to in. may be calculated as follows: 



whence Ez^20 hp.-hr. 

Kick’s law assumes the energy required for subdivision of a 
definite amount of a material to be the same for the same frac- 
tional reduction in average size of the individual particles. Thus, 
if 10 hp.-hr. is required to crush a given weight of a certain 
material from 1 in. to the energy required to reduce it 


and for specific cases permit prediction of the complete screen analysis 
from data obtained with the use of only a few sieves. 
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from M in. to in- or from in. to }4 in., etc., would be the 
same. Mathematically expressed, Kick’s law becomes 

E=b log^ 


where b is an experimentally determined coefficient. 

This coefficient depends on the type of crusher employed, as 
well as on the character of the material. This relationship can be 
derived if one assumes that each particle is crushed by direct 
pressure, that the crushing strength per unit area is constant 
and that a given particle, whatever its size, upon breaking forms 
a definite number of smaller particles of shape similar to the 
original. 

Neither Rittinger’s nor Kick's equation represents the facts 
accurately. In general, If n~l, this gives 

Kick's law; if n equals 2, integration gives Rittinger's law; if 
n exceeds 1, 


* n-lVLa’*-* 



Wlien the product and feed vary widely in size, appropriate 
values of L for these equations are 

1 _s(ATr/Lr^) . 

Lr' 

SELKCTION OF MACHINES 

The selection of machines for crushing and grinding usually 
depends on three factors: 

1. Physical properties of the material to be ground. 

2. The size of the feed and product. 

3. The total tonnage to be ground and other local conditions, 
1. Physical Properties of the Materials. — The selection of 

proper machines for crushing and grinding is greatly affected by 
a. The hardness of the material to be ground. 
h. Mechanical structure of the material, z.c., whether brittle, 
or fibrous and tough, or soft, or whether it softens when warm, 
etc. 

c. The moisture content. 

a. Hardness.— The meanings of the words ‘‘hard" and 
“soft" are entirely relative, yet the materials that require a\x\> 
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(fivision in order to prepare them for further operations may be 
divided roughly into these two classes. The scale of hardness 
employed in mineralogy is utilized in this connection, and is as 
follows: 

1. Talc, soapstone. 

2. Eock salt, gypsum, pure graphite, soft coal, etc. 

3. Calcite, burned lime, marble, soft grades of limestone, 
chalk, hydraulic limestone (common), cement, barytes, etc. 

4. Fluorite, magnesite, soft phosphate, limestone, etc. 

5. Apatite, hard phosphate, hard limestone, chromite, etc. 

6. Orthoclase, feldspar, magnesite, hornblendes, etc. 

7. Quartz, granite, ores, sandstone, etc. 

8. Topaz, etc. 

9. Sapphire, corundum, emery, etc. 

V 10. Diamond, 

Materials up to and including class 4 are designated as “soft,^’ 
while those in tlie higher classes are termed ^Miard.^’ A rapid 
method of approximating hardness is to cut the material under 
examination with a knife or to scratch ordinary window glass 
with it. If it can be whittled easily like chalk, it is ‘‘very 
soft.^^ Marble and many hydraulic limestones can be cut quite 
easily and would be classified as soft. Magnesite and phos- 
phate rock can be easily scratched but will not scratch glass and 
are termed medium. Beyond this line, little impression can be 
made with a knife and the materials may be classified as very 
hard. 

Hardness not only affects the size and design of the machine 
in order that it may have sufficient strength to crush the material, 
but as the material increases in hardness its abrasive action 
increases and the macliine must be designed so as to provide the 
few^est possible wearing parts. Furthermore, in grinding abrasive 
materials, a machine not only should have few bearings but these 
should be protected from dust in a proper manner. Also, in 
grinding abrasive material, low-speed machines require much 
less maintenance than do the high-speed machines. In general, 
low-speed grinding machines should be used when the amount of 
quartz in an ore is higher than 4 or 5 per cent. 

6. Mechanical Structure . — If a material is of a fibrous nature, 
it cannot be crushed by pressure or shearing action, but must be 
torn apart. While both coal and wood are soft materials, they 
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require radically different types of machines for disintegrating 
themi on account of the fact that the wood is of a fibrous nature 
and must be cut or torn apart. Machines for subdividing 
such fibrous materials as wood, bark, etc., are often called 

disintegrators. 

c. Moisture , — Moisture plays an important part in the 
selection of crushing and grinding machinery. If the moisture 
content is more than 4 or 6 per cent, the material becomes sticky 
or pasty and under such circumstances it is extremely difficult 
to maintain free crushing.* On the other hand, after the 
moisture content exceeds about 50 per cent, the material is quite 
fluid and under such circumstances the water may actually be 
used to aid free crushing by washing and carrying away the finely 
ground product. It Is apparent that moisture affects the pasti- 
ness of fine material more readily than it docs cf>ar8e material. 
While some mills cannot handle material containing more than 
3 or 4 per cent of moisture, others work best when the moisture 
content is over 55 or 60 per cent. 

2. Fineness. — Fineness governs the s(ilection of machines in 
two ways: 

a. The size of feed. 

h. The size of product. 

Some machines from their very design can handle only coarse 
material, while others can handle only fine material. Some 
machines produce a very uniform product, i.e,, all the particles 
are close to a given size, whereas others, by virtue of their 
construction, produce a prodind. v-itb considerable variation in 
size. Then? is frequently a lower limit to the size of the particles 
desired in the product. Thus, in crushing pyrites for making 
sulfnric acid, very fine material is not desired. Also, in grinding 
malt or any substance to be leached, very fine subdivision is 
undesirable. In such cases machines must be selected which 
produce a minimum amount of fine material. 

3. Toxmage and Other Local Conditions. — Tonnage is a vital 
factor in determining the economic balance between fixed chargers 
(interest, depreciation and taxes) and operating costs (labor, 
power and maintenance). The greater the tonnage, the more 
money may be spent for the initial installation in order to cut 
down such operating costs as power and maintenance. Interest 

♦ See p. 259. 
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md depredation must be balanced against power, labor and 
maintenance, and the greater the tonnage the more necessary 
it is to use machines whose operaling costs are low. 

In addition to tonnage, there are always a number of local 
conditions that affect the selection of machines. For example, 
in certain mining fields only those machines which can be 
demounted and easily freighted by pack animals are purchased. 
Every situation has local peculiarities that must be given due 
weight. 


CLASSIFICATION OF MACHINES 

Machines may be classified in two ways, either by the size 
of feed or by the method of applying the breaking force. In 
considering the crushing and grinding machines, it is obvious 
that any one machine will operate efficiently only between cer- 
tain size limits. One should not drive a tack with a sledge or a 
spike with a tack hammer. A single machine will not crush 
economically from a very large to a very small dimension, and 
hence crushing and grinding machinery is divided into the 
following classes: 

1. Preliminary breakers, which (^rush pieces having a maxi- 
mum dimension of 2 to 60 in. 

2. Secondary crushers, which will take a feed of about \}/2 to 
2 in. and produce a product that will pass through a 10-mesb 
screen. 

3. Fine pulverizers, which will take a feed of from ^2 to i«- 
and produce a product as fine as 200 mesh. 

4. Colloid mills, etc., which will take a feed of about 80 mesh 
and produce a product as fine as 0.5ju. 

In addition to the above four classes, there is a (dass known as 
shredders or disintegrators, designed to handle fibrous and brittle 
material. 

It will be noted that in the above classification there is an over- 
lapping in the range that these machines will handle, and it must 
l>e remembered that this classification is not rigid. 

Crusliing and grinding machines may also be classified into 
three principal groups according to the method of applying the 
breaking force: 

1. Those which break from a continued pressure, 

2, Those which break from impact or direct blow. 
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3. Those which break by abrasion or grinding through a 
shearing force. 

In general, it may be said that the first is best adapted to 
coarse crushing, while the other two, either singly or combined, 
are employed for fine crushing and pulverizing. 

Free Crushing. — Before discussing individual machines, it is 
necessary to call attention to a basic principle in all operations 
involving the reduction of size, and one which is of the utmost 
importance in the design and operation of crushing and grinding 
machinery, namely, that of ‘‘free cnisbing.^’ In order that the 
breaking force, however applied, may be efficiently used, and in 
order that the maximum capacity of the mechanism employed 
may be obtained, it is essential that each particle be removed 
from between the crushing surfaces as soon as it has reached the 
dimension desired. Fine material, by remaining between the 
moving surfaces, cushions the material to Ixi broken, absorbs a 
large portion of the energy expended, cuts down the output of 
the machine and increases the percentage of the so-called ** fines, 
which is tliat portion smaller in diameter than the size desired. 
The opposite of ^‘free crushing'^ is known as ‘‘choke feeding or 
“choke crushing. ’’* Particular attention, therefore, should 
be paid to the design of crushing and pulverizing machinery to 
insure a free discharge of the fine material and its comple+e 
removal from the zone of reduction. 

The rapid removal of product to aid free crushing may be 
accomplished, in general, in three ways: 

1. By the use of fluids, usually water, to wash out fine particles. 

2. By the use of air to blow, or suck them out. 

3. By the use of centrifugal force, which may be applied in 
various ways, as will be noted under the discussion of the various 
types of machines. 

Open- or Closed-circuit Operation. — There are two general 
methods of crushing and grinding, the “open-circuit^^ and the 
“closed-circuit^' methods. In the open circuit, all the material 
discharged by a machine goes on through the system. In the 
closed-circuit method, as soon as any of the |)roduct reaches the 
desired size, it is screened and removed. The oversize particles 
are recirculated through the machine until they reach the desired 

* In unusual cases choke feeding may be economically resorted to for 
increasing the production of fines from equipment at hand. 
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siise and are then removed. In the open-circuit method initial 
cost of installation is low, but the power cost per ton of output 
high. The closed-circuit system should be used on all large-scale 
installations on account of the uniformity of the output and the 
low cost of power. 

For closed-circuit operation it is advisable to regulate each 
mill so that it delivers a product much of which is oversize. If 
the scale of installation warrants, it may be advisable to use one 
size of machine for grinding the main output and another for 
regrinding the oversize particles or tails, since these average 
smaller than the original feed and therefore require a different 
mill setting for best results. 

Since there are usually two or more machines in series and since 
each unit produces a certain amount of material finer than the 
normal product of the next unit in the scries, capacity can be 
increased and powder consumption reduced by screening out these 
fines and having them by-pass th(^ next unit in the series. As a 
result, the load on the mills is rediu^od, the cushioning effect of 
fines is diminished and tlie i)r<)duct is more uniform. 

Grinding Aids. — It has been obsi^rved in certain types of 
grinding that the incorporation with the material to be ground 
of minute amounts of organic materials appn^ciably increases 
the grinding rate. Materials that have been used vary from 
anthracite and bituminous coal, oleic acid or rosin to various 
complex organic materials. The action of grinding aids is in 
the nature of a dispensing agent, preventing agglomeration and 
(jonsequent regrinding of agglomerated fines, Accordingly, 
the use of su(!h grinding aid.s may result in an unusually finely 
divided product. 


1. Preliminakt Bkkakers 

There are two types of preliminary breakers whi(!h handle 
material from 2 to GO in, in diameter, the first being jaw cnjshers, 
and the second gyratory crushers. Both these machines break 
with a continuous jiressure. Jaw crushers employ a reciprocal 
motion and are intermittent in action, whereas in gyratory 
crushers this reciprocal motion is combined with a rotary motion 
and the action is continuous. 

Jaw Crushers^ — Jaw crushers, which break material by squeez- 
ing it between a fixed and a movable jaw, may be considered 
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as of three types according to the movement of the jaw: first, 
those which have the movable jaw pivoted at the top and which 
therefore have the greatcvst movement at the point of egress; 
second, those pivoted at the bottom, whi(*h thesrefore have the 
greatest movement at the point of entrance; third, those which 
have a relatively uniform movement along the entire face of the 
jaw. 

Construction of Jaw Crushers, — ^The jaw crusher was invented 
by Ely Whitney Blake in 1858 and was first used for crushing 
rock for road work. With the exception of the point at which the 
movable jaw is pivoted, the construction of all jaw crushers is 
similar. Figures 82 and 83 show views of typical jaw crushers. 

In the crusher shown in Fig. 82, the reciprocating motion is 
given to the jaw by means of an elliptical cam. As the shaft 
revolves, a backward and forward motion is given to a rocker arm, 
which in turn communii^ates this motion to the jaw through a 
small breaker bar. This breaker bar is the weakest part of the 
crusher and protects tlie r('st of the ma(‘hiiu' from breakage in case 
hard material, such as irofi, falls in l)etw('en th(^ jaws. 

Another common method of imparting a reciprocating motion 
to the movable jaw is by means of an eccentric and toggle 
joint. In this case a so-called pitman is mounted e(‘centrically 
on the rotating shaft, thus njceiving a motion ujward and dow^ j- 
ward in the vertical direction. The lower end of this pitman is 
connected to a toggle joint, oiw arm of the toggle being fixed to 
the rear frame of the crusher and the other arm being fixed to the 
movable jaw. This construction, being more ])Owerful, is used 
on the large jaw crushers, particularly of the Blake type. 

Jaw Crusher Co^UroL — The size of tlie crushed material is 
governed in two ways: first, by changing the distan(*e between 
the jaws at the point of discharge; second, by the length of 
stroke of the movable jaw. The distance between tlxe jaws 
may be regulated by means of wedges so that the fixed jaw is 
moved forward or backward, thus decreasing or increasing the 
discharge opening. The length of stroke may be changed only 
with difficulty. 

Blake Type of Jaw Crusher, — In the Blake crusher (Fig. 82), 
the material to be crushed enters the jaw at the top, is crushed by 
continuous pressure and by its own weight falls toward the 
bottom. As it falls, it is successively crushed finer and finer, 
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^4 drops from between the jaws at the bottom. Because 
the greatest motion occurs at the point of egress, the Blake 
type of crusher eliminates the danger of choking and may 
therefore be used in the crushing of material that has a slight 
tendency to pack. This type of crusher can handle without 
difficulty most material containing 5 to 10 i)er cent of water. 
On account of the great range of motion between the jaws at 
the point of discharge, the Blake crusher delivers a product 
that is uneven in size, t.c., there is considerable variation between 



Fig. 82 , — Jaw crusher, Blake type. 


the large and the small lumps discharged from the machine. In 
view of the fact that a jaw crusher very rarely delivers a finished 
product, this disadvantage is not serious. 

The main wearing parts of jaw crushers are the crushing faces 
of the jaws, which are usually made of chrome (or manganese) 
steel or chilled iron and are so arranged as to be easily replaceable. 
Furthermore, the greatest wear is at the point of discharge of the 
jaws and the position of these plates may be reversed end for end, 
so that the top, which is worn but little, is placed at the bottom 
of the jaw. In this w^ay the life of the plates may be considerably 
prolonged. In some crushers the crushing faces are curved in a 
manner that results in a more even distribution of the wear over 
the faces. 
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The advantages of the Blake type of jaw cmslier lie in its 
large capacity, the low cost for repairs, low power consumption 
per unit of product and its freedom from choking. It has the 
disadvantage that the size of the product is quite variable and 
also the minor drawback that its action is intermittent instead 
of continuous; that is to say, crushing occurs only on the forward 
stroke of the jaw. 

Dodge Type of Jaw Crusher , — In this crusher the movable 
jaw is pivoted at the bottom (see Fig. 83). Since the minimum 
movement of the face is at the point of egress of the stock, this 



crusher gives a more uniform product than the Blake but does 
not clear itself 'when choked. In consequence it can be employed 
only for free-running material. The Dodge crusher, lacking 
the leverage of the Blake crusher at the feed end of the jaw, is 
not designed to handle such large-sized feed as the Blake. The 
Dodge crusher is capable of unusually high reduction ratios and 
in consequence has found a special field in plants of low tonnage 
which desire to keep their crushing equipment as simplified as 
possible at the expense of efficiency, but the marked tendency to 
choke precludes the use of the Dodge crusher in the majority 
of installations. 
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Boll Jaw Ctushev.—ln the rail jaw crusher the face of the 
movable jaw is so shaped and the motion imparted is such that the 
face of the movable jaw rolls along the face of the fixed jaw plate. 
The movable jaw of this type of cruKsher is pivoted at the top, 
and the motion to the movable jaw is imparted at a point in 
between the top and bottom of the jaw and from a movable pivot 
situated well back from the discharge opening. The roll jaw 
crusher is a compromise bet/ween the Blake and the Dodge types 



Fig. 84. — Gyratory crusher, Gates typo. 


of jaw crusher and as sin^h it does not possc^ss so promintmtly 
the advantages or the disadvantages of these machines. Thus, 
while it is not so liable to clog as the Dodge, it delivers a more 
uniform product than does the Blake. However, it does not 
have the capacity and low power cost of the Blake or the uni- 
formity of the Dodge. Furtbennore, it^is more complicated in 
construction and the field of its use is limited. 

Gyratory Crusher. Gates Type, — A sectional elevation of the 
Gates gyratory cnislu^r is given in Fig. 84. The breaker crushes 
by rotating eccentrically a truncated conical head 7, which has its 
small end up, inside a truncated conical ring 8, which has its 
small end down. The truncated cone is mounted on a shaft 31, 
which is pivoted at the top in a semiuniversal joint. The lower 
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end of the shaft is mounted eccentrically iii the gear 35, so that, 
as this gear rotates, the shaft receives not only a rotary motion 
but also a gyratory motion, thus causing the inner inverted 
truncated cone alternately to advance toward and to recede from 
any given point on the truncated ring. It is further to be noticed 
that the greatest relative motion between the inner cone and the 
outer ring is at the lower end or the point of discharge, thus 
giving to this machine many of the advantages of the Blake 
type of crusher. Also, tliis machine is continuous in its action, 
and, the motion being rotary instead of reciprocating, the vibra- 
tion is reduced to a minimum. 

The material to be crushed is fed in through the hopper 3, 
is crushed between the inner cone and outer ring by continuous 
pressure through the successive advances of the inner cone 
and is discharged through the spout 37. The size of the particles 
being discharged from this machine is regulated by raising 
or lowering the shaft 31 to which the inverted truncated cone is 
fastened. This produces a smaller or large?r opening in between 
the cone and tlie ring, but such regulation is difficult compared 
to the easy control of a Blake jaw crusher. 

The Gates gyratory crusher will handle pkjces of rock from 
6 to 60 in. in diameter and will reduce them to pieces of 34 to 4 in. 
in diameter. An advantage of the g^uatory crusher is that it 
has a relatively large feed opening comparc?d to a small discharge 
opening, and therefore the range of reduction in one pass through 
the machine is large. A gyratory crusher with a large feed 
opening has an extremely large capacity; consequently, these 
machines should Ixi used only when such capacity can be utilized. 
In other words, if a small amount of vtuy large pieces of rock 
is to be crushed, tlie Blake typo of jaw crusher is more suitable 
than the gyratory crusher, owing to lower initial eost. However, 
if a large amount of large-size rock is to be crushed, then the 
gyratory crusher is the more suitable machine, because the power 
per ton of material is lower than ixi the case of jaw crushers. 
The original installation eost and tlie maintenance cost of a 
gyratory crusher are greater than those of the Blake jaw crusher 
so that the selection of a preliminary crusher involves balancing 
the costs of initial investment, maintenance, labor and power. 
The gyratory crusher also possesses the advantage of being able 
to handle material directly from the bin without a feeding 
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attacluuent, and can therefore form the bottom hopper of a 
storage bin, taking the feed directly from such bin without 
Oh^ging. 


2. SeCONDABT CmjSHEBS 

Cone Crushers. — Cone crushers are a prominent development 
of modern ore-crushing practice. A Symons cone crusher is 
illustrated in Kg. 86. These crushers have tended to replace 



Fig. 86, — Symons cone crusher. {Courtesy Nordberg Manufacturing Co,) 

many other types of intermediate crushers and are capable of 
such high reductions that they have sometimes been installed 
in place of gyratory crushers and crushing rolls, performing in 
one stage a reduction formerly performed in two or more stages. 

The cone crusher is essentially a high-speed g 3 Tatory crusher 
whose crushing head rests in a bearing within the cone, eliminat- 
ing the overhead spider and universal joint. As in the g 3 Tatory 
type, the greatest relative motion between the inner cone and 
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the outer bowl is at the point of discharge. The point of pivot 
of the shaft is located near the feed entrance to the crushing 
surfaces. The crushing bowl is so shaped that the feed passes 
through a final zone where the sides of the bowl and the crushing 
head are substantially parallel, and the speed of gyration is 
sufficiently rapid (about 500 r.p.m.) so that each particle is 
crushed between the head and the bowl at least once while it 
is in this parallel zone. Consequently, the maximuih of the 
product is limited by the minimum clearance between the head 
and the bowl and an exceptionally uniform product is delivered. 
Cone crushers will take a feed from 1 % to 14 in. in diameter and 
reduce it to }4 to 2 }^ ii^-» handling from 14 to 900 tons per hr. 
The discharge opening of a cone crusher can be adjusted while 
the crusher is in operation. 

Gyratory crushers also have been designed for this field. 
Such crushers frequently have curved crushing surfaces (as 
mentioned under jaw crushers) which disti’ibute the wear and 
aid free flow of material. 

Symons Disk Crusher. — ^This crusher introduces a new 
principle in that centrifugal force throws the pieces out of the 
crushing zone as soon as they are sufficiently small to escape 
through the opening between the faces. The crushing force is 
applied by two saucer-shaped disks which rotate in the sa^^ie 
direction at the same speed. The shaft for one of the disks is 
supported in an eccentric bearing which causes that disk to be 
always at an angle to the other disk. The feed is introduced 
axially between the disks, is thrown to the outside and caught 
by the disks at the point of widest opening, and is crushed by 
direct continuous pressure as the rims of the disks approach each 
other owing to the eccentricity of their shafts. 

Hammer Mills. — The principle involved in this type of machine 
is that of striking a blow while the material is suspended in air, 
as w^hen a baseball is struck with a bat. The particle is hit with 
a force sufficient to crush or tear it, and with a velocity such that 
it does not adhere to the moving part. These mills are used on 
brittle material, preferably not too abrasive. They also possess 
special uses as disintegrators when it is necessary to crush 
material of a fibrous nature by imparting a tearing action. 
Another specialized use is the breaking of a brittle material 
which softens easily with heat. 
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A mill illustrating this principle is shown in Fig. 86* Hammers 
are fastened flexibly to an inner shaft or disk and the latter 
rotated at high speed. Except when retarded by the material 
that is fed to the mill, these hammers, owing to centrifugal 
force, extend radially from the center shaft. The material, 
after it enters the beater box, remains there until pounded to a 
sufficiently fine state of subdivision to pass between the wedge- 
shaped grate bars covering the bottom of this l>ox. Such mills 
may be used to crush wood chips, barks and material of a fibrous 
nature, as well as shale, clay, bone, shells, etc. The mill is 



Fiq. 86. — Hammer-bar mill. 


extensively used in the cement industry to handle tlu^ discharge 
from gyratory cn-nshers. 

Squirrel Cage Mill. -This mill is simijlar in operation to the 
hammer mill but is used more exclusively for jiurposes of dis- 
integration. The mill consists of ** cages built up of bars 
arranged in a circle, rotating at high speed. Often one sucli 
cage is placed concentrically between two others, the first rotating 
in the opposite direction from the other two. The material is 
fed into the center of the cages, is thrown out by centrifugal 
force and is broken up by impact. These mills are excellent 
for materials which are not too strong mechanically and which 
may be too damp and sticky to l>e handled in other types of 
apparatus. 

Crushing Rolls. — In the gyratory crusher, the crushing head 
was made to roll upon the inner surface of the conical ring while 
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traveling on the circle within it, and for coarse crushing this 
principle works satisfacstorily; but for fine crushing such applica- 
tion of the roll principle would te impracticable owing to the lack 
of constancy of the distances between the two crushing surfaces. 
However, the rolling principle is utilized by providing two 
cylinders mounted upon horizontal shafts wdiich revolve toward 
each other. The rotating surfaces nip the lump of material and 
gradually draw it in between them and crush it to a rize deter- 
mined by the distance separating the face.s at their nearest point. 
A typical machine is shown in cross section in Fig. 87. The 
diameter of the cnishing rolls is greater than the width, and, 
while both dimensions vary considerably from machine to 



Fig. 87, — Bturtevant crushing rolls. 


machine, these rolls average 14 in. in width and 36 in. in diameter. 
They consist of a central permanent core of soft iron forcied upon 
movable shafts and ar(^ fitted with a replaceable wearing surface 
of hardened steel. Tliey are maintained a constant distance 
apart by blocks and are held in place by powerful springs which 
give way when noncrushablc mat(Tial is accidentally introdu(3ed. 
These springs retreat slightly as the regular i>*’<^>duct passes 
through the rolls, so that, in general, the ratio between the size 
of opening and the size of product is 0.8, f.c,, rolls which have 
a ?^-in. opening will product a material that is bi. and under. 
It is vital to have an even distribution of feed across the faces 
of the rolls; otherwise they will groove and deliver a product 
containing mucti ovensize material. This not only (causes unsat- 
isfactory operation of the rolls, but also increases maintenance, 
decreases the volume of output and increases the power con- 
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Slimed. Therefore, such crushing rolls should be fed with an 
automatic dcAdce that \^ill spread the material unifonnly along 
the faces. 

In the machine shown in Fig, 87, the material being crushed 
is fed through the automatic reciprocating feeder of a satis- 
factory type, falls between the faces of the two crushing rolls and 
is gradually drawn in between them. The angle, made by the 
tangents at the point where the largest piece the roll will **bite^^ 
meets the roll faces, is called maximum angle of nip,^^ and 
is equal to twice the angle of kinetic friction between the material 
and the surface of the roll. The relation between the size of 
feed, space between the rolls, the radius of the rolls and the angle 
of nip is given by the formula 

r+a . N 
2 

where r is the radius of the rolls, a is one-half the space between 
the rolls, b is the radius of the particles to be crushed and N is the 
angle of nip, in degrees. The maximum angle of nip is given by 
the above formula when b is taken as the radius of the largest 
particle that will be crushed by rolls of radius r and clearance 2a. 

Crushing rolls are advantageously used when the material is 
brittle and if crushing is desired with a minimum of dust. Mater- 
rials fed to such rolls rarely exceed 112 hi., and for the mini- 
mum power consumption and the maximum production the 
ratio of reduction in size per pass should not be greater than 4 to 1, 
especially if the formation of fines is to be avoided. Crushing 
rolls may be used for grinding material down to a fineness of 
10 to 15 mesh, and in some cases a little finer, but in general 
it is more satisfactory to use ball mills when the size desired 
is finer than 10 mesh (Tyler standard screen). If the material 
is not to be ground below 10 or 15 mesh, there are no better 
machines made for the work, and, on account of their relatively 
large capacity and freedom from dust, together with their simple 
construction, such rolls are used extensively. Wet materials 
may, if desired, be crushed to 20 mesh. 

As mentioned above, the size of the material discharged from 
the crushing rolls is determined by the distance between their 
faces at the nearest point. Therefore, in selecting crushing rolls 
it is highly desirable to be able to adjust easily the opening 
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between the rolls to the proper distance, especially when a mini- 
mum of fines or dust is desired, because easy adjustment facili- 
tates maintenance of good operation. Arrangements should 
also be provided so that the rolls may be set up more closely as 
wear takes place. Some rolls are adjusted by means of shims 
placed between the journal boxes of the rolls and fixed supports 
on the crusher frame. In other makes, the distance between 
the roll faces is adjusted by worm gears moving the joftirnal boxes 
backward or forward. This latter 
method is simple and capable of 
quicker control. 

The strong points of crushing 
rolls are simplicity and rugged- 
ness and the small amount of fines 
or dust produced Avhen operated 
under proper conditions, namely, 
an even feed and the ratio of 
reduction not over 4 to 1. They 
are unsurpassed in producing a 
coarse granular product, and they 
show up to disadvantage only 
when used in fields for which they 
are not suited, such, for example, 
as producing fine material by 
means of choke feeding. 

There are many special designs of crushing rolls for handling 
special products. For example, one type crushes the material 
against a fixed plate by a single roll whose rotating face is studded. 
Such a crusher is used for material containing cleavage planes, 
such as coal, etc. Other rolls have circular rows of saw teeth 
and are used as disintegrators. 

Rotary Crushers, — The rotary crusher is a disintegrator 
suitable for handling soft friable material, such as coal, (ioke, 
tanbark, etc., if the material fed to the crusher is not over 3 
to 6 in. in size. Under such conditions the rotary crusher will 
produce a product whose diameter is M bi. in length and 

under. Such crushers are sometimes known as “coffee mills.” 

In Fig. 88, it is seen that the crushing action takes place 
between an inner rotating grooved cone and an outer grooved 
ring. The adjustment of this machine to produce finer or coarser 



272 FfttNCIPLEB OF CHEMICAL ENGINEERING 

material is by means of a small handwheel (shown in the lower 
right'-hand comer), which raises or lowers the step bearing on 
which the rotating grooved cone is mounted. 

Stamps. — Gravity stamps, or mills, may be used to cmsh 
material from a maximum diameter of hi. down to a minimum 
diameter of 40 mesh (Tyler standard). The material to be 
crushed is fed into boxes or mortars and subdmded by blows 
from stamps or hammers weighing about 1000 lb. These 
hammers are raised by means of cams and are allowed to fall 
on the material to be crushed, thereby reducing it by blow or 
impact. Stamps are largely used in wet crushing (water 60 per 
cent or over) but their present-day field is almost wholly con- 
fined to the gold-rnining industry, where cnishing and grinding 
take place simultaneously with cyaniding or amalgamation. 

The fineness to which the material is ground is regulated by 
the size of screen that surrounds the mortar boxes, by the 
weight of the stamps and by the rate of feed of water and ore. 

Outside of the field mentioned above, stamps are not used 
on account of their high power cost and large initial cost per ton 
of output. It is obvious that the power required is not propor- 
tional to the work done, since the power consumption stays 
constant wdiether there is any material in the mortar boxes or 
not. Furthermore, stamps produce more fines or dust than is 
usually desired. 

Chilean Mill (Pan Rolls). — Most of the machines so far con- 
sidered crush by means of a compressive force. It is possible to 
use also a shearing force and produce the action familiar to us 
when a nut is crushed by stepping on it and turning around at the 
vsame time. This is in priiKiiple a grinding and crushing force 
combined and has been utilized for many years in the machine 
known as the Chilean mill, edge runner or chaser. It consists of 
one or more heavy steel rolls (formerly of stone) fixed on a hori- 
zontal shaft and caused to rotate over a bed or track. Since 
the outside of the roll must travel over a greater distance than 
the inside, there is a constant slip or shear. The feed is con- 
tinually carried under the rolls by the plows, and when the 
operation is finished the product may be discharged by dropping 
a plate supporting a gild in the roll track. These machines are 
used when tough or plastic masses, such as clay for ceramics and 
black gunpowder, must be ground or mixed. Formerly they 
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were largely used in the mining field, but here; they have been 
replaced quite generally by ball mills. 

3. Fine PtrEVEHizEns 

Ball Mills«> — In all the mechanisms so far considered the crush- 
ing elements have been mechanically guided and the feed intro- 
duced between the moving parts. It is possible, however, to 
effect crushing l)y allowing balls of clirome or manganese steel 
to fall and revolve upon each other when held in a large rotating 
drum or steel-lined cylinder containing the material to be groundi. 
This constitutes the ball mill, which has become popular on 
account of its simplicity of construction, ease of operation, 
absence of delicate parts and low cost of maintenance. Ball 
mills are usually short in length and relati\"ely largo in diameter. 
They are generally supported and rotated on hollow axial trun- 
nions, through which the material is fed to the cylinder and from 
which the finished product is discharged, although they may also 
bo used in batch operation. Figure 89 shows the standard 
mill, while Fig. 90 shows a Harding? conical ball mill. A stand- 
ard mill is characterized by the fact that it is very short in 
comparison with its diameter. For example, in one large mill 
of this make, the diameter is approximately 10)^ ft., whereas 
the working length is only 6 ft. Tliis mill is generally used in 
wet grinding and the entire discharge end is fitted with a grate. 
Between this grate and the end of the mill tiiere are lifters which 
elevate the product so that it will be discharged through the 
trunnion of the mill. For example, pulp or material to be ground 
is mixed with water and put in through a hollow trunnion on 
the feed side of the mill (right-liand side of the mill shown in 
Fig. 89) and flows across and down through the body of tluj mill 
in which the balls are tumbling, and then passes out through the 
discharge grating. Heni the wet pulp is elevated by the liftc^rs, 
and is ejected through the trunnion on the discharge side of the 
mill. There is a difference in elevation between the feed as it 
enters the mill and the point of discharge through the grate. 
This causes the water to have a sluicing action, which carries 
the fine material through the grate and out through the trunnion 
at the discharge end of the mill. This relieves the mill of the 
mass of pulp and causes the fines to migrate faster than the 
coarse particles. Tests seem to show that this difference in head 
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through the mill gives better operation than the so-called “over- 
flow” types of mill, where the material to be ground flows in the 
feed trunnion through a cylindrical mill and directly out through 
the discharge trunnion. 

The balls are introduced full size, and wear away gradually, 
finally disappearing in the product, new ones being added from 
time to time to keep up the proper number in the mill. There- 
fore, after a mill has been in operation for some time, there will be 
found in it an assortment of sizes of balls, from freshly added ones 
down. New balls must be large enough to crush the largest 
particles in the feed, but are too large to handle the fine particles 



Fig. 89. — ^Typical ball mill. {Courtesy AUis~Chalmers.) 


of the product efficiently. This, together with the cushioning 
action of the fines upon the coarser particles, causes waste of 
power. 

The unique feature of the Hardinge conical ball mill, shown 
in Fig. 90, is the action brought about by the shape of the rotating 
shell in classifying the crushing balls. This classif 3 dng action 
causes the larger balls to assume a position at the large diameter 
of the mill. Toward the discharge end of the mill its diameter 
gets smaller and at these smaller diameters will be found the 
smaller or worn balls. The material, fed in through a scoop at 
the feed end of the mill (left side of mill shown in Fig. 90), is first 
crushed by the large balls. As it works its way along the cone, 
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it is crushed by continuously smaller balls until it is finally dis^ 
charged in a finely ground condition through a trunnion at the 
opposite end of the mill. 

Ball mills will handle a feed containing lumps as large as 
to 2 in. in diameter. These mills may be used for either wet or 
dry grinding, although the former method usually results in 
decreased power consumption and increased capacity, as long 
as the moisture content is sufficiently high to prevent caking. 
Wet grinding is extensively used for ores because of the oppor- 
tunity to use cheap classifiers, the elimination of dust nuisances, 
the convenient use of water as a conveyor and the need of sus- 



Fig. 90. — Hardiiige conical ball iSaill. 


pending the product in water prior to flotation. Wet grinding, 
moreover, frequently results in simplified mixing of materials 
at a subsequent stage in a process and, as mentioned above, 
reduced power consumption, although these advantages may be 
offset by costs of subsequent water removal. Wet grinding, 
of course, cannot be used for grinding water-soluble material, 
the grinding of grain, etc,, and is consequently less frequently 
encountered in the chemical industries. Even when grinding 
abrasive material, the ball consumption does not amount to 
over 0.7 lb. of iron per ton of material ground in the dry process, 
or 2 to 3 lb. of iron per ton of material ground wet. However, 
for most materials, the ball Consumption will not amount to one- 
half this figure providing the mill is fed with sufficient material 
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to prevent one ball from falling or pounding on another. The 
material being ground should always eushion the fall of these 
balls as they rotate in the mill^ and the sound coming from the 
mill should be a dull rumble, indicating an absence of metal4o- 
metal contact. 

In the case of ball mills, the crushing action is by impact 
or blow of one ball falling upon another ball with the material 
in between. There is a certain amount of grinding or shearing 
action taking place in the mill, owing to rolling of the balls; 
this becomes important in fine grinding. 

The fineness of the discharged product from a ball mill may 
be governed by the following methods: 

■ 1 . By Changing the Rate of Feed. — Increasing the rate of feed 
in a ball mill decreases tlie fineness, since the material remains in 
the mill a shorter time, being cro^wded out by the incoming 
feed. 

2. By Changing the Diaimter of Feed. — It is obvious that 
increasing the diameter of the particles fed to a ball mill will 
decrease the fineness of the discharged material if the rate of feed 
is maintained constant. 

3. By Increasing the Total Weight of Balls. — Increasing the 
total weight of balls of a given size increases the fineness of the 
discharged product, providing the rate of feed is kept constant. 
This increase in weight of balls may be brought about either by 
adding additional balls to the mill up to the capacity that can 
be handled (roughly 50 per cent of the cubic contents of the mill) 
or by increasing the specific gravity of the balls. For example, 
either the capacity of the mill or the fineness of the discharged 
product may be increased by changing from flint to iron balls as 
grinding media. 

4. By Changing the Diameter of the Balls. — When a mill is 
charged with balls of a given diameter, the reduction of the feed 
proceeds to a certain limiting particle size beyond which further 
Ksize reduction is so slow as to be quite impracticable. This 
practical limit to grinding is known as the “free grinding limit 
and is a function of ball diameter and the material being ground. 
The use of smaller balls results in slower grinding during 
the initial reductions but shifts the free grinding limit so that a 
finer product may be obtained. Consequently, an assortment 
of 3-, 4- and 5-in. balls would be used for coarse grinding, while 
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an assortment of to 13 -^- or 2-in, balls would be preferable for 
fine grinding. 

5. By Changing the Slope of the Mill — ^Increasing the slope 
of the mill or lowering the discharge opening decreases the fine- 
ness of the product. Such a procedure also increases the capacity 
of the rhill. 

6. By Increasing the Freedom of Discharge, — In ball mills 
having the discharge grating, the fineness of the material may be 
decreased by increasing the size and number of openings in the 
discharge grating or plate. This also increases the capacity of 
the mill. 

7. By Changing the Speed of Rotation, — At low speeds the ball 
action is largely the rolling of one ball over another and frequent 
impacts between balls after a drop of one or two ball diameters. 
This action is desirable for breaking up small particles of feed, 
and the intensity of this action increases with mill speed until 
the balls begin to fly short distances through space as they 
leave their position near the shell of the mill. At this stage 
larger particles of feed can be broken up and the rolling action 
becomes small compared to the more violent (though less fre- 
quent) impacts between the balls. The force of the impacts is 
increased with mill speed until the balls begin to fly clear across 
the mill, striking against the shell lining on the opposite side. 
At this stage grinding is done at the expense of extreme wear 
on the lining. At higher speeds the balls are held against the 
shell by centrifugal force during the entire revolution and 
no grinding is done. It is seen that the mill speed must be 
adjusted to the size and physical properties of the material in 
the mill. 

Maintenance of a ball mill is extremely low’^, inasmuch as 
there are only two or three bearings and these are so located that 
they may be enclosed in dustproof journals. Furthermore, the 
mill is a low-speed machine, usually operating at from 22 to 30 
r.p.m. Practically all the wear and tear occurs in the liners 
of the mill and the balls and liners must be replaced at infrequent 
intervals, depending largely upon the tonnage and abrasiveness 
of the material ground. The liners are sometimes fitted with 
lifter bars which minimize slipping of the balls over the surface 
of the liner. Hard rubber liners have also been used. Most 
of the wear inside the mill occurs on the balls, and additional 



278 


PBINCIPLES <W CHEMICAL ENOINEMEING 


Wls are thrown in the mill daily, weekly or at other intervals, 
depending upon the tonnage ground. This extremely low main- 
tenance is one reason for their popularity. Furthermore, they 
are simple to operate, and cost of installation and power con- 
sumption are extremely low. The product is not, however, at 
all uniform in size, and, as previously mentioned, rolls are more 
satisfactory if the product is to be coarser than 8 or 10 mesh. 
Also, rolls are better if the material is moist, because ball mills 
can handle only material either relatively dry (under 3 or 4 
per cent water), or- else very wet (over 50 per cent water), as 
moist material packs around the balls and cushions them. 

When the production of extreme fines is objectionable and 
the grinding is done wet, efiicient work is accomplished by 
closed-circuit grinding, f.e,, by passing the charge through the 
mill with relative rapidity and immediately into some sort of a 
hydraulic classifier. The overflow is taken off as finished 
product, while the oversize is returned to the mill or is fed to a 
second mill with smaller balls. Closed-circuit grinding is essen- 
tial when it is desired to obtain a very fine product (325 mesh) 
with practically no oversize. 

Ball mills of the cylindrical and conical types will grind ore 
from a gyratory or disk crusher so that only 2 per cent will be on a 
48-mesh scr^n and 60 per cent will pass a 200-meHh screen 
with a power consumption of only 10 to 12 kw.-hr. per ton. 

Pebble Mills. — These are merely ball mills whose ball charge 
has been n^placed with flint rock or pebbles. Since pebble mills 
are used principally where contamination of the product with 
iron is to be avoided, the shell is usually lined with porcelain, 
flint or burrstone and lifter bars are not present. Pebble mills 
are used in batch operation very extensively for grinding to a 
finer and more uniform product than the usual ball-mill output. 
Pebble mills are used in the manufacture of talc, plate-glass 
sand, ground feldspar for porcelain, etc. 

Tube Mills. — There is relatively little difference between tube 
mills and ball mills. In general, a tube mill (Fig. 91) may be 
considered EvS an elongated ball mill, that is to say, a mill that is 
relatively long in comparison with the diameter, in contrast to a 
ball mill that is relatively short in comparison with the diameter. 
The construction, the method of adjustment and the control are 
the same as for ball mills. The difference between the two 



CRUSHING AND GRINDING 279 

machines lies in their different spheres of usefulness, the ball mill 
being' suited to fine crushing, granulating and comparatively 
coarse pulverizing (so that 95 to 98 per cent passes through 60 
or 60 mesh), whereas tube mills are used for still finer pulverizing. 
The tube mill is important in the cement industry, where a large 
quantity of material must be ground to a fine state of subdiviaon 
in equipment that is as simple as possible in design. Tube mills 
vary in size from 10 to 30 ft. in length and from 3 ,to 8 ft. in 
diameter. A 5- by 26-ft. mill will grind from 75 to 95 tons of 
medium hard material from 20 mesh to 160 mesh per 24 hr. 



Fig. 91. — ^Tube mill. 


Compartment Mills. — This mill combines the ball and tube 
mills into one unit, with the objects of simplifying the grinding 
process, saving floor space and reducing installation, operating 
and maintenance costs. The tube-mill section is frequently 
divided by grids into additional compartments, each compart- 
ment containing balls of a size smaller than those in the preceding 
section. Such mills acit as a group of ball mills in series. Some 
mills are capable of receiving and discharging material between 
the compartments, enabling individual compartments to be 
operated in closed circuit. 

Rod Mills. — ^l^’hese differ from ball or tube mills in the use of 
high-carbon steel rods as a grinding medium. The length of a 
rod mill must be about twice the diameter to counteract a 
tendency of the rods to cross and become twisted. The rods 
are usually 2 or 3 in. in diameter. To a greater extent than in 
ball mills, the grinding action consists of a rolling action, rela* 
tively little grinding occurring from impact of one rod upon 
another. In consequence, the rod mill is inferior to the ball 
mill for grinding hard or tough materials. The advantages 
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of a rod mill lie in a very uniform product, decreased power 
consiimption, decreased wear and tear on grinding medium and 
liners and the cheaper cost of rods as compared to balls. The 
larger pieces of feed keep the n>ds apart so that the amount of 
fines is minimised and the grinding action is concentrated on the 
larger particles. On the other hand, rod mills are quite limited 
in application for they can grind only friable solids and the 
maximum particle size of the feed generally does not exceed 1 in. 
Rod mills not only have comparatively small reduction ratios 
but are not suitable for very fine grinding. Rod mills are 
valuable for the mixing of a sticky mass because the weight 
of the rods is sufficient to tear them out of suspension. 

Centrifugal Roll Mills. — ^The principle of rolling one element 
upon another has been widely used at all times in the design of 
crushing and grinding machinery. It has been seen that the 
gyratory crusher uses it to some extent, while crushing rolls and 
the Chilean mill are based wholly upon this principle. There 
are a number of other mills that use the same principle in a modi- 
fied form, by developing the pressure between one element and 
the other by the use of centrifugal force. Most of those mills 
have been designed to meet the necessity that has arisen in certain 
specific fields, and they are difficult of classification from the 
standpoint of the size of product handled on account of serious 
overlapping. In general, they not only crush the material by 
direct pressure but they also grind by attrition (shear). Some 
roll mills, although not dependent on centrifugal force to develop 
pressure, are so similar in design to centrifugal roll mills that 
they are included in this section. 

Sturtevant Ring Roll . — As mentioned previously, when material 
is to be finely crushed or pulverized, small rolls set close together 
are not economical. To meet this situation, rolls have been 
designed which travel rapidly around the interior surface of a 
ring in a mariner somewhat similar to that of the gyratory crusher, 
or, conversely, the rolls may be in a fixed position and the outer 
crushing surface rotated. One machine of this latter type 
is the Sturtevant ring-roll mill. The ring has a concave inner 
face which is rotated at a relatively high speed, and the material 
to be crushed is fed between the ring and one of the rolls. This 
roll has a convex surface and is pressed against the outer ring 
by powerful springs. The material is crushed as it passes 
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between the roll and the ring, and some of the finer material 
is thrown off through the discharge. Centrifugal force holds a 
large amount of the material on the ring. In this way, the 
material is carried around under successive rolls until it finally 
works its way out of the mill, being crowded out by incoming 
feed. Oversize material is screened in an outside separating 
machine and returned to the mill for further grinding. 

FuUer-Lehigh Mill . — ^The Fuller-Lehigh mill may b^ designated 
as a centrifugal roll mill in which the roll is repla(^cd by balls 
held ill sockets. It has a number of heavy steel balls which are 
rolled at high speed around the inside surface of a grinding ring. 
The material to be ground is fed through a hopper to a screw 
conveyor at the top of the mill, is dumped into a center cage, 
and is then thrown against the ring by the motion of the balls 
and pushers. Attached to the rotating cage is a series of fan 
blades which elevate the finely crushed material and force it 
against the screen direc^tly above the blades. Material that is 
sufficiently fine passes through the screen, whereas the material 
that is too coarse falls back into the crushing zone and is again 
thrown between the balls and rings. The fineness of material 
from this mill is largely governed by the rate of feed and the screen 
size. When properly adjusted it may be used for very fine grind- 
ing and is widely used for grinding coal for powdered-coal 
burners and for the grinding of cement. 

Raymond Mill . — The Raymond roller mill shown in Fig. 92 
has been successful very largely because of the fact that the 
mechanical details are well worked out, because it is a complete 
grinding unit and because of tht^ success of its air separator. 
The material is fed in through spout S (Fig. 92) and is delivered 
to the mill at a uniform rate by the feeder F. It is ground 
between the rollers R, and the annular grinding ring B. The 
rolls R arc attached to a spider, which is rotated by a shaft 
driven from beneath by bevel gears, and (lentrifugal force causes 
the rolls to fly outward and crush the material against the station- 
ary annular ring B. These mills are made with two to five 
rolls, depending upon the capacity of mill desired. The material 
that falls from between the roll and the ring is picked up by 
plow P and again driven back into the sphere of crushing action. 
Air is led in through the passages G and picks up the finely ground 
material and carries it up through the slightly conical dome which 
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encioses the rolls and their shafts. Here the velocity of the air 
is somewhat decreased, allowing the coarser material again to 
drop back between the crushing rolls and the rings, while the fine 
material is carried up through a fan and tangentially into the 
top of a Collector. The tangential motion, together with the 
decrease in velocity, due to the increase in cross section, throws 
out the finely ground material, which drops through a slide at the 



bottom of the collector. The air, thus freed of dust, is returned 
to the base of the mill, where it again picks up the finely ground 
material, and the cycle is repeated. 

There are two types of Raymond roller mills, one known as 
the side^’ and the other as the ^‘high side,'" the low side 
mill being the one just discussed. The high side mill differs 
from the low side mill in that it has a separator (Fig. 93), placed 
on the mill between the rolls and the fan. The air, laden with 
material that has been ground, passes up between the inner and 
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outer cones in this separator, through gates set at the periphery 
of the base of the inner cone and into the inner cone. These 
gates may be set at varying angles so that the swirling tangential 
motion imparted to tlie air may be varied at will. In this inner 
cone there is a separating action similar to that already described 
for the collector. The more tangentially the air is sent to the 
separator, the finer will be the product carried by the air to the 
collector. The coarse material settles to the bottom of this 
inner c?one and is again fed to the mill through the two spouts 
at the bottom of the inner cone. The air, bearing only the finest 
material, is carried through the 
fan and over to a large col- 
lector, where the finely ground 
material is settled out. 

It is thus seen that the air in 
a Raymond roller mill is used 
over and over again. However, 
there is always a small amount 
of air that is unavoidably 
admitted with the feed, and 
this is withdra^TO from the 
system through a small pipe 
leading f rom the return air pipe. 

The dust in this excess air is removed by means of bag filters or 
water sprays. 

The feeder of the Raymond roller mill shown in Fig. 92, page 
282, consists of a hopper under which passes a cornigated roll. 
The speed of this corrugated roll may be changed gradually over 
a wide range by a series of pawls operating ratchets. The opera- 
tion of the mill is effectively controlled by regulation of this 
feed device and of the separator gates. 

Being a high-speed machine, this mill is not suited for grinding 
hard, abrasive material, but for many materials, such as litho- 
pone, phosphate rock, barytes, limestone, etc., it is extremely well 
suited. It will not handle moist materials or those that soften 
on heating. For example, asphalt or hard pitch cannot be ground 
in this mill without foregoing recirculation of the air and sending 
all the air to the bag dust filters. It is one of the best fine- 
grinding pulverizers made, and will handle material ranging from 
in diameter down to material that will all pass a 200-mesh 
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Ibct^* a five-roller mill, which requires 50 hp. to drive the 
iBin and 40 hp. to operate the fan, will produce about 5 tons per 
hr, of material ground so that 90 per cent will pass a 200-mesh 
screen, 

IJnless the material being ground is abrasive, maintenance 
cost on these mills is low, although they are run at high speed 
and are used for fine grinding; furthermore, power coat is rela- 
tively low considering the range of fineness over which they 
operate. 

Other Types . — There are a number of roller mills somewhat 
similar in operation to the Raymond, such as the Bradley, the 
Griflin and the Huntington mills. The Griffin mill has only one 
swinging roll operating against the inner face of the crushing 
ring. 

The Raymond bowl mill is similar to the Sturtevant ring-roll 
mill except that the plane of rotation is horizontal and the 
charge moves up the sloping sides of the outer crushing surface 
by centrifugal force. 

High Speed Hammer Mills. — In recent years there have 
been developed commercially hamtm^r mills which operate as 
fine pulverizers. As an example, the Mikro-Pulverizer operates 
at speeds as high as 4600 r.p.m.; is characterized by simple 
installation, dp^m-circuit operation, easy cleaning, close particle- 
.size control and efficient operation in either wet or dry grinding; 
and is capable of extremely fine pulverization. Like other high- 
speed machines, these mills cannot be used to grind abrasive 
materials. 

Attrition Mills. — One of the oldest forms of grinding machines is 
the burrstone mill, consisting of two flat stones, one rotating 
on the other. The center part of each of the flat faces is slightly 
dished, w'hereas the outer rim portion is flat. This outer rim is 
known as the *^face,^' and it is on this face that the grinding is 
accomplished. In order to facilitate grinding action, radial 
grooves are cut from near the center axis of the stone to the 
outer edge, and from these shallower grooves fan out across the 
face. The depth of these grooves is governed by the fineness 
desired. Material is fed down through a hole in the center of 
the top stone and is carried outward by centrifugal force and 
by the grooves. As it passes from the center to the outside edge, 
the rubbing action of the stones wears the particles to be crushed 
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by attrition. These mills find considerable use in the paint 
industry, where it is desired to grind to a very fine state of sub- 
division and combine at the same time a mixing or rubbing action. 
The fineness of the product from such mills is controlled by the 
rate of feed, by the dressing of the faces (depth of groove, etc.) 
and by the distance between the two grinding stones. When 
abrasive material is to be handled in such mills, the burrstones 
are replaced by rock emery. Such mills have a relatively low 
capacity and high power consumption per ton output. 

Other types of attrition mills may use surfaces in place of 
stone or conical surfaces instead of flat disks, or may rotate 
about a horizontal axis. 

The Micronizer, Colloid Mills, Etc. 

Mills that reduce materials to particle sizes of a few microns 
have opened up new fields. There is some evidence to indicate 
that too fine grinding may occasionally be harmful ; for instance, 
cement needs some particles of super-micron size to give it the 
proper physical qualities. However, grinding to micron sizes 
lias resulted in remarkable results in fields such as color dispersion 
and chemical reactivity. 

Mills of this class are termed colloid mills when they are 
designed for wet grinding. As mentioned above, the classifica- 
tion of grinding equipment is not rigorous; mills of this class may 
be operated as fine pulverizers and a pebble mill may produce 
products of micron size. 

The Micronizer. — This mill has no moving jiarts. Jets of 
air or high-pressure steam are directed into a wshort cylindrical 
chamber into which dry feed is introduced. The jets arc directed 
in a manner that applies tangential and inwardly directed forces 
to the feed. The tangential motion keeps the feed whirling 
around the circumference of the cylinder, except for particles 
whose size is so small that the inward force overcomes the 
centrifugal force of the particle. Wlien the jet of air strikes 
this whirling suspended maas of feed, the resulting turbulence 
causes the particles to shatter one another, relatively little 
grinding being done against the walls of the cylinder. Small 
particles that are swept to the center of the cylinder already 
have a whirling motion, which is utilized by sending th ^m to an 
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attached air separator before this motion is dissipated. The mill 
takes a feed preferably less than 50 mesh. Wear seems to be 
more seriously affected by the size of the feed particles than by 
the abrasiveness of the material. 

The Myer Impact Pulverizer. — ^This mill is used largely in 
ore grinding to prepare a feed for colloid mills prior to amalgama- 
tion, The material is blown by an air jet against anvils. The 
mill operates in open circuit and is simple to install. Most of 
the wear occurs on the anvils, vrhieh are replaceable. 

Colloid Mills. — These mills serve two purposes: (1) the 
grinding of solid materials to a high degree of dispersion, and 
(2) the ^^homogeneization’^* of materials existing as two separate 
phases to form colloidal emulsions and suspensions. The opera- 
tion of a colloid mill dei)end8 upon the enormous shearing forces 
set up in a liquid film between two surfaces mo^dng relative to 
one another. Such surfaces may consist of disks, cylinders or 
truncated cones and either the two surfaces may rotate in 
opposite directions or one of the surfaces may be stationary. 
Frequently grooves are cut into the surfaces in order that the 
consequent turbulence set up in the liquid film may further aid 
dispersion of the feed. In some mills the surfaces may rotate as 
fast as 20,000 r.p.m.; with grooved surfaces such high velocities 
are not necessary since the liquid turbulence supplements the 
hydraulic shear. Other types of colloid mills involve beater 
arms which impinge on a liquid surface and intermesliing gears 
between which the feed is passed. 

Hard solids cannot be ground to a high degree of dispersion 
except at a prohibitive cost in power and wear on the apparatus. 
Consequently, colloid mills as grinding agents are used almost 
exclusively for the disintegration of soft solids or the breaking 
down of aggregates of particles of harder solids. The feed 
usually comes to the mill under pressure and consists of a more or 
less coarse suspension of the solid in a liquid, with the general 
addition of a “dispersing agent.'^ The agent is a substance, 

• This second purpose is frequently accomplished in ‘^homogenizers.” 
In an homogenizer immiscible liquids are passed simultaneously at high 
pressures through specially designed valves; the emulsification is mechanical 
but there are no moving parts and no grinding surfaces. However, colloid 
mills which are designed expressly for homogeneization to the exclusion of 
grinding are also frequently called homdgenizers. 
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selected according to the nature of the material being ground, 
which prevents the formation (or reformation) of aggregates. 

Examples of the use of colloid mills include incorporation 
of pigments and filler in paints and enamels; compounding 
ingredients for mixing with rubber latex; the manufacture of 
pharmaceutical mixtures and ointments, printing inks, tooth 
paste, cosmetics, etc.; and the minute dispersion of solids in 
liquids to speed up chemical reactions. 

GENERAL CONSIDERATIONS IN THE SELECTION AND LAYOUT OF 

EQUIPMENT 

It is 'worth while to bring together the more important points 
that should be observed in the selection and layout of grinding 
equipment. These often prove helpful in reducing maintenance 
and in keeping production continuous and the quality of the prod- 
uct uniform. One must not, however, overlook those special 
local conditions which are often controlling in the treatment of 
the individual problem. 

1. Control. — The apparatus should be so adjustable that the 
size of the product delivered can be changed easily over a reason- 
able range and so that, once the desired fineness is secured, the 
produ(*t will be delivered uniformly and continuously. 

2. Automatic Feed. — The rate of feed is most easily kept uni- 
form by having it automatic, and this results in two advantages: 
first, it helps maintain uniformity in size of product, and, second, 
it keeps the mill nlnning continuously at maximum capacity. 
The feeding device should be supplied from a large hopper or bin 
which acts as a reservoir to take up fluctuations in operation. 
It is usually advisable to have each unit in a series of machines 
equipped with individual feed and storage. 

3. Size Reduction by Steps. — In laying out a department for 
crushing and grinding, it is best to operate in successive steps, 
without making the size reduction between the steps too great. 

4. Closed-circuit Operating and By-passing. — The importance 
of these methods of operation must not be underestimated. 

6. Auxiliary Apparatus, — It is always advisable to have the 
auxiliary apparatus, such as elevators, conveyors, screens, etc., 
oversize in capacity. In many crushing and grinding installations 
the output is not limited so much by the grinding mill itself as by 
some elevator, conveyor or screen. Often, in closed circuit 



288 PBINCIPLES OF CHEMICAL ENOI NEBBING 

grinding, the amount of oversize material that has to be rehandled 
is underestimated in installing this auxiliary equipment. In 
general, when grinding in closed circuit, it is advisable to have 
such apparatus possess a capacity of about five times the output 
of the system. 
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CHAPTER X 


MECHANICAL SEPARATION 
PART I. SOLIDS FROM SOLIDS 

The necessity for separating one solid from another may 
arise from a desire to accomplish either of two results: first, to 
subdivide a mass of relatively homogeneous material, existing in 
pieces or particles of different size, into fractions, in each of which 
all individual particles are of approxinjately the same size; and 
second, to divide a mass composed of two or more individual 
sul)staace.s into fra(5tion.s so that each fraction will consist so far 
as possible of but one of tlie substances. It is seldom that both 
the above purf)ose.s can be attained in one operation. 

Obviously, in ord<^r to effect a separation of any two materials 
of any si>rt whatevfT, there must be found or produced in the indi- 
vidual units making up the mass some inherent property in 
relation to wliifdi these individual units differ. The fund.a- 
inental properties or conditions most (*ommonly utilized in proc- 
esses of separation are: 

A, Dimensions of units as affecting 

1. Ability to pass through a given opening. 

2. Friction manifested when falling through a resisting 

medium. 

B, Density, which may 1 h' either 

1. True specific gravdiy. 

2. Apparent specific gravdty maintained for a short 

time. 

C, Other properties : 

1, Magnetism. 

2. Electrical Conductivity. 

Sieves and Screens 

Introduction. — ^Separation according to the first subdivision 
is accomplished by giving the material opportunity either to 

289 
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pass through or to be refused by an opening of definite dimensions. 
If the openings exceed in, in size, they are generally expressed 
in terms of the linear dimensions of the largest particle that can 
pass through when the screen is in a horizontal position. When 
dealing with crushed rock for road building and concrete work, 
it is common practice to describe the size of unit pieces as those 
which will pass through a ring of given diameter. When the 
openings are smaller than in., it has in the past been a general 
practice to speak of the size in terms of the number of square open- 
ings or meshes per linear inch. The latter is manifestly very 
inaccurate, for in a structure having any definite number of 
openings per linear inch the actual size of the opening will depend 
upon the proportion of the inch that is taken up by the supports. 
Owing to the confusion that has existed in this matter for many 
years, the United States Bureau of Standards, in cooperation 
with certain enterprising users and makers of screens, has adopted 
as a basis for sieve construction a wire having a diameter of 
0.0021 in. When woven into cloth having 200 openings per 
lin. in., the dimension of each mesh produced is 0.0029 in. 
(0.0737 mm,). The ratio of the dimensions of the other sieves 
making a series is, of course, a matter of choice. A very rational 
for a screem scale is that proposed years ago by Rittinger, 
namely, that each opening shall be just twice that of the next 
smaller. The ratio of linear dimensions to produce this ratio of 
areas is, tlierefore, or 1.414. A very complete set of sieves 
has been produced in accordance with this plan by the W. S. 
Tyler Co. The size of the wire for the sieve cloth is so chosen 
that the ratio of opening above noted produces a relatively 
uniform series of sieves. When it is necessary to obtain a closer 
analysis for the finer sizes than is thus provided, it has been 
proposed to use for sieves having more than 65 meshes per in. a 
ratio of areas of \/2; or ^ ratio of linear dimensions of v^- 
The separation of particles of different size by means of a 
screen or sieve is rendered difficult by two factors, both of which 
increase as the particles become smaller. The first of these is 
the cohesion of the individuals, which tends both to carry very 
fine material along with the coarse and to make a number of 
small units function as one large one, thus preventing separation. 
The second is the adhesion of the particles to the structure of the 
screening surface, tending to make the openings smaller, or even 
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closing them. An efficient screening system, therefore, provides, 
so far as possible, against the presence of these conditions. 
Since both cohesion and adhesion in a pulverized material are 
functions of the moisture content, it is apparent that, to screen 
easily, the mass must be either very dry or mixed with excess 
water. A further difficulty encountered in very accurate 
separation is a tendency for the wires to spread, thus enlarging 
some openings and closing others. This error is largely elimi- 
nated by proper screen construction and by using a secondary 
protective screen above the fine one to prevent the i)ounding effect 
of the larger pieces. It is obvious that the material to be screened 
must be kept in constant motion; only by giving the particles 
opportunity to take different paths can a separation be effected. 
Care must be exercised that in producing this motion the smaller 
particles are directed toward the openings through which they 
are to pass and not away from them. The violation of this 
principle renders soxne well-known types of apparatus for sepa- 
ration very inefficient. 

Grizzly. — The simplest device for effecting separation is to 
provide a grating or perforated plate inclined at an angle greater 
than the angle of repose of the material to be separated. Across 
this surface the material is made to pass by the force of gravity, 
the smaller particles falling through while the larger pass over. 
Such an apparatus may be easily made from heavy wedge-shaped 
iron bars held apart by distance bloc^ks and bolted together, 
thus forming a frame generally known as a grizzly. By placing 
the small edge of the wedged-shaped bar downward, the nar- 
row part of the slit is on top and clogging is avoided. Such 
a frame is Uxsed in screening coal and crushed rock, and, when 
made from heavy wire, is employed for hand-separating sand and 
gravel. These types are to be recommended when accurate 
separation is not required and when cheapness of construction 
and maintenance is a necessity. As will be explained later, the 
angle at which a screen of this type is set is an important factor 
in determining the size of the particles passing through it. 

When it is necessary to effect more complete separation by such 
an apparatus, the inclination of the screen is made less than the 
angle of repose and the material to be screened is propelled along 
the surface by a motion imparted to the screen. This motion 
may be 
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1. Rotating. 

2. Gyratory. 

3. Reciprocating (bumping). 

Rotating Screens. — In a rotating screen, frequently called a 
trommel (Fig. 94), the screening surface may consist of wire 
doth, perforated metal or iron bars and is formed into a long 
cylinder carried by an axial shaft and radiating arms, or fre- 
quently supported by circular rings running on friction rollers. 
The openings in the cylinder walls may be graded in size, or the 
cylinder may be made in sections, each section having openings 
of a definite size, so that the screened material may be drawn off 
in a number of fractions. The speed of rotation and the angle 
of inclination are so chosen that the material is carried uniformly 



Fig. 94. — Kotary screen. (Courtesy of Colorado Iron Works Co.) 


forward from the feed to the exhaust end. The efficiency of such 
an apparatus is limited by a number of conditions. Firsts the 
large pieces at the entrance or fine end of the screen tend to 
spread the meshes and to drive the oversize through the small 
openings. Secondly subjecting the fine screen to the impact of 
the heavy pieces greatly decreases its life. Third, the rotation 
of the charge tends to throw the larger pieces to the bottom of the 
layer; and this, it will be noted, is contrary to the relative position 
necessary for insuring the passage of the fine particles through 
the openings. Fourth, a very large percentage (90 per cent) of 
the area of the screen is not in action while the screen is in use. 
Fifth, since the operation depends ujwn the weight of the particles 
to overcome surface adhesion and to clear the screen when 
inverted, the machine is unsatisfactory for screening small par- 
ticles. The first two objections are met by arranging a number of 
cylinders, each made of an increasing fineness, in series, so that 
the coarse screen comes first. The undersize of the first cylinder 
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forms the feed for the second, while the oversize from the first 
i*s shunted off to its respwictive bin. Space may be economized 
by placing one screen within the others in a series of concentric 
drums. In this arrangement the coarse screen is at the center 
and each succeeding screen passes a finer material. If it is desired 
to operate the screens wet, or to wash the coarse material, as in 
the mining of phosphate rock, water may be introduced from 
orifices in the hollow shaft. In order to eliminate the end thrust 
on the tearings, rotating screens are frequently set with the 
axis horizontal, and the screening surface is made conical or 
pyramidal instead of cylindrical. 

Vibrating Screens* — A large number of so-called “shaking” or 
“vibrating” screens, using both a reciprocating and a gyratory 
motion to keep the openings free and to propel the charge, are 
available, but it will be possible to mention only a few of the 
types. The success of any vibrating screen depends upon 
maintaining clear, free openings. This may be done better by 
sharp rapid vibration than by any method of simply shaking 
the charge on the screening surface. In screens of this type the 
screen frame should be inclined at an angle less than the angle 
of repose of the material operated upon, in order that an undue 
proportion of fines may not be carried over with the tailings. 
As the slope of the screen is decreased, sharper separation is 
obtained at the expense of capacity, and such flexibility of 
operation is frequently incorporated in these screens. In many 
cases several screens are used, thus multiplying the number of 
products. Fine screens may be shielded by a coarse protecting 
screen to carry the heavy particles present in the charge; this 
heavy screen is called a scalper and greatly prolongs the life 
of the working screen by preventing both abrasion and the 
spreading of the wires. 

The Colorado impact screen (Fig. 95) consists of a main 
frame on which is mounted the screening surface held in a 
vibrating frame of wood. This is flexibly supported by a pair 
of elliptical springs which force it upward against four adjustable 
stops. In recent machin<>s a pair of steel cables stretched 
between the ends of the stationary frame are used instead of 
elliptical springs. To this vibrating frame, motion is imparted 
by two ratchets operating as multiple earns keyed to a revolving 
shaft. The effect of the cams is to depress the vibrating frame, 
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whi43h snaps sharply upward against the stops when the cams 
release the frame. The meshes of the screen are thus kept 

free, and the charge is driven 
forward. The length of stroke 
and inclination of frame are 
adjustable, and the apparatus 
as a whole may be easily 
adapted to wet screening. A 
motion at right angles to the 
face of the screening frame has 
a great advantage in that the 
heavier particles of the charge 
are thrown to the top, thus 
allowing the fine particles to 
come into immediate contact with the openings through which 
they are intended to pass. 

In the Hum-mer electric screen (Fig. 96), the wire cloth is given 
a positive and rapid vibration by connecting it rigidly to an 




Fig. aO. — Hum-mer dectricaUy vibrated screen. (Courtesy of W. S. Tyler Co.) 


armature which is lifted by an electromagnet and repelled by a 
aet of springs. The intensity of the vibration is regulated by 
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adjuring tbe springs controlling the recoil of the armature. 
Rapid and efficient separation is thus effected. 

The Moto-Vibro screen is an inclined vibrating screen, built 
with a rigid steel frame on which the screen surface is held taut. 
A sharp rapid vibration of the wire cloth is obtained by tapping 
the screen surface from below with light hammer blows trans- 
mitted by a high-speed short-stroke eccentric. 

Swinging Screens. — It was noted above (pagte 293) that 
material to be screened must be kept in constant motion and that 
the small particles should be directed toward the openings 
through which they are to pass. This effect is obtained by 
mounting a screen in an essentially horizontal position and 



Fig. 97. — Rotex vibrating screen. (Coiirteay of Orville Simpson Co.) 


swinging or gyrating the screen; the fine material settles next 
to the sieve while the coarse material “floats” on top. Swinging 
screens may in addition employ vibration to keep the screen 
clear. 

The Rotex (Fig. 97) and Gyro-Sifter screens involve a unique 
method of vibrating the screens. The frame, containing one 
to five screens, is gyrated by a rotating wheel to which one end 
of the frame is attached. The screens rest in an almost level 
position and the gyratory motion of one end of the frame imparts 
a reciprocating motion to the other end. Below each working 
screen is a coarse wire screen, and the space between these two 
screens is divided into a number of compartments, each contain- 
ing several resilient rubber balls. The semigyratoiy motion 
of the frame causes these balls, whose size depends upon the 
material being screened, to be deflected upward either by the 
beveled walls of the compartment or by deflecting rods mounted 
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on the coarse supporting screen. The feed enters through a 
flexible spout at the gyrating end. The screening surfaces are 
arranged with the finest screens at the bottom, and the impact 
of the rubber balls provides vibration to keep the screens clear. 
The coarse screens on the bottom of the ball compartments 
serve only to support the balls; material that passes through one 
working screen falls through the supporting screen onto the next 
working surface. 

In other types the screens are suspended horizontally and are 
swung in full gyration by eccentric weights revolving about a 
vertical shaft fastened to the screen box. The 
material is pushed along the surfaces of the 
sieves by brushes or heavy tin flights/^ 
Capacity is relatively low but unusually fine 
materials may be screene^d. 

Separation Depending on the Difference 
IN Frictional Resistance op Particles 

To make clear the principles that underlie this 
method of separation, it is necessary to discuss 
the nature and governing laws of the forces that 
tend to oppose the motion of a solid body 
through a fluid. 

Laws of Fluid Motion. — When a small solid 
body moves through a fluid so slowly that the 
latter flows past it in smooth streamlines, with- 
out forming eddies, it is subject to a retarding 
faiUng ^ proportional to the relative velocity V 

fluid; not© eddies between the body and the fluid, and to the 
above sphere. absolute viscosity n of the fluid. For a smooth 

sphere of diameter D this force is given by Stokes’s law:^^^ 

= DV (1) 

As the size of the body and its relative velocity increase, 
eddies form, particularly at the sides and in the rear, as shown 
diagrammatically in Fig. 98. In consequence, the resistance due 
to inertia forces becomes large in comparison to the viscous drag, 
and the relation is given by Newton^s law:^^'^^ 

R^kApV^/2 ( 2 > 
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where A is the projected or frontal area of the hody, p is the 
density of the fluid and fc is a dimensionless factor to be deter- 
mined by experiment.* 

For particles having diameters intermediate between ‘'large 
and “small/^ neither Newton's nor Stokes's law holds. The 
situation is handled in a matter analogous to that used for fluid 
flow in pipes, f.c., by defining a dimensionless friction factor / 
by the following rearranged form of the Fanmng equation 
(page 77): 

( 3 ) 

Upon comparing Eqs. 1, 2 and 3, it is seen that in the zone of eddy 
resistance / equals kj while for streamline flow / equals 24At/DFp 
= 24:1 Re, where Re is the Reynolds number. A plot of / vs. 
Re on logarithmic paper gives a curve having a slope of — 1 
in the range where Stokes's law holds and a curve of zero slope 
where Newton's law liolds. A mass of experimental data 
obtained for the flow of gases or liquids past spheres of various 
diameters and densities is correlated by the curve A BCD of 
Fig. 99.^^*^'^ At very small values of Re, where the particle 
diameter approaches the order of magnitude of the mean free 
path of the molecules of the fluid, deviations develop. f At 
higher values of Re, ranging from 0.0001 to 0.4, the data are in 
good agreement witli Stokes's law, but at values of Re above 
0.4 the measured values of / are higher than given hy J =24/ Re, X 
as showm by the curve BC, When Re reaches 1000, the values 
of / are substantially constant at approximately 0.44 until Re 
of 100,000 is reached; beyond Re of 200,000 the values of / are 
somewdiat erratic, but arc less than in the range CD, 

Consider now a solid particle in a fluid medium. If at any 
instant the force tending to move the particle exceeds the fric- 
tional resistance, the unbalanced part of this force will accelerate 
the particle (according to the law: unbalanced or resultant force 
= mass X acceleration) until it reaches a uniform velocity where 
the frictional resistance just balances the imi)elling force. If, 
on the other hand, the frictional resistance is greater than 
the impelling force, the particle will be given a negative accelera- 

* Newton originally proposed a value of k of 0.43. 
t Corrections to Stokes’s law have been proposed for this range, 
t Thus at Re of 1000, / is 0.40 instead of 0.024. 
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tion. In any case, then, a particle of given size and weight filing 
fredy through a fluid quickly assumes a constant “free-settling” 
velocity, the magnitude of which is of great importance. It 
may readily be found by equating the frictional and other forces 
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Fig. 99. — Free settling of spheres in liquids. 

Curve ABCDif^^gDip, ~p)/3pF* vs. 

Curve A'B'’AgiJL(fig—p) vs. DV pip, for obtaining D, 

Curve — p)/3At* vs. DV p/p, for obtaining V. 

that are acting on the body, since these must be balanced to give 
uniform motion. 

Gravity is, of course, the impelling force acting on a freely fall- 
ing body. Using the previous notation, for a spnerical particle, 

where p, is the density of the solid. 
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In any fluid medium^ however, the solid body is buoyed up by 
a force equal to the weight of fluid displaced: 

where p is the density of the fluid. 

The resultant force or ‘‘residual gravity^’ is then the difference 
of these two 


Fr-irD^(p,--p)g/6. 


Equating Fr to R of Eq. 3, noting that the projected are^ of 
a sphere is irD^f4ij gives 


^^4pD(p.-p) 
J 3pyT 


(3a) 


To avoid trial calculations in using Fig. 99, the curve A BCD of 
/ vs. Re can be replotted. Thus, for determining D from the 
measured rate of settling, one uses the curve A'B' involving the 
new ordinate //iic, which equals 

^gpjp.-p) 


and from the corresponding abscissa D is readily determined. 
Similarly, for calculating the free-settling velocities attained by 
particles of known diameter, curve is used, where 

the ordinates are f{Key or 4grZ)V(p«—p)/3/x^ Since all these 
relations are dimensionless, any self-consistent units may be 
employed. Values of the absolute \dscosities of various liquids 
and gases are tabulated on pages 687 to 690. 

Illustration. — Assume that spheres having dianjcters of 0.05 cm. and a 
density of 2.65 grn./c.c. are settling in water (/u~-0.01 poises) under free- 
settling conditions where the particles do not interfere with each other. 
What would be the free-settling velocity? 

The ordinates of the curve are 

4g/>«p(p.-p) 4(981)(0.05)«(1)(1.65) 

— V ' 3(o;oi)* 

and the corresponding abscissa is 40 «(0,05)(F)(t)/(0.01), whence V equals 
8.0 cm. /sec. 

If the same particles settled in air (p ==0.00121 gin./c.c., m«' 0.00018 
poises), the ordinate is 16,200, Re is 108 and V equals 322 cm. /sec. 
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For approrimate calculations the curve A BCD may be replaced 
by three equations 

From 2?c of 0.0001 to 2: f—2AIRe. (4) 

From Be of 2 to 500: /=18.5/Bc«-«. (4a) 

From Re of 500 to 200,000 : /= 0.44. (46) 

where in all cases / equals 4grZ)(p,— p)/3pF^ 

Data are also available for the fall of disks, cylinders and 
particles of irregular shapes; the relations are similar to those 
for spheres but the constants depend on the shape of the bodies. 
In the region of eddy resistance 

(5) 

where D in the average diameter of the particle and Kg is a 
constant dependent on the shape of the body but independent 
of the viscosity of the fluid. Upon comparing Eq. 3a for a sphere 
with Eq. 5, Ke is found to equal v^4/3/==\/4/(3)(dr44^^^ 
1.74* For a disk falling with its large face in the horizontal 
plane, Ks equals 1.35-v/^/Z), but, when the disk falls edgewise, 
KE—l8\/iJ3f wdiere t is the thickness. Similarly, in the stream- 
line region 

V^K^DKp.-p)/y^ ( 6 ) 

where jfjC, is for a sphere, for a thin disk when 

vertical and 27r</641> for a thin disk when horizontal. 

In the intermediate range neither Eq. 5 nor Ecp 6 applies, and 
one should use an experimentally detennined curve similar to 
Fig. 99. 

Applications. — ^To make use of these relations in separating 
particles of a given density into a number of different sizes, one 
may arrange a system like that shown in Fig. 100. The stream 
of water brings in pulverized material through a shallow trough 
which empties into a comparatively deep box. The box is so 
designed that the water has a fairly uniform horizontal velocity 
throughout. The larger particles fall rapidly into the first 
compartment in the bottom, while successively smaller particles 
are carried farther and farther horizontally into different com- 
partments before they finally reach the bottom. The finest 
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particles are carried over the edge of the box before they have 
time to settle. 

To make a reasonably sharp separation, several points must 
be observed: the distance b 
must be large compared with 
a, otherwise particles com- 
ing in at the top of the 
stream would go into a more 
distant compartment than 
those of the same size enter- 
ing at the bottom; the feed 
should enter smoothly at a 
uniform low velocity; the 
horizontal current in the box should be steady and fairly uniform. 

Very frequently this method, using either air or water as the 
fluid, is used to divide the pulverized solids into but two classes, 
the finer of which is carried over the side, while the coarser 
remains in the box. Anothc^r way to accomplish the same 
separation is to employ a rising current of fluid with a velocity 
just greater tlian free-falling vehxaty of the largest particles 
that it is desired to remove. Tlu^se partiedes and smaller ones 
will then be carried up and out, while the larger ones settle 
slowly. 

Probably the greatest use for this method of separation into 
two parts is in conno<*tion with the operations of crushing and 
grinding. As was jxhnted out under the dis(*ussion of the factors 
controlling the efficiency of fine grinding, it is essential for the 
best results that each j)article be removed from contact with the 
grijiding surfac(‘s and be carried out of the machine as soon as it 
has become suffiedenily small. In many stamp and pebble mills 
this is aecornplislied by passing a stream of water through the 
mill to carry away the flues in accordance with the principles 
above enunciated. Screens are usually employed to prevent 
the removal of particles not yet ground fine enough. Sharp 
separation by settling alone is impossible on account of the 
variations in velocity caused by irregular cross st^ction and the 
motion of the grinding mechanism. 

A stream of air is also used to effect the same sort of separation 
in various types of pulverizers. Screens are sometimes used 
here also, but they tend to clog, and it is often found better to 
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remove the oversiae particles by enlarging the cross section 
of the air duct, in this way reducing the velocity sufficiently 
for the large particles to settle and be returned to the mill, 
while the smaller ones are carried on to larger settling chambers, 
bag filters, etc, 

Au example of separation by means of screens is found in the 
Fuller-Lehigh pulverizer, page 281. In machines of this class a 
rapid circulation of air is obtained by attaching to the main 
rotating shaft four blades which constantly lift the fine particles 
from the zone of active crushing through a fine screen set around 
the upper or ** separator portion of the mill. Particles too 
coarse to be easily carried through this screen are returned by 
gravity to the further action of the crushing rolls. 

The Raymond roller mill (Fig. 92) illustrates the utilization 
of air separation of the fine particles as soon as formed as a means 
of increasing the efficiency of grinding. A continuous current of 
air is drawn up between the crushing surfaces into a separator 
placed immediately over the mill. The diameter of the separator 
increases rapidly as it rises so that the velocity of the air current 
decreases and allows the larger pieces to fall back into the grind- 
Jng zone directly. At the top of the separator the air current 
is deflected into an interior cone where further separation takes 
place; that which fails to stay in suspension falls again into the 
mill proper. Such a grinding device nKjuircs a very effective 
separator to arrest the product in the receiving chamber; 
mechanism for this purpose will be described on page 314. 

There are a number of machines now on the market, built 
independently of any grinding apparatus, based upon this 
principle of air separation. The material passes first into a 
constricted area in order that a high initial velocity may be 
imparted to it. The cross-sectional area of the separator must 
then rapidly increase, allowing the air velocity to fall. Only 
those particles which at the low^est velocity maintain a frictional 
resistance greater than the force due to gravity are carried out 
of the separator into the final collector. These air separators 
are generally designed for materials finer than 40 mesh. 

Sepabation Due to Difference in Specific Gravity 

The separation of material that is composed of substances 
having different specific gravities presents a problem that has 
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been worked out in much detail in the broad and important field 
of metallurgy. As a rule, the ore or valuable part of a mineral 
deposit possesses a specific gravity different from the worthless 
part or gangue, and it would seem a relatively simple task to 
effect a separation by making use of the difference in the velocity 
of fall through a resisting medium. Three important diflBculties, 
however, are met. Firsts the dimensions D for all particles in 
the lot to be separated must be very nearly the same, and the 
close screening of the raw material required to accomplish 
this result is relatively expensive. Second, some of the grains 
consist of both mineral and gangue and therefore have a specific 
gravity between that of the pure constituents. Third, some 
of the particles are so small that they no longer obey Newton’s 
law of settling, Eq. 5. 

Free Settling. — From the relationships between linear dimen- 
sions and density already noted, it follows that tw'o bodies 
of different dimensions Di and D 2 and of different densities 
Pi and p2, when falling through a medium of density p, will attain 
equal velocities when the inverse ratio 



is satisfied. From Eqs. 5 and 6 it is seen that n will be 1 in the 
eddy-resistance zone and }4 the range of streamline fall. 
Since Ixdier results are obtained with the larger value of n, 
it is preferable to operate in the zone of eddy resistance. 

The dimensions given by Eq. 7 are the limiting values which 
particles of two substances with densities pi and p 2 can have 
if separation by falling through the medium is to be carried out. 
So long as the diameter ratio is less than this, the smallest 
particle of the heavier substance will attain a final velocity greater 
than the largest particle of the lighter substance, and separation is 
possible. Hence, if a pulverized mass is sized by passing through 
a set of screens, the fraction on any one screen can be separated 
into its own components by settling, if the ratio of the largest 
particle to the smallest is not greater than is indicated by Eq. 7. 
Obviously, however, the more nearly thcvse particles are of the 
same dimensions, the more nearly equal will bo the frictional 
resistance of falling, and hence the greater will be the difference in 
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rates of fall. The ratio of the size of opening or mesh in the 
larger screen to the next smaller is called the sieve scale and has 
already been discussed on page 289. It is clear that the selection 
of those screens which must be employed will differ for each set 
of substances and is determined by Eq. (7). For practical pur- 
poses, when water is the fluid medium, this may be written 
Di/D 2 -{S 2 — l)/{Si—l)f and, when air is used, Di/D^-S^/Si, 
where S is the specific gravity of the solid. It is evident, there- 
fore, that, when the specific gravities are not \videly different, the 
sieve scale must be considerably smaller for separation in air than 
for separation in water. The ratio of the diameters of grains of a 
number of minerals having equal free-settling velocities has been 
determined by Richards. From a number of analyses of 
quartz and galena ranging from grains having diameters from 
2 to 0.6 mm., this ratio of diameters was found to be from 3 to 
3.7. That calculatexl from Eq. 7 is in this case about 4, the 
specific gra\dties being 2.65 and 7.5, respectively. It is some- 
times expedient to suspend in the water a material so fine that 
the mixture behaves as a liquid with a density mat(?rially greater 
than water. This principle seems not to hav(^ been sufficiently 
applied to determine its real value. 

^nce quartz and galena differ more in specific graxdty than 
the maiority of ores, in general, excessively close .sereening 
would be necessary in order to make possible a satisfactory 
separation by free settling. Another objection to this method 
lies in the fact that, if ^^free-settling conditions'^ (f.e., con- 
ditions such that there is practically no interference between 
the falling particles) are to be maintained in any apparatus, the 
capacity of a given separating system for solids must be rather 
small compared to its volume. For these reasons a modified 
system of separation, known as hindered settling, is very much 
used in metallurgical work. 

Hindered Settling. — There are a number of methods of separa- 
tion which, while markedly different in apparatus and details of 
operation, nevertheless involve the same basic principles of 
hindered settling. This may be defined as settling under condi- 
tions designed to crowd the particles close together and cause 
interference between them. 

Two principal advantages are found common to almost all 
the variations of this method : 



MECHANICAlj SEPARATION 305 

Firsts it greatly increases the capacity of apiy separating 
system* 

Second^ it sets up a scale of equal hindered settling particles^’ 
where the ratio of the diameters of the light and heavy particles 
which settle at the same rate is often nearly twice as great 
as before. This renders possible either a much more perfect 
separation for a given set of conditions or a satisfactory separation 
with a wider range of sizes. In this connection it is evident that 
the continual interference and agitation to which the grains are 
subjected in hindered settling prevent the formation of agglomer- 
ates by the small particles which would then be classified with 
the larger sizes. 

Hydraulic Jig. — The increased ease of separation obtained 
with hindered settling is due to several causes which may well be 
considered in the operation of a jig^ one of the simplest and most 
widely used of all hydraulic separators. Figure 101, page 306, 
shows side and end se(‘,tions of atfngle compartment in a series of 
wooden jigs. The plunger has a fairly rapid reciprocating motion 
which keeps the water going up and down through the sieve. 
Assume that the feed contains particles of galena (sp. gr. 7.5) 
and quartz (sp. gr. 2.65) which separate into four groups. 

1. The tailings — medium and fine particles of quartz and very 
fine particles of galena, which pass out with the effluent water 
to the next compartment. 

2. The middlings — large particles of quartz which form the 
top layer of the bed of on? on the sieve, mixed with some medium- 
sized galena which has not yet worked its way through to the 
bottom. Middlings are raked off intermittently and sent back 
to the crusher. 

3. The coarse concentrate — galena particles which are too large 
to pass througli the sieve and \vhich form a' layer just above it. 
They may be removed automatically or raked off after the 
middlings. A few pieces are always left to form a bed for the 
next rim. 

4. The fine concentrate — small particles of galena which have 
passed the sieve and collected in the hopper. This is the chief 
product of the jig and is taken out through a gate in the side 
of the hopper. 

It is evident tliat the bed of middlings, which is kept in a state 
of agitation or ^Heetering,'' operates somewhat as a screen. 
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altowing small galena particles to slip down through the chan- 
nels but refusing the larger quartz, which has, however, the same 
free-settling velocity. 

Another effect is added to this screening when the upward 
rush of water lifts the mass of particles ofif the screen. The 
heavier particles then drop through the fluid, and under such 
conditions of ^Heetering'^ the specific gravity of the mixture of 
water and sand is greater than that of water alone. This average 
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Fio. 101. — Hydraulic jig. 


specific gravity would be recorded by a hydrometer placed in 
the suspension, since a mixture of water and sand would bej dis- 
placed, but it must be realized that to obtain an average specific 
gravity greater than unity the j^articles must be lieavier than 
water and must be suspended in water, not at rest on the screen. 
As a corollary to this it follows that the particles must have a 
downward velocity relative to the water. This greater specific 
gravity iricrease.s the ratio of diameters of equal settling particles 
so that much l>etter separation is possible. Richards calculates 
hindered settling ratios for quartz and galena by using the 
average sj>ocific gravity of the sorting bed, which is 1,6. Under 
these conditions 
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iTi 2.65-1.5 

which checks fairly well with the results of his experiments* 

The function of the pulsating or upward-moving current is 
not to separate the particles by any difference in the acceleration 
given to the different-sized particles (as sometimes stated) but 
solely to keep the particles in suspension and thus increase the 
apparent density of the separating medium. 

Jigs are used extensively on relatively coarse materials and 
to some extent on finer products. 

Wilfley Table . — ^Various types of riffles are employed for the 
separation of fine sands, the simplest type bmng constructed of 
blocks or bars across the bottom of a sluiceway. The Wilfley 
table usually consists of a nearly horizontal table with parallel 
cleats or riffles along its surfaces, equipped with an eccentric 
and springs or similar devices at one end to give a longitudinal 
jerking motion to the whole. The ore is fed at the highest corner 
and water from a pipe along the upper side floats the lighter 
particles with it across the table while tlie heavier mineral is 
caught by the riffles and carried down the length of the table by 
the jerking motion imparted to it. 

The Vanner, which is used for sands and slimes, consists of 
an endless belt running up a slight incline which is given a shak- 
ing motion in tlie plane of the belt. Water flowing down the 
belt removes the lighter mineral while the heavier is carried to 
the upper end and discharged. 

Hydrmdic Classification and Hydraulic Separation 

From the preceding discussion of free and hindered settling 
it should be clear that, to effect the separation of two admixed 
solid materials of differing specific gravity, it is necessary that the 
ratio of diameter of the largest particles of light material to that 
of the smallest particles of heavy materials shall not exceed a 
definite value, a value that is greater in the case of hindered 
settling than in the case of free settling, but still definite and not 
very large. It is, therefore, imperative that hydraulic separation 
be preceded by some sort of sizing operation and obviously 
screening is the sizing method that first suggests itself. It has 
already been pointed out that screening is an expensive operation 
and one in which the exact control of sizing of particles is difficult 
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to obtain. Expense and difficulty of sharp separation in screen- 
ing increase very greatly as the particles to be separated decrease 
in siae. Thus, for other than reasonably costly finished products, 
screening operations below 20 mesh become impracticable on a 
commercial scale. It is, therefore, necessary to substitute for 
screening some cheaper method of sizing. 

Hydraulic Classification. — The method employed to avoid the 
difficulties of exact sizing by screening of fine materials in large 
quantities is to subject the materials first to a separation by 
free setUingy the fractions obtained by this method being then 
subsequently separated into the component materials by hin- 
dered settling. If a mass of two materials, the particles of which 
vary in «rize between definite but wddely separated limits, is 
subjected to free settling, the materials can be divided into 
fractions; the fraction containing the largest particles can be 
made to consist of the heavy material only; the fraction contain- 
ing the smallest particles can be made to consist of the light 
material only; but in all intermediate fractions the largest par- 
ticles will consist of light material only and the smallest particles 
of heavy material only, while the intermediate sizes will consist 
of particles of both materials. 

If, now, each fraction obtained by free settling has been so 
controlled that the ratio of diameters of the largest particles in 
that fraction to the smallest does not exceed the hindered settling 
ratio for the two materials, these fractions obtained by free 
settling may be subjected to hindered settling, thereby securing 
complete separation of the material. 

Preliminary free settling, utilized as above outlined to secure 
the sizing of the particles to be separated preliminary to the final 
separation, is spoken of as hydraulic classification The 
vsequent separation by hindered settling is deaoritied ^ 
separation. 

Hydraulic classification is less efficient screening in that 
in each fraction the j)articles of both materials are not uniformly 
graded from the smallest sizes to the largest, but, as stated above, 
the largest sized particles are of light material only. The amount 
of heavy mineral obtained by subsequent hydraiilic separation is, 
therefore, less in the former case than would be obtained by 
treating the screened fractions. On the other hand, the avoid- 
ance of the difficulties of screening operations, especially for fine 
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fntCtioii 8 ,. 80 far outweighs this disadvantage , that hydraulic 
classii^tion as a means of sizing preliminary to hydraulic sepa- 
ration is very widely used in mining practice. 

Spitzkasten. — Possibly the oldest classifjdng device, and one 
yet much in vogue, is called a spitzkasien. In its simplest form 
it consists of a aeries of inverted pyramidal or conical boxes, 
each succeeding box being both larger and deeper than, the first 
(Fig. 102) . The “ pulp ” (as the mixture of fine raw ore and water 



Fig. 102. — Spitzkostons. 

is called) is allowed to flow in at one edge of each box and across 
to the opposite side and into the next box. The increasing cross 
section and depth produce a decrease in the rate of flow as the 
mass passes from the narrow to the broad end, and thus a more 
or less complete separation is <*ff(H*ted. The classified ore is 
drawn off at the apex of each box, wliile the very fine, almost 
colloidal particles or ‘‘slimes’’ flow from the top of the last box to 
suitable collectors. Most modem classifiers introduce at the 
apex of each box an additional stream of w^ater known as hydraulic 
water. By this means not only is a sharper (dassification 
obtained, but a considerable measure of concentration, 
separation of the heavier mineral from the lighter gangue, is 
effected. Obviously a great number of variations and modifica- 
tions can be introduced into such a type of apparatus ; but if the 
principle is understood, the different factors may be changed tc 
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«uit the conditions at hand. Coal-washing machines operate 
on this principle, but in this case it is the valuable part that 
floats off, while the slate and pyrites settle out first; moreover, 
the coal has already been screened and in this case the apparatus 
operates as a separator. 

Dorr Classifien — When it is necessary to separate a relatively 
large amount of fine material from coarse, as in classifying the 
prodxict of a tube mill grinding in water, involving, however, no 
separation of materials, machines of special design are available. 
The Dorr classifier (Fig. 103) can be noted as an example. This 
machine consists of an inclined settling box in which the heavy 



Fig. 103. — Dorr oiassifier. 


material, which a predetermined current of water fails to carry 
over the discharge end, is continually removed by the action of 
mechanically operated rakes which push it up the incline. 
Other types of classifiers use a revolving helix or spiral in place 
of rakes. The heavy material goes again to the pulverizers, 
while the slime is ready for treatment. 

An important use of the Dorr classifier in the chemical field 
is for the countercurrent extraction of solids by liquids. 

Sepauation Dite to Temporaky Change in Specific 
Gravity; Flotation Process 

The a]>parent specific gravity of a material of porous structure 
(such as crushed coke) is much less than the real specific gravity 
of the solid, owing to air that is entrapped in and around the 
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particle, and frequently a relatively heavy material, even though 
coarse, may be made to float on water. Some substan^s, 
notably the metallic sulfides, possess the peculiar property of 
assuming a false specific gravity due, apparently, to their lack of 
adhesion to water and their ability to cling to a film of air or other 
gas. If properly introduced onto a moving stream of water, the 
valuable sulfide may be floated away from the much heavier 
gangue. This ability possessed by the metallic sulfides to cling 
to an air bubble arid to be in this way transported to the top of 
the stream and thus separated forms the basis of a most important 
method of mineral concentration known as flotatioti* The 
selectivity or ^^preferential afl^nity^' of the mineral for the air 
bubble, as compared to that of the particles of gangue, can be 
greatly increased by the addition to the admixture of crushed 
ore and water (pulp) of a very small amount of a large variety of 
substances, mostly organic in nature. Thus as little as 0.1 lb. 
of such widely differing compounds as the insoluble diazo-amino- 
benzene or the very soluble sodium-ethyl-xanthate to 1 ton of 
ore suspended in 5 tons of water effects a recovery of 93 per cent 
of the copper sulfides when contained in an ore carr3ring as little 
as 1 per cent of these minerals. In order to form bubbles of 
sufficient permanency to hold the sulfides until the mineral-bear- 
ing froth can be removed, a very small amount (0.2 or 0.3 Jb. 
per ton) of certain oils, for example, steam-distilled pine oil, is 
also added to the ore-water mixture. 

The air bubbles used to transport the mineral to the top 
of the containing vessels are produced within the pulp either 
by beating in air through violent agitation or by forcing air 
into the pulp from below through a porous membrane; some- 
times a combination of both methods is employed. 

The device used to effect separation in this way is generally 
a series of compartments of the spitzkasten type in which the 
gangue sinks to the bottom and eventually is discarded while 
the valuable mineral is drawn off into separate chamiels and 
is finally recovered by use of a continuous vacuum filter. This 
method of concentration has proved to be a most valuable one 
for sulfide ores of quite diverse character. There obviously 
exists the possibility of converting oxides or carbonates^ which 
in themselves refuse separation, into the corresponding sulfides 
and subsequently separating by this flotation principle. 
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' A number of different flotation processes are in successful 
operation, but none of the many theories advanced to explain 
the observed phenomena has yet been generally accepted as 
applicable to all cases. 

Other Methods 

1. Separation Due to Magnetism. — The attraction that an 
electromagnet has for many metallic bodies has long formed the 
basis of a method for removing such substances from comminuted 
or ground material. Thus rags before being fed to a pulp 
digestor, or grain before milling, can be freed from adventitious 
particles of iron by passing the stock in a thin stream over a 
rotating magnet. The same principle may be employed in 
separating finely ground minerals which are more or less mag- 
netic from the gangue which is nonmagnetic. Separation 
may be effected by subjecting the pulverised material to the 
influence of the magnet in four ways. 

1. Separation by deflection while falling through air. 

2. Separation by deflection from a moving belt. 

3. Separation by adhesion to the moving magnet. 

4. Separation wliile suspended in water. 

Machines are available constructed on each of these four 
plans. 

2. Separation Based upon Electrical Conductivity. — When a 
particle, itself an electrical conductor, comes into contact with 
a highly charged surface, it instantly assumes a charge of the same 
sign and is strongly repelled from the surface. If it is a noncon- 
ductor of electricity, the particle remains on the surface until 
it is removed, either mechanically or by the withdrawal of the 
support. Although theory requires only that one substance; be a 
better conductor than the other to make separation possible, 
practically this difference must be quite appreciable. If, how- 
ever, the mass is charged to a liigh potential of the sign opposite 
to that of the separator surface, the better conductor is more 
quickly discharged and again charged with the sign of the surface 
and repelled, while the poorer conductor adheres to the surface 
for some longer interval of time, and thus a sharper separation is 
made possible. The Huff electrostatic separator is a good 
example of this t3rpe of apparatus; its principle is shown in 
Fig. 104. 
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Huff Separator* — The fine mix feeds from a hopper H onto a 
metal plate M which is grounded. A copper wire at high 
potential inside the wooden electrode E gives a strong silent 
discharge between E and M. The better conducting particles 
A are more influenced by this discharge 
and are drawn out farther toward E 
while the poor conductors C drop 
directly. A mixture of A and C is 
collected in compartment B, 

Electrostatic separation is a process 
that would seem to have an unique 
principle not yet fully developed. 

PART U. SOLIDS FROM OASES 

Settling Chambers.— Owing to the 
relatively slight resistance oJffered to the 
fall of a solid body by gas, difficulty in 
separation of the two is encountered 
only when the solid is so finely divided 
that the area of each particle is very large compared to its mass. 
For a great many years a simple settling chamber was all that was 
employed for most cases. Such an apparatus is generally a 
rectangular l)ox of dimensions such that the volume of gas may 
pass through at a relatively low velocity. Obviously the rate of 
passage must be sufficiently slow to allow time for the smallest 
particle of solid which is to be removed to fall from the top of the 
chamber to the bottom; if it does not reach a sui>port before it 
arrives at the end of the chamber, it is again caught up in the gas 
(jurrent and swept out of the chamber. But such a simply con- 
structed chamber is generally fatal to efficient separation if the 
volume of the gas to be handled is large. It can be seen, however, 
that it is necessary only to shorten the path through which each 
particle must fall in ordc^r to reach a lodging place, in order to 
increase the capacity and efficiency of such an apparatus. This 
can be done by providing the (chamber with a series of parallel 
shelves ninning lengthwise. Little resistance to the flow of gas 
is thus introduced,* while the lodgment of each particle of solid 
of a given size is assured before the exit end of the chamber is 

♦ This is tnie, despite the great decrease in hydraulic radius, sinfcie in any 
case the gas velocity is very small. 
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deacfaed. It is necessary to pass substantially an equal volume 
of gas between each of the shelves in order that the apparatus 
may be operated at its maximum capacity. The Howard dust 
collector embodies the above principle and insures an even dis- 
tribution of gas automatically in this ingenious way. Such 
separators are admirably adapted for burner and roaster gases 
and are quite extensively employed. 

Centrifugal Separators. — Instead of gravitation, centrifugal 
force may be used to separate the solid particles from the gas 
current. While the force tending to throw the particles away 
from the center may be made very great by maintaining a high 
peripheral velocity, provision must be made for withdrawing the 
separated dust from the sides of the containei- without allowing 
it to be again caught by the incoming gas. 

A common centrifugal separator is the cyclone dust collector. 
It consists of a vertical cylinder provided with a bottom cone for 
receiving the product and a pipe at the top which projects inside 
for the length of the cylinder. Dust-laden gas enters tangentially 
at the top of the cylinder and spirals down to the end of the pipe. 
The solid particles are thrown against the walls of the cylinder 
and drop by gravity into the cone, while the dust-free air passes 
up the pipe to the fan. By removing the solid particles before the 
gas current reaches the fan, deterioration of the latter due to 
abrasion is practically eliminated, depending, of course, on the 
com|>leteness of the separation. One of a variety of more 
complex separators has been discussed on page 282. 

Bag Filters. — The fact that solids as small as ordinary bacteria 
may be separated from air by passing it through a layer of cotton 
wool or heavy loosely woven cotton cloth indicates the efficiency 
of a filter medium of this kind. Doubtless the removal of the 
bacteria is due more to their impact and subsequent adherence 
to the fiber than to a screening action; but this principle may be 
used both when a large amount of very fine particles is to be 
removed from a limited amount of gas, as in the maniifacture of 
zinc oxide, and when a very little solid is taken from a large 
volume of gas, as in the filtration of air. Bag filters are simple of 
construction and find considerable use in the zinc industry and in 
other cases when the particles are very fine and centrifugal sepa- 
ration is not applicable. 

Separation by Impact with Water. — Separation occasioned by 
letting the gas and solid particles come in contact with a wet 
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surface on which the particles will cling may ^ be xnade very 
effective. By having the liquid actually flow over the impact 
surface, the solids are not only removed from the gas, but are con- 
tinually carried away. An important element in design in any 
gas-cleaning device of this kind is to provide for a constant 
deformation of the gas volume as it passes through the apparatus. 
Thus a gas bubble may carry in suspension fine particles of a 
soluble salt and yet pass through water with the loss df only the 
relatively small portion of the solid which is near the surface of 
the bubble. It is only when the bubble is split up or deformed 
that the portion originally at the center can be brought in con- 
tact with the dissolving or adhering medium and a cleansing of 
the gas can be effected. The gas washers in steel mills illustrate 
this principle. 

Instead of having the gas impinge upon a wet surface, the 
action can be reversed and drops of a liquid may be moved 
through the gas. Thus very effective cleansing can be obtained 
if a fine spray of water is forced through a current of gas moving 
in an opposite direction. If the dust is very fine, however, much 
will pass any of these washers when the velocity is high. The 
fact that upon condensation a vapor will deposit first upon 
dust particles as nuclei may be utilized in depriving a gas of all 
its dust. By saturating air with water vapor and then condens- 
ing out a portion, the dust particles are carried down. 

Cottrell Separators. — An effective method for separating 
very fine particles of solids or liquids from a gas has been devel- 
oped by Cottrell. Gas molecules can be ionized by a, p and y 
rays and the brush and corona discharges from high potential 
electrodes. The gas is thus ionized in Cottreirs apparatus 
by passing it betw^een a series of electrodes which maintain 
a silent or glow discharge. The very small dust particles are 
given an electrical charge by contact with the ionized gas and 
collect together. As the gas and dust pass farther along, they 
come under the influence of a second series of electrodes with 
rectified high-voltage discharge. The dust aggregations are 
attracted to one of these electrodes and deposited there, 

PART in. LIQUIDS PROM LIQUIDS 

Decantation.“The means employed for separating one liquid 
from another depends upon whether or not the two liquids are 
miscible. If they are not, and do not form an emulsion, it is 
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Necessary only to provide an opportunity for the two to separate 
into layers, according to their specific gravities, and to draw these 
two layers off from different levels. For intermittent separation 
a discharge pipe set in a swivel joint inside the tank is very 
convenient. The end of this pipe either may be attached to a 
float, which insures the inlet end of the pipe being always just 
a little below the surface of the liquid, or may be lowered by a 
chain. Alternatively, a flexible tube attached to the exit pipe 
may be employed. 

If the two liquids are so nearly the same in density that they 
do not easily separate*., it is sometimes expedient to add a sub- 
stance soluble in but one in order that it may acquire a specific 
gravity materially greater than the other. 

Centrifugal Force, — If the force of gravity alone is not suffi- 
cient to separate two liquids, as is the case in many emulsions, 
or if separation by gravity is too slow, centrifugal force may be 
employed. When the mixture is fed into a container that is 
rotating at a high rate of speed, the heavier liquid is thrown to the 
^outside of the vessel, while the lighter remains in the center. The 
two vertical layers will rise to the top of the rotating vessel as 
the operation continues, and, by suspending a diaphragm into the 
dividing lines, the two may be drawn off from separate exit 
spouts. The DeLaval cream separator was the first apparatus 
designed for this purpose and its extensive introduction has revo- 
lutionized the milk industry. 

When, the liquids are miscible, separation as a rule depends 
upon a difference in the vapor pressure of the constituents. The 
utilization of this property is the basis of the operation known as 
distiUaiion, which is so important as to require for its treatment 
a separate chapter. 

Other Methods, — Sometimes the solvent power of one liquid 
for another can be so changed by the addition of a third body as 
to make separation possible. Examples of this are the separation 
of ether and water and of methyl alcohol and acetone by the 
addition of a material that will depress the solubility of one 
liquid in the other. 

PART IV. LIQUIDS FROM GASES 

Entrainment — When liquids are carried in suspension by 
gases, the phenomenon is generally spoken of as entrainment 
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and usually occurs as one of the factors in a more gmeral prob-* 
km. When a gas is formed from a boiling or decomposing liquid, 
it is not uncommon to have some of the liquid carried out of the 
container by the gas in the form of a fine spray from the bursting 
bubbles. Thus in steam boilers finely divided liquid water is 
sometimes carried with the water vapor; also, in the destrucr 
tive distillation of substances such as soft coal, the coal gas will 
carry with great tenacity a small portion of liquid tar^ Separa- 
tion in these cases depends largely upon the principle of having 
the drop of liquid hit and adhere to a solid surface or baffle plate. 
This may or may not be wet and self-cleansing as in the apparatus 
already described for separating solids from gases. 

Dissolved Gases« — ^From a practical standpoint, gases are 
carried by liquids only when in solution and are separated either 
by 

1. Chemical combination and precipitation, or 

2, Inducing the gaseous constituent to assume the vapor 
phase. 

The means of accomplishing separation according to the first 
method are so simple and so closely allied to separation of solids 
from liquids as to need little treatment here. Thus hydrogen 
sulfide is removed from water by adding a little ferrous sulfate, 
and carbon dioxide by a slight excess of calcium hydrate. 

The second method requires a disturbing of the equilibrium 
existing between the gas and the liquid. This may be done by 
heating the liquid, thus lowering the solubility, or by passing an 
insoluble gas through the liquid, thuvS sweeping out the gas, or by 
placing the liquid under a vacuum.* 

PART V. GASES FROM GASES 

A mixture of gases may be more or less completely separated 
by three methods: 

1. Rate of diffusion through a membrane. 

2. Selective absorption and adsorption. 

3. Fractional condensation. 

Diffusion. — ^According to Graham's law, for a given mem- 
brane, the linear velocity of the diffusing gas is directly propor- 
tional to the difference in partial pressure of the gas in question 
between the two sides of the membrane and to the square root of 

* See Chaps. XIV, XV and XVI. 
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absolute temperature of the gas, and inversely proportional to 
the thiokness of the membrane and the square root of the molec- 
ular weight of the diffusing gas. The coefficient of proportion- 
ality is determined experimentally for each material, and is 
doubtless a function of the percentage of voids in the mem- 
brane. Although it is easy to carry out such separation experi- 
mentally, no technical method of importance has as yet been 
introduced. It would seem that a valuable field of work lies here 
untilled. 

Selective Absoiption and Adsorption. — The separation of 
gases through the principle of selective absorption is well illus- 
trated in the modern methods of gas analysis, and is of wide 
appMcation. The most important factor in the design of the 
apparatus for this purpose is that which provides for the intimate 
contact of the absorbing liquid and the gas. 

The principles of operation here are essentially those of the 
absorption of gases, which are taken up elsewhere. 

The use of solids in the selective adsorption of gases is illus- 
trated by the army gas mask. 

Fraclional Condensation. — While theoretically it may be pos- 
sible to separate two gases by applying such a pressure and 
temperature that one will condense to a liquid, and not the other, 
it is found in practice easier to condense the gaseous mixture as 
a whole, and subsequently to separate by fractional distillation. 
The treatment of this method of separation will be found under 
Distillation. Examples of this method are seen in the recovery of 
oxygen and nitrogen from the atmosphere, or of helium from 
natural gas. 


PART VI. SOLIDS FROM LIQUIDS 

The many important devices that are in use for separating 
suspended solids from liquids may be studied under two general 
heads: first, those in which the liquid is still and the solids 
move through it and settle to the bottom of the container owing 
to the force of gravity; second, those in which the liquid passes 
through a porous membrane of such character that the solid is 
retained. The membrane may be of the most diverse character 
and varies from a tower filled with coarse charcoal to a plate of 
uuglasDed porcelain with almost microscopic openings. A further 
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classification may be made according to the character of the 
force that drives the liquid through the membrane. 

1. Sedimentation. — As has been shown, the factors that con- 
trol the movement of a solid body through a resisting medium 
are the size and specific gravity of the particle and the density 
and viscosity of the medium. 

The viscosity of the medium may be greatly changed by a 
change in its temperature, and the rate of sedimentation thus 
modified. Manifestly, if the individual particle could be made 
larger, the frictional resistance 'would be decreased and isedimenta- 
tion would follow. This may be accomplished in two ways. 
First, the large particles may be induced to increase in size at the 
expense of the smaller ones by agitation. Since a small particle 
has a greater solubility than a large one, the solution acts as a 
medium by which the material composing the small one is trans- 
ferred to the large one.* Second, an aggregation of the fine 
particles into larger units may be brought about through the 
addition of an electrolyte which will destroy the colloidal con- 
dition or some substance capable of forming a voluminous pre- 
cipitate which will entrap and drag down with it the very fine 
I)articles. The size of particle varies considerably in a suspen- 
sion, but the rate at which the upper surface of the suspension 
settles is determined by the size of the smallest particle in It. 
If tlie range of particle size is not too great, the line of demarca- 
tion between sediment and supernatant liquid will, in general, be 
clear, becoming indistinct, hoA¥ever, if the percentage of the 
smaller particles is low. 

The general laws according to which sedimentation takes 
place, a knowledge of which is necessary in order to design 
apparatus that will operate most efficiently as to time and 
material, have been investigated. 

It has been found that the settling of a solid through a fluid 
takes place in three stages — the first stage being known as free 
settling, the second as a transition 'period and the final stage as 
impeded settling. The rate of settling during the first stage is 
constant, i,e,, if the top of the sludge drops 1 ft. in one 20-min. 
period, it will drop the same distance in the next 20 min. When 

* Since solubility usually increases with temperature, heating hastens 
the coagulation of a precipitate and hence its sedimentation. It also helps 
by decreasing viscosity. 
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the particles of the sludge have settled to such a point that they 
begin to interfere with each other^s motion, the rate of settling 
decreases* This condition is reached when h/hm reaches a cer- 
tain value determined by the character of the suspended solid, 
where h is the height of the sludge at the time the rate is measured 
and A to is the final height to which the sludge will settle after a 
very long time has elapsed. The rate during this transition stage 
gradually falls until a |K)int is reached where h/h « equals a second 
constant. Then impeded settling begins and the rate may be 
calculated from the expression, '-dh/dB—k{h-‘hJ)/h^, From 
this it follows that, during both free and impeded settling of a 
given suspension, the time necessary to drop between two fixed 
values of h/h^ is proportional to During the transition 
period this relationship continues to hold, which in turn simpli- 
fies quantitative design. Thus, if in a tank 2 ft. deep the sludge 
settles to one-tenth of its original height in 1 hr., in a tank 10 ft. 
deep the sludge would settle to one-tenth of its original height 
in 5 hr. 

In an intermittent sedimentation tank, the clear liquid must 
be drawn off as near the surface of the sludge as possible with- 
out disturbing it* This may be done by a series of drawoff cocks 
fitted down the side of the tank at different levels, or by the use 
of the ** swing described on page 316. 

Dorr Thickener . — If the sedimentation tank is to be con- 
tinuous in its action, provision must be made for allowing the 
liquid at some part of its path to come almost to rest in order 
that the solid may become attached to a support, or to allow 
the solid to drop from the moving part of the fluid into a portion 
which is still and from which it may further separate slowly. 
An example of this tyi)e of apparatus is the Dorr thickener (Fig. 
106). This consists of a large, shallow, cylindrical tank into 
which the slurry is fed at the center. The solid material grad- 
ually settles to the bottom and the clear liquid overflows through 
openings in the x)eriphery of the tank. The tank is fitted with 
rotating arms carrying plows which rake the settled material 
toward the center of the bottom, where it is discharged through 
an opening with the aid of an ejector or pump. Devices of this 
type find considerable use in the chemical industries. 

In order that the time required for solid matter to settle out 
of a liquid may not be excessive, the path that the solid particle 
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will travel before finding a lodging place must short. The 
deposition of the sediment will, however, quickly interfere with 
the gentle flow of the liquid over the surface of a narrow channel, 
if some provision is not made for automatically removing the 
deposit. Apparatus of this type has found its greatest develop' 
ment in the art of water purification, especially the softening of 
boiler feed water. A good example of such structure is found 
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Fig. 105. — Dorr thickener. 


in the Kennicott continuous water softener, where the boiler 
feed water, after having been mixed with lime and soda, is 
pumped into the bottom of the apparatus, which consists of 
several perforated cones placed one above the other in a cylin- 
drical tower. The water containing the suspended solids passes 
through the perforations, the solid being deposited in the cones 
and settling down into the bottom of the tower. 

When gravitation does not supply enough force to separate 
the solid from the liquid by Bedimentaiion, recourse may be had 
to centrifugal force. Such devices are widely used for dewaxing 
lubricating oils and for separating acid sludges from oils. 
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Fhiaiion, — Manifestly, when a suspended solid is lighter than 
the Equid, it can be collected at the top of the liquid and either 
skiinmed or floated off. Frequently efficient and complete 
separation of fine particles requires the aid of a sort of bombarding 
effect of fine air bubbles ascending from the bottom. The par- 
ticles are thus propelled upward and tend to coalesce with the 
mass at the top. This method frequently commends itself for 
handling greases, fats, gums and material of this kind — materials 
that do not lend themselves to other methods of separation. 

SL Filtration. — This subject is of such importance that the 
succeeding chapter is devoted to it. 

References 

1. Stokbb, G. G., Cambridge Phil. Soc, Trans.y 9, (1851); H. Lamb, 
‘‘Hydrodynaniics/^ 5th cd., Cambridge University Press, Cambridge, 1924. 

2. Newton, I., Phil. nat. primo. math.^ 2, Sec. 2, 7 (1910). 

3. Lunnon, R. G., Proc. Roy. Soc. (London) f All 8, 680-694 (1928). 

4. Cabtleman, R. a,, Nat. Advisory Comm. Aeronautics^ Tech. Note2S\y 
1926; A, F, Zahm, Nat. Advisory Comm. Aeronautics^ Bepl, 253 (1927); 
R. G. Lunnon, Trans. Inat, Min. Eng.^ 77, 65-73 (192^1929). 

5. Schiller, L., *^Handbuch dcr Experimental-physik,” IV, Part 2, pp. 
337-387, Akad. Verlag, Leipzig, 1932. 

. 6, Cunningham, E., Proc. Roy. Soc. (London), A83, 357-365 (1910). 

7. Millikan, pi., Phys. Rev., 22, 1-23 (1923). 

8. Shephard, C. B., personal communication, 1933. 

9. Richards, R. H., Trans. Amer. Inst. Min. Eng., 409 (1894); 38, 
210-235 (1908). 

10. Rollason, G. M., Undergraduate Thesis, Massachusetts Institute of 
Technology, 1913. 



CHAPTER XI 


FILTRATIOW 

General Considerations. — Filtration is the process o| separat- 
ing suspended solid material from a liquid by forcing the latter 
through the voids of a porous mass called the filtering medium. 
The two important variables to be considered in the construction 
of a filter are therefore the material that forms the separating 
medium and the method used for forcing the liquid through this 
medium. It is obviotis that the latter will be largely determined 
by the resistances to flow offered by the former. When this 
resistance is relatively small, the force of gravitation is all that 
is required, and such an apparatus is known as a gravity filter. 
If gravity is not sufficient, the pressure of the atmosphere may 
be allowed to act upon one side of the filtering medium, while 
it is withdrawn from the other side; such a device is called a 
vacuum filter. But a filter of this type is limited to 15 lb. 
pressure per sq, in. ; therefore, if greater force is desired, a positive 
pressure in excess of the atmosphere is applied to the liquid mix - 
ture by means of a pump on the other side. This may be a 
heavy air pressure upon the supply reservoir, usually in the form 
of a monte-jus, or the liquid mixture may be forced directly 
by a pump against the filtering medium. This gives rise to the 
mechanism known as filter press, of which there are a number 
of types. Finally one may employ centrifugal force to drive the 
liquid through the filtering medium; machines so operated are 
known as centrifugals or centrifuges. 

In a systematic treatment of filtration, however, it seems 
best to consider the different types of filters from the point of 
view of material making up the filtering medium, rather than 
from the point of view of the kind of force used in their operation. 
An efficient filtering medium may function in any, or all, of three 
ways: Firsts the size of the channels through it may be smaller 
than the size of the solid particles to be retained, and thus only 
the fluid can pass through. Second, the channels may be 
larger than the solid particles but may be of such a character that 

823 
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• tjie 36 lidB will adhere to their walls and only the clear liquid will 
pass through* Third, the channels may at first be larger than 
the solid particles, but may be of such a size that they will fill 
up with the solids to an extent that the openings finally become 
smaller than the solid particles* These solids may be the material 
itself or some “filter aid'' such as kieselguhr, infusorial earth, 
fuller's earth, fine sand, wood pulp, calcium sulfate, calcium 
carbonate, etc. In this last case, the first liquid to pass the filter 
may not be clear, and the active life of the filtering membrane 
may be short; but in practice it is generally better to employ a 
rather coarse material and to depend upon building up a desired 
filtering medium than to employ a very dense cloth. The condi- 
tions that control the choice of a filtering membrane and the 
methods of forcing the liquid through it are so numerous that no 
general statement can be made. The controlling factors will be 
discussed as they appear in treating the types of filters now 
available. 

CLASSIFICATION OF FILTERS 

To satisfy most commercial conditions, a filtering medium 
must be easily cleansed or cheaply renewed. Hence the constmc- 
tiqn of the filter must provide either for removing the porous 
membrane for cleansing and replacing it as a separate element 
of the structure or for w^ashing or re-forming the membrane 
within the apparatus. This latter class is generally applicable 
only when the proportion of solids in the liquid is small and 
when it is not desired to recover the solids after their removal. 
Consequently filters may be classified according to their structure 
into: 

1. Filters with a loose or granular membrane. 

2. Filters with a felted or woven membrane. 

3. Filters with a rigid porous membrane. 

4. Filters with a semipermeable membrane. 

1. Filters with a Granular Membrane 

The simplest form of filter is a containing vessel with a false 
bottom filled with a granular material sufficiently fine to arrest 
the material in suspension. The choice of substance must depend 
upon the character of the liquid to be filtered- For example, 
a deep layer of coarsely crushed charcoal has been found most 
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efficient for removing the heavy tar from p3rroligileous acid, the 
product of destructive distillation of wood. In this treatment 
the purification probably is accomplished more by the ability 
of the charcoal to absorb and hold back the tarry matter than by 
the size of channels between the pieces of charcoal. For the 
removal of certain impurities in raw sugar syrup, a filter of this 
type is frequently employed, but the phenomenon is in this case 
one of adsorption. 

Box filters consist of a box with a perforated bottom usually 
covered with successive layers of coarse gravel, fine pebbles and 
canvas or cloth, respectively. Although these filters are generally 
of the hydrostatic head type, suction may be used or a cover 
may be provided and positive pressure used in the filtration. 
An iron grating is generally placed over the canvas so that the 
sludge may be removed by means of shovels without injury to the 
filter. 

For most salt solutions fine quartz sand is ordinarily adopted 
in this type of filter, as it is practically insoluble and quickly 
settles into a compact layer of uniform structure. For alkaline 
liquids, crushed marble or a pure limestone is a most service- 
able material. Suspended matter is arrested by such a medium 
partly by its inability to pass through the minute channels 
between the grains of the filter bed and partly by adhesion to 
the grains. When cleansing is necessary, a current of water may 
be passed backward through the filter. This operation is efficient 
only insofar as the filtering medium is broken up and uniformly 
exposed to the reversed current. To avoid the formation of 
channels and to loosen the entire mass so that the grains may 
rub against each other and so be freed from the adhering sedi- 
ment, a current of air may be forced up through the mass together 
with the water. Or if such agitation is not sufficient, the mass 
may be broken up by a mechanically driven stirrer. The slow 
rate of filtration through sand requires a large filtering area. 

2. Filters with a Felted or Woven Membrane 

When the amount of solid material in the liquid is large, 
or when it is desirable to recover the solid j)ortion, a loose 
filtering medium becomes inadmissible and a felted or woven 
fabric of fibers is employed. This fabric may be made from 
vegetable fibers such as cotton, hemp or jute for weak alkalies; 
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amnml fibers, such as wool or horsehair for weak acids; or 
of mineral fibers, such as asbestos for strong acids; finally the 
membrane may be made from fine metal wire for very strong 
caustic, or where a high pressure is demanded. The use of wire 
filter cloth is developing rapidly. 

The simplest form for such a filter is a circular or rectangular 
box or container to the lower edge of which is firmly bolted a 
perforated bottom. The filtering cloth or other fabric is laid 
on this false bottom and extends out between the walls of the 
container and the bottom, thus making a tight joint. By bolting 
to this false bottom an airtight shell, vacuum may be applied 
and the pressure of the atmosphere may be allowed to force the 
liqnid through. 

It is easily seen that, if a pressure of more than 15 lb. per 
sq. in. is desired, instead of attaching the shell to the false bottom, 
the container may be closed on top with a solid plate and the 
mixture to be filtered may be forced into this chamber from 
the side by a pump. Although this pressure is limited oiJy by the 
strength of the apparatus and frequently rises to 100 or even 150 
lb. per sq. in., the object of the operation may easily be defeated 
by using too great pressure, especially at the beginning. The size 
of the minute channels in the filtering cloth remains constant only 
when no part of the solid matter finds its way into these openings. 
If the precipitate to be filtered is crystalline and larger than the 
openings, a network soon forms on the surface of the cloth which 
protects the openings; but if the precipitate is gelatinous in 
nature, a large initial pressure can easily force enough of the solid 
matter into the channels to close them and render filtration 
impossible. 

Development of Filter Press. — If in the pressure filter just 
described, instead of the airtight top, there is fastened to the 
container a second false bottom and filter cloth exactly like the 
first, and if the whole apparatus is placed on its edge, the liquid 
mixture to be filtered may be pumped into the container as before 
and the clear filtrate will flow from both sides. The active 
filtering area is thus doubled at very small cost. When the 
container has become entirely filled with the solid, the mass may 
be easily and efl5ciently washed by fastening a shell, with an open- 
ing at the bottom, to each of the filtering faces, filling one shell 
with water through its opening and forcing this wash water 
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through the cake and out the other side. These fhells will not 
interfere with the next operation of filtration, as the filtrate can 
discharge through the same openings that serve to introduce and 
discharge the wash water. 

This pressure filter unit is now seen to consist of a chamber 
into which is pumped the mixture to be filtered, bounded on l^th 
sides by a filter cloth supported by a perforated structure or 
false side.’^ Next to each false side is a second chamber 
from which the filtrate passes from the filtering surfaces, and 
through one of which wash water may later be forced. 

It is obvious that a number of these units may be placed side 
by side on a common support, may be filled from the same pres- 
sure supply pipe, and will discharge the filtrate into a common 
receiver. By placing these units close together, the space 
between the filtering faces will function as the shell above used 
for washing, so that, by forcing water into every other such 
chamber, one becomes a supply space and each alternate chamber 
a discharge space for wash water. 

If, now, the end filter is placed against a solid rigid support, 
and provision is made for firmly pressing the other filters against 
it, the bolts can be omitted, the entire structure being hold 
together by a heavy lateral pressure. In this way is built up 
an exceedingly important piece of apparatus known as the fiUer 
press. 

It is apparent that an apparatus as above constructed may be 
much simplified. Instead of using a perforated plate as a sux)- 
port for the filter cloth, the plate may be solid, but supplied 
with checkered grooves or channels. The cloth is held against 
the face of this plate while the filtrate flow^s off through these 
channels. In another tyx^e the ridges radiate from the discharge 
opening, wdiich may be located either in the corner or in the center 
of the plate. 

Filter-press Plates; Flush and Recessed. — If the ribbed por- 
tion of such a plate is recessed, the cloth may be made to bulge 
into the hollow XK)rtion. When two plates of this type are placed 
together, a chamber for the solids is formed between the two 
filter cloths and the filter frame is eliminated. These are known 
as recessed plates and, wdien the amount of solids to be separated 
is small and difficult to filter, such plates are to be recommended, 
as the cake when formed is thin and easy to wash. When the 
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l^mouni of solids is large, however, the plate should be flush, 
aad the distance frames already described should be employed, 
as too great a strain on the filter cloth shortens its life (see 
Fig. 108). 

Instead of supplying these filter frames from a pipe on the 
outsdde of the structure, each frame and plate may have a hole 


A 



Fio. 106 . — Diagram showing assembly of recessed plates. 

in the comer, thus providing a channel from one end of the press 
to the other. This channel may connect with the interior of 
each frame by an opening in the corner and through this channel 
the entire press may be fed. Figure 106 shows the two types of 
recessed plates which fit on either side of such a frame, the reverse 
side in each being the same. The upper is known as a ** one- 
button^^ plate and is provided with the discharge cock from the 
opening B to carry off the filtrate as it flows down the ribbed 
channels back of the filter cloth. The lower, called a ‘Hhree- 
button plate, has in addition, at the upper right-hand corner, 
an opening for the admission of wash water to the recessed 
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portion from the latter channel C, When the frame is full of 
solids, the outlet cock of the ^Hhree-button'' plate is closed, and 
water is forced through this opening in behind the filter cloth.. It 
spreads over the surface of this plate, passes through the cake 
and is collected on the face of the '^one-button'' plate, and dis- 
charges through the outlet cock. 

The two channels A and C must be provided with air-discharge 
cocks; when the mixture is first forced through 4, the Mr in the 



frames and plates can escape through C; when the wash water 
is supplied through C, the air, which would otherwise be trapped, 
escapes through A.* 

Figure 107 shows the conditions during washing in a filter 
press with recessed plates. The space between the filter cloth 
and the plate is much exaggerated to show the course of the 
wash water. Every alternate outlet cock is closed, the wash 
water being diverted into a separate runoff trough by turning 
the curved end on the outlet cock through 180 deg., or by means 
of a short piece of rubber hose on the end of the outlet cock. 

* For a general discuBsion of filter plates, see Chem, Met. Eng., 22, 493. 
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®Obv«mdy, the wash water must travel twice the distance through 
the press cake that the filtrate did. The end plates, supporting 
frames and device for supplying the pressure to close the integral 



Fig. 108. — Shriver plate and frame (chamber) filter press. 


parts of the press must be of heavy construction and are generally 
The frames may be of iron, tin, zinc, lead-coated 
iron, bronze or wood, according to the properties 
of the material to be filtered. 

Presses may be constructed with channels in 
the frames and plates through which steam or cold 
brine can be circulated. In this way one can at 
will maintain the filtering surface at either a high 
or low temperature. 

Ill order to empty a chamber press, it is 
necessary to release the pressure on the plates and 
to separate the elements of the press by sliding 
each one along the supporting rods. The cloths 
are cleaned or replaced and the cakes are dis- 
charged into a hopper or conveyor immediately 
below the press. 

The filter press has a large area for its bulk, 
but washing, emptying and resetting arc slow and 
labor charges are high when compared to those of 
a leaf press (see pages 358 to 304). 

Leaf Filters. — Another method of supporting 
the filtering medium for either vacuum or positive 
prcissure filtration is found in what is known as 
the “leaf or the “submerged” filter. The prin- 
ciple may be understood by considering the filter- 
ing mechanism shown in the diagram. A frame 
is made of heavy screen suspended from an outlet nipple (see 
Fig. 109) and enclosed in heavy filter cloth. When this leaf 


of cast iron. 
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Fig. 100,— 
Moore filter leaf. 
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is Bubmei^ed in the liquid magma and a vacuum is applied 
to the outlet pipe, the liquid is drawn through the cloth, 
while the solids adhere to the outside of the leaf. In addition 
to the diminished pressure maintained within the filter leaf, 
a positive pressure may be exerted upon the liquid mass in 
which the leaf is submerged. When a layer, of sufficient thick- 
ne.ss, which varies from 34 to 1^ in., has been obtained, it 



Pia. 110. — ^Kelly filter press. 


may be washed in two ways. The loaded leaf with the vacuum 
still on may be transferred to a second vessel filled with water, 
and enough water may be drawn through to wash the precipi- 
tate, or the magma may be withdrawn from the first vessel 
and replaced with water without moving the leaf. The charge 
of solids adhering to the leaf may now be quickly discharged 
by forcing air or water through the leaf in the reverse direction : 
it is then again ready to be immersed in the filtration tank. 
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' This idea has been utilised in a number of forms, the more 
important at present being that of the originator of the method, 
the Moore, and those for positive pressure, the Kelly and the 
Sweetland presses. 

Moore. — The first of these is simple in construction, though it 
does not so easily admit of applying a positive pressure to the 
outside of the iUtering leaf. The leaves are constructed in 
multiple in frames carrying 30 or more, and the whole is lifted 
and transported by a crane. In operation the frame is low- 
ered into a tank containing the material to be filtered, kept 
continuously agitated. When suction is applied to the outlet 
pipe, the liquid passes through the cloth and the precipitate 
builds up an adhering cake. The cake is washed by bodily 
lifting the frame, suction being maintained, and immersing it 
in a tank of water or dilute wash water. It is dried more or 
less by suction and discharged by blowing water, air or steam 
back through the leaves. 

XcHyi—The Kelly press consists in a heavy supporting frame 
upon which is mounted a pressure tank or press shell, which holds 
tl^ material to be filtered when under pressure; a traveling filter 
ca)|iage supporting the filter frames, each made up as already 
dl^^bed of a frame and a filter-cloth covering, the whole tele- 
S^jping into the tank; a closing device, forming the head of the 
pi^ure tank, by means of which the filter frame and leaves are 
t^htly locked within the tank; and a series of automatic air and 
^^ater valves. 

Each leaf on the carriage is connected to a discharge cock 
in the head, and is proportioned in size to conform to the circular 
cross section of the pressure chamber into which it runs. The 
operation of the filter is as follows; the carriage is drawn into 
the chamber, locked, and the liquid mixture forced in. The air 
escapes through a valve and the clear filtrate flows from the 
cocks in the he^d to the discharge gutter. Should any leaf fail 
to give a satisfactory filtrate, it may be cut off by closing the 
cock as in the old type of filter press. 

In case there is a tendency for the heavy particles to settle 
to the bottom of the tank before they become attached to a filter 
leaf, a circulation of the mass may be maintained by allowing 
some of the feed to flow back to the feed tank. The thickness of 
the cake is automatically determined by a telltale device. 
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As soon as cakes of sufficient thickness have been formed, 
the excess liquid is drained off, or iforoed out of the tank by means 
of compressed air, and wash water is forced in. When washing 
is completed, the head is unlocked and the carriage and loaded 
leaves run out of the tank by gravity. Compressed air, steam or 
water is now forced into the leaves and the adhering cakes are 
blown off; when the cakes are removed, the counterpoise weights 
draw the carriage back into the tank, and the cycle is repeated. 



Fio, 111. — Sweetland filter press. 


Sweetland , — The Sweetland press consists of two semicylin- 
(Irical eastings, the upper half being held rigid in its support and 
carrying circular filter leaves with suitable outlet connections. 
The lower lialf is hinged to the upper, and is capable of closing 
upon it, forming a tight pressure chamber, and later swinging 
open, exposing the leaves. 

The operation of the press is in principle the same as the Kelly 
press, suitable provision being made for supplying and withdraw- 
ing the liquid magma and wash water and the compressed air for 
discharging the filter cake from the leaves. Some types provide 
for spraying the leaves with wash water while the shell is empty 
instead of entirely filling the shell with water, and for using a 
stronger spray, directed against the leaves, for sluicing out the 
sludge without the necessity of opening the press. 
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' C^tinuottS Rotary FUters. — The suction filters already 
described are stationary flat surfaces on which the precipitate 
is drawn by suction, and from which the accumulated sludge is 
periodically removed, either by scraping or by internal pressure. 
By making the filtering surface take the form of a rotating drum, 
from .the hollow trunnions of which the filtrate is continuously 
removed, a type of filter is obtained, now much used for free- 
filtering solids, such as precipitated calcium carbonate. 


Fig. 112. — Cross section of Sweetland press. 



The rotating element may be either a disk or a drum, the 
surface of which is made up of a number of shallow compartments 
over which is placed the filtering medium. If a disk, these com- 
partments are segments of the circle forming the sides; if a drum, 
they are portions of the peripheral area. In either case these 
compartments are connected to the shaft by separate pipe 
systems leading to ports in the hub. The rotating portion is 
immersed in a tank of the material to be filtered. Those com- 
partments which are submerged are at this time connected to the 
suction ports of the hub, the filtrate is drawn through the hollow 
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trunnion and the sludge is deposited on the filter. « When a com- 
partment emerges from the liquid, the port connecting with the 
filtrate suction closes, and one connecting with the wash water 



Fio* 113, — End view of Oliver continuous rotary filter. 


suction opens. The necessary water for washing is sprayed 
upon the surface of the deposited sludge. When it is sucked rea- 
sonably dry, a third set of ports is reached, and compressed air, 
water or steam is blown through in a reverse direction and the 
filter cake is blown off into a suitable receptacle. 
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t reqiiiie little labor, and are adapted to free- 
; iQsteriida in solutions at a temperature such that vapor 
pressure does not defeat the action of the vacuum pump. 

Bag Alters.— -Bag filters a t3Tp© using the principle of 
|grf^N}Bta.tic head. They are made of twilled cotton, al'wa3r8 sup- 
ported by coarse netting strong enough to stand the pressure 
Used. When hot liquids are filtered, the bags may be hung in a 
rtemn-heated room where the temperature can be maintained 



Fio, 114. — Hydroox tractor. 


aB high as desired. This type of filter is being rapidly replaced 
by the mechanically operated ones. 

Centrifugals. — Centrifugal force may be applied to the separa- 
tion of solids from liquids with great advantage providing the 
nature of the solids is such that they do not under pressure form 
an impervious or impenetrable layer. Hence for the separation 
of liquid from cotton, wool or fibrous material of any kind or 
from granular or coarsely crystalline substances the so-called 
hydroexiraator or centrifuge is extremely serviceable. Although 
there are a number of types of such machines, the principle of all 
is the same, namely, the rapid rotation of a perforated cage or 
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badkat in whkh the material is pJaeed and which retains the 
solids while the liquid portion is pressed through into the outside 
casing. The revolving element mdst be free to assume as a center 
of gjrration the center of gravity of the basket and its load. 
Therefore provision must be made for allowing the basket and 
Rupj)orting shaft upon starting to swing somewhat from the 
perpendicular. 

Hydroextractors may be overdriven, i.e., suspended and 
driven from a rigid support over the basket, or theygnay be 
underdriven as in Rg. 114. They are made of many materials 
such as steel, bronze, stoneware, etc., and the perforated basket 
is covered with such filtering medium as best ^rves the purpose 
at hand. For many materials the basket itself suffices. 

In textile work hydroextraetors are best discharged by lift- 
ing the load out through the top of the basket. For the chemical 
industries extractors may be built with a removable bottom 
which allows the charge to be dropped into a chute or conveyor. 

When atmospheric or hydrostatic pressures are employed 
in filtration, suitable gauges are available for determining both 
the safe and efficient working conditions. There is, however, 
no ready means for finding the pressure being exerted upon the 
charge or the basket in a hydroextractor, so that recourse must 
be had to a calculation of the pressure due to the centrifugal 
force which obtains when the apparatus has reached its working 
speed. The formula for centrifugal force is 

gR gR3600 

where W is the weight in pounds, R the radius in feet and N the 
r.p.ip* This is the radial component of force and therefore the 
measure of the tendency of the liquid to leave the solid. 

Centrifugal filters are also made so that the cake can be 
continuously removed. One type of such a continuous ^Iter has 
the basket rotating around a horizontal axis. Within the bastet 
there is a large screw which is only a little smaller in diameter 
than the internal diameter of the basket. This screw rotates in 
the same direction as the basket but at a slightly lower velocity. 
This difference of velocity is not great enough to interfere with 
the filtration, but it does cause the portion of the cake picker 
than the clearance between the basket and the rotating screw to 
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forced to one end of the centrifuge, from which it ie con- 
tinuously discharged. In such an apparatus it is possible to 
replace the filtering membrane with a solid wall and cany out 
continuous sedimentations. 

8. Filters with Rigid Porous Membrane 

When ordinary brick or pottery clay is burned at a low tem- 
perature, a rigid material is produced which is filled with a large 
number of very small channels. It is clear that the plastic mass 
may be given any desired shape before burning and that the 
porority may be controlled by the density of the plastic structure. 
For some purposes such a material furnishes an excellent filtering 
medium. A filter may be constructed by fitting tiles or blocks of 
this material as a lining to any convenient container and drawing 
away the filtrate from below. A pressure filter, much like the 
leaf type in principle, may be made from a series of porous 
cylinders with one end closed and the other set in a headpiece, 
the whole being enclosed in a container that holds the liquor to be 
filtered. Between the cylinders is placed a mass of coarse sand 
under which are ports for compressed air. When the cylinders 
become clogged, air is blown up through these ports and the sharp 
sand effectively scours the filtering membrane and removes the 
accumulated sediment. Filters of this type are efficient in 
removing exceedingly small particles and are much used in 
purifying water for domestic use. 

In recent years a natural, porous, siliceous material (Filtros) 
has been introduced for such filter construction. It can be cut 
into blocks and cemented into place. It is acid resistant and 
has proved very successful for filters of this type. 

4, Filters with a Semipermeable Membrane 

The property possessed by some substances of passing in 
solution through a membrane such as animal bladder or parch- 
mentized paper, which holds back other dissolved substances, 
furnishes a method of separation sometimes of great value. This 
is known as dialysis and is extensively used in the beet-sugars 
industry. The dialyzing apparatus for extracting the soluble 

crystalloid^' from the liquor is built up much like a filter press. 
The liquor and water are introduced slowly through two funnels 
and pass through alternate chambers which are separated by 
parchment. The crystalloid diffuses through the membrane into 
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the water and the two liquors are drawn off continuously through 
separate pipes. i i 

Sepaeation in Htdrattlic OB ScEBW Pbesses 

When it is necessary to remove a small amount of liquid 
from a relatively large amount of solid, as, for example, the con- 
tained oil from seeds or the adhering oil froip paraflSin wax, a 
much greater pressure is required than can be exerted in the filter 
presses already considered, and a screw or hydraulic press is 
used. This is a very strongly built frame between the ends of 
which the mass, enclosed in properly designed receptacles, is 
placed and subjected to a great pressure either by a powerful 
screw acting through a toggle joint or by a hydraulic ram. 

Pulpy materials, apples for cider, are effectively handled 
in a press* consisting of a truncated conical shell built up of steel 
bars closely set together and fitted with a powerful internal screw. 
The stock is fed from a hopper at the larger end and forced 
through the shell parallel to its axis by the screw. The liquid 
exudes through the small cracks between the bars. The pressure 
is regulated by controlling tlie Bim of the outlet at the small end of 
the press and the time of exposure of the stock to pressure depends 
on the rate of rotation of the screw. The liquid must travel 
a relatively long distance through the stock and the pressure is 
not so liigh as in a hydraulic press but the capacity is very large, 
and the labor costs are negligible; where applicable, this type is 
unexcelled. 


NOTES ON OPERATION OF FILTERS 

Back Pressure Operation. — In pressure filters with a closed 
delivery system, the drop in pressure from one side of the filter- 
ing medium sometimes results in conditions making continuous 
operation difiieult. Thus, for example, hot" liquors become 
supersaturated owing to the very rapid evaporation due to fall 
in pressure; the acid carbonates of calcium and magnesium lose 
their carbon dioxide and separate a crystalline deposit in the 
cloth. This trouble may frequently be eliminated by maintain- 
ing the discharge under a positive pressure until free from the 
press. 

Choice of Pump. — For many years pressurcj filtrulion was 
limited to reciprocating pumps and compressed air in a monte- 

’ See Fig. 193, p. 616. 
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The former is frequently objectionable on account of the 
piiilsations of the stroke unduly compressing the cake and the 
tendency, even when supplied with ball valves, to fail to function 
owing to grit or other material wedging the valves. The monte- 
lus is ideal from many points of view, but is cumbersome and 
consumes much compressed air. Centrifugal pumps are efficient 
if the siase is adapted to the discharge rate. If they are too large 
and if the rotor becomes an agitator, good filtration is sometimes 
made very difficult. The rotary displacement pumps are rightly 
becoming very popular because they combine positive action with 
an absence of valves and pulsations. Provision must be made for 
by-passing the discharge back to the supply tank when the 
working capacity of the press is exceeded. 

Uniformity of Cake. — Where it is desired to wash a cake, 
especially in leaf filters, it is imperative to have it uniform in 
order to get equal distribution of wash water. If the sludge 
particles are nonhomogeneous in size and shape, e.gf., where 
filter aid^^*** has been added, the slurry must be kept agitated 
during filtration. Otherwise the heavy particles will settle out 
and accumulate on the bottom of the leaf while the finer particles 
which filter less freely will be at the top. In such case the bottom 
will wash well and the top not so well. 

When a sludge settles at an appreciable rate, decantation 
should precede filtration, even though it is necessary to pass the 
turbid liquid thmugh the filter. This generally prevents the 
sludge from settling in the filter, although with nonhomogeneous 
sludges, or those containing filter aids, agitation may be necessary 
to insure an even filter cake. 

Life of Filter Cloths. — If the liquids filten^d are either acid or 
alkaline in reaction, it is very important to avoid concentration 
upon the filter cloths due to drying out of the cloth either during 
the dumping and cleaning period or while the press is not in use. 
Otherwise serious deterioration of the cloth will result. When 
not in use, the press should be kept filled with water not only to 
protect the cloths but also because any corrosion will form non- 
adherent oxide that can be readily removed prior to use. 

Plugging of Cloths. — Especially in the case of fine slimy 
precipitates, the sludge is likely to force its way into the fabric 
and plug up the finer openings of the cloth, resulting in marked 


p. 324. 
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increase in resistance. In many industries the commercial life 
of filter cloth is limited by this plugging effect rather than by 
weakening of the fabric. Sometimes the material can be removed 
by a suitable solvent, but often it is very refractory. Where 
allowable, it is desirable to minimize this effect by first charging 
the press with ‘^filter aid'' to form a removable filtering medium 
which will prevent the finer precipitate from reaching the cloth. 
Wire fabric has less tendency than cloth to plug up in this way 
and will stand more drastic treatment in cleaning. 

Choice of Filters,— When a new problem in filtration comes 
up, it is impossible to predict with assurance what one of the 
many factors influencing the choice of filter equipment will be 
controlling in importance, but the following generalizations may 
be helpful. 

The positive pressure type of leaf filter is used to handle 
sludges which filter with difficulty and therefore require pressure. 
With it the sludge may be subjected to a long, thorough washing. 
Furthermore, the solutions and wash water can be hot, even above 
the boiling point at atmospheric pressure, without evaporation or 
serious cooling during filtration. Since they axe readily cleaned, 
they are especially adapted to the handling of extremely large 
quantities of sludge. 

In the chamber press high pressure and temperature may also 
be used without difficulty. Washing, however, is less efficient 
than in leaf filters because reversal of flow through the half- 
cake opens up channels. The labor cost of dumping and reas- 
sembling is much greater than in the leaf press, but the initial 
cost per square foot of filtering area is less. Consequently the 
chamber press is superior to the leaf where the ratio of sludge to 
liquor handled is small and especially where it is unnecessary to 
clean the press frequently. For small-scale operation it usually is 
superior to other types. It can also be made to give a dry 
hard cake. 

Free-filtering materials which can be filtered cold and which 
require no washing, or at most a short washing period, are best 
handled on the continuous rotary type of filter. For purely 
de-watering operations these are extremely successful. The 
scale of production must be reasonably large to justify their 
installation, 

F'or the removal of very small amounts of precipitate from large 
volumes of water, sand filters are frequently employed. The 
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in this case is to no small degree a matter of entanglement 
of ithe precipitate on the surface of the filtering medium. This 
tsrpe is extensively used in water purification. Box filters with 
cloth or other filtering medium are occasionally employed for 
small-scale work, especially for very free-filtering solids. 

Acid liquors can be handled in plate and frame presses con- 
structed of wood, on acidproof continuous rotaries or in open- 
tank vacuum-leaf filters of wood or lead. Alkaline liquors are 
successfully filtered upon a medium of woven wire cloth or screen. 

De-watering of very free-filtering solids (crystals) is best 
carried out in centrifugals. In such apparatus the solution on 
the surface of crystals that are not too fine (30 or 40 mesh) can 
be reduced to below 5 per cent. 

FILTER CALCULATIONS 

A filter cake consists of a mass of small particles, irregular in 
shape, closely packed together. The liquid passing through the 
cake flows through the voids between these particles, and always 
follows streamline motion (p. 79). The cake may be considered 
as equivalent to a series of capillary tubes of definite average 
diameter. The flow through any one of these equivalent capil- 
laries is given by Poiseuille^s equation, 

p 

gD^ 

where P is the pressure drop, m the absolute viscosity of the liquid, 
L the length of tube, u the linear velocity of the liquid and D 
the diameter of the capillary. For a filter cake of thickness L and 
area A, with K capillaries per unit area, 

dV_ j^TrD^PgA 
de 128 /xL' 

dVld$ being the rate of flow in volume per unit time. 

This equation cannot be applied directly to the solution of 
filtration problems, but an understanding of it helps to explain 
the phenomena encountered and to develop a workable equation. 

This equation indicates that for incompressible sludges, i.e., 
those with constant size of voids, the filtration rate is propor- 
tional to the pressure, but that for compressible sludges the 
filtration rate will increase much le^s rapidly than in proportion 
to the pressure because the increased pi^ssure d^reasc»^ size 
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of opening. That the behavior of sludges under pressure will 
vary greatly with the character of the sludge may /therefore be 
expected. 

Since the rate of flow through capillary tubes is inversely 
proportional to the viscosity of the fluid, filtration is retarded 
by decreasing the temperature because of the increased viscoirfly 
of the liquid being filtered. The available data are insufficient 
to prove exactly what relationship exists. Where the physical 
character of the sludge does not change with tempera^ture, it 
may be assumed that the rate of flow is inversely proportional 
to the viscosity, a relationship indicated by the experimental 
results on homogeneous incompressible sludges. 

The equation also indicates that the filtration rate is directly 
proportional to the area of the filter and inversely proportional 
to the thickness of the cake. 

Differential Equations for Filtration 

Since the pressure drop through a cake is proportional to the 
velocity of flow, it is most convenient to consider filtration rate 
as equal to the driving force, f.e., the pressure, divided by the 
resistance. This resistance consists, however, of two parts: the 
resistance of the cake itself, and that of the press and filter- 
ing medium. The resistance of the filtering medium does not 
imply the resistance of this medium when no sludge is present, 
but is the resistance of tiie medium after plugging by the solid 
particles has taken place. For a given filtering membrane 
this resistance will therefore depend on the type of sludge being 
filtered, on the total filtration pressure and on the filtration rate. 
In a well-designed press the resistance of the main channels 
should be negligible, whence the press resistance will be inversely 
proportional to the filtering area. It is therefore assumed as 
such. It is convenient not to include the effect of the viscosity 
fx of the fluid in the resistances, but to include it as a separate 
variable. Hence ^ 
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, Most sludges are distinctly compressible. For example, very 
jBije particles, such as barium sulfate, although undoubtedly 
granular, are capable of being packed more closely under high 
pressure and the increased velocity of flow around the particles 
which results therefrom. Hydrated sludges, such as the heavy 
metal hydrates, the calcium phosphate used for defecation 
of sugar sirups and the like, are highly compressible and the 
specific resistance increases enormously with increase of pressure. 

While a great deal of experimental work has been done in 
this field, the theoretical solution of the problem is extremely 
difficult and has not been accomplished. In the first place, 
sludges that show the effect of compressibility to a high degree 
are hydrated precipitates; their degree of 
hydration and partic^le size are extremely 
sensitive to the conditions under which 
the precipitates are x)roduced and change 
progressively with time. Consequently 
the produ(!tion ff>r experimental work of 
sludges of fixed characteristics is very 
difficult. Furthermore, the properties of 
these sludges are so exceedingly sensitive 
to temperature that slight temperature 
changes during filtration seriously affect 
results. Despite these experimental diffi- 
culties in checking quantitatively theoretical conclusions, it can 
be definitely stated that, for the practical problems of engineering 
design, it is sufficient to assume that the specific resistance r is a 
power function of the pressure, the exponent s being less than 
unity. 

To visualize the compressive action, consider in Fig, a 

single particle of sludge, suspended in the liquid, just approaching 
the face of the cake. It is under pressure of the liquid around 
it, but floats freely in the liquid stream. However, when it 
touches the face of the cake its motion is stopped, whereas the 
liquid flows on by it, producing a frictional drag which presses 
the particle down on the particle ahead of it. Every particle 
in the cake is subject to a similar frictional drag plus the cumula- 
tive pressure due to all particles behind it; i.e,, as one goes deeper 
into the cake in the direction x, the liquid pressure P* decreases, 
but the compressive effect p on the cake increases. That the 
cake is compact and dense near the cloth and open in structure 
at ita opposite face is readily observable when it is removed from 
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the pi-ess. The sum of the two pressures miist at all points 
equal the total pressure P. That is, p=JP— P», qr dp^—dPg. 
Assume that the specific resistance of the cake at a given point is 
some function f(p) of the compression pressure p at that point. 
Since at a given instant the velocity at all points in the cake must 
be the same, ? 


dV 

d9 


•- const. == 


P-Pi 

R 


- A.dp 
f(p) dx 


Integrating from z=0 to x—L and correspondingly *p=0 to 
p=P-Pi, 


R 


L(P-P ,) 

i r'"'dp' 
Jo m 


This means tiiat the cake has an average specific resistance which, 
for a given sludge, is a unique function of the pressure drop 
through the cake, despite large variation of resistan<‘.e through 
it. Assuming f(p) = r';/, this average specific resistance becomes 
which may be written r"(P—Pi)** Since 
the volume of the cakes in the press is LA , equalling the sludge 
vV brought in by the liquid, one can eliminate L, obtaining 




It should be noted that the use of any other function of pressure 
would also give a definite average resistance for given pressure 
limits. 

Data on the effect of pressure on the resistance of the filter- 
ing medium are very inconsistent. This is largely a result of the 
fact that this resistance is usually a small percentage of the 
total resistance, and its determination by the extrapolation of 
experimental data to zero thickness of cake leads to large errors. 
Measurements of the pressure drop through the filtering medium, 
without the cake present, are of little value because the Resistance 
of the filtering medium and the flow conditions are modified by 
the presence of the cake. For practical purposes it is probably 
justifiable to take the resistance of the filtering medium as an 
exponential function of the difference between the total pressure 
and the fluid pressure at the face of the cloth, i.e., p~p'(P— Pi)*". 
Actually the pressure causing plugging would vary through the 
cloth and the pressure on the particles would not be fhe total 
pressure as soon as the boundary of the cloth was passed. How- 



:|l«6 PiumiPLES OF CHEMICAL ENGINEERING 

a more complicated function is not justified on the basis 
of the data available at present. 

Substituting these resistances in Eq. 1 gives 


' ^ £ 

_p,/p).p.+^(i _ p,/p)-.p»| 

and for the case where Pi/P is small this reduces to 


(2o) 


P41 (2b) 

de ~mPpP*F+p'^P“) ^ ^ 

In the following discussion Eq. 26 will be utilized, but in cases 
where Pi/P is not small Eq. 2a should be employed. 

Incompressible Homogeneous Sludges. — Incompressible 
sludges are those for which an increase in the pressure on the 
press will not decrease the equivalent diameter of the voids 
between the particles. Actually it is doubtful if such sludges 
exist in commercial practice. It is possible to produce such a 
sludge artificially by taking a material, like kiescJguhr, packing 
it into a press, subjecting it to high pressure and then operating 
at a pressure always lower than the maximum to which it has 
already been subjected. However, as an engineering approxima- 
tion, sludges of sand, calcium carbonate, barium carbonate or 
other coarse, granular, strong particles may be assumed to be 
incompressible. 

For this type of sludge s will be zero and Eq. 26 beconu's 

dV PA^ 

de "" j^PpF+Tap^) ’ 


which integrates for a constant-pressure filtration to give 


pe r"vtx{v\ 

{V/A)- 2 \Aj 




and for a constant-rate filtration 


(4)* 


• If during the constant-rate period of duration 8, the filtrate volume F, 
is obtained, for a subsequent constant-pressure period, Eq. 4 becomes 

sr"»(F» - F,*) - F,) 

2i4> d. ” ■ 


P{8 - Br) 
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Compres$ible Homogeneous Sludges.— This type of eltidge 
is typified by precipitates of the hydroxides of alpmiaum, iron 
and chromixun but also includes most of the sludges met in 
industrial filtrations. For these sludges Eq. 2b integrated fo^ a 
constant-pressure filtration gives 


(y/A) 2 ^ 


(D 


+p'mP"‘ 


and for a constant-rate filtration 
P0 


iV/A) 


©■ 




( 6 ) 


( 7 ) 


Compressible Nonhomogeneous Sludges. — Since it is these 
slimy compressible precipitates that offer the greatest filtration 
resistance and are most difficult to handle, much effort has been 
expended in improving the methods of filtering them. One of 
the most successful devices developed is the addition to these 
precipitates of a certain amount of porous, granular material 
to open up the mass and make filtration easy. Of these so-called 
“filter aids’^ diatomaceous earth is one of the best. In the filtra- 
tion of such sludges with the addition of filter aids, it is found 
that a constant rate of filtration with increasing pressure is on 
the average much more rapid than a constant-pressure filtration 
in which the pressure is maintained throughout the run at the 
maximum value realized at constant rate. The major reason 
for this is apparently as follows: If at the start of a filtration 
high pressure is used, the initial velocity is extremely high because 
the thickness of the cake, and therefore its resistance, is small. 
This high liquor velocity tears off the slime that is adhering to 
the particles of filter aid, e,g., the diatomaceous earth, brings it 
again into suspension in the liquid and forces it forward through 
the cake. It finally reaches a cr(‘\dco in the cake or filter mem- 
brane through which the precipitate cannot pass, but all such 
crevices are soon plugged up and there develops during the 
initial stages of filtration an excessively high “plugging^' resist- 
ance in the cake and filtering membrane. Since this sludge 
first laid down remains throughout the filtration cycle, the 
average rate of filtration is correspondingly reduced. If, on 
the other hand, the filtration is started at a moderate rate 
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will not scour the slime off the filter aid, the resistance 
not develop in this way and the effective filtering rate 
is increased. TUs phenomenon is encountered not only where 
filter aids are added but also in those cases where the pre- 
cipitate itself consists of particles of diverse size, the larger 
lumps of which are granular and relatively strong, as in the case 
of filtering carbon from pitch and the like. 

Apparently this phenomenon of scouring does not develop 
in homogeneous precipitates, however compressible. Homo- 
geneous compressible precipitates will, however, under certain 
conditions filter faster on the average at constant rate than at 
constant pressure; but when this occurs, examination of the cake 
before filtration is completed will show evidence of sedimentation, 
i.e., the filter has been used as an apparatus for decantation. 
In general, a sludge should be decanted as far as possible prior to 
filtration because construction and operation of decantation 
apparatus are cheaper than construction and operation of filters. 
In other words, where the filters are laid out and operated to 
the best advantage, decantation will not occur in the filter to an 
appreciable extent and Eq. 25 will apply. 

In the case of the mixed precipitates, this scouring effect may 
be estimated by assuming the increase in coefficient of resistivity 
as proportional not only to P* but also to a power function of 
the linear velocity of the filtrate through the cake, the exponent 

.filV. 

\Ade) 


being if t.c,, r»r"PH 


The available laboratory data on 


the filtration of nonhomogeneous compressible sludges indicate 
that t is approximately zero and that Eqs, 6 and 7 apply to this 
type of sludge as well as to homogeneous sludges. 

The increased average rate of flow during a constant-rate run 
might be due to a large value of the exponent m. In such case 
the resistance of the filtering membrane could increase faster 
than the pressure, which could cause decreased flow at high 
pressure. 


Equations for Box Filters 


Box filters are usually operated under static head only. 
Quantitative discussion therefore requires certain modifications 
of the general equations. Details of cases which frequently 
arise are given on page 349. 
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Spedal Cate A* Very SUifht Predpitate. — ^Filters tised for the removal 
of small precipitates offer no resistance to filtration other than the resist- 
ance of the filtering medium itself. The filtering medium may be cloth/ 
paper, sand, coke or graved and the rate of flow through the voids between 
the solid particles of the filter follows the laws of viscous motion (page 81). 
The cake obtained on filters of this type is negligible. 

Assume the temperature of filtration constant and therefore the viscosity 
unchanged. The pressure is exerted by means of the hydrostatic head of 
liquid, 

Therefore, 

dVIde^KHA, ( 8 ) 

or integrating, assuming H is maintained constant, 

V -/constant. (8a) 

This constant of integration equals zero if time and volume of filtrate are 
taken as zero simultaneously. 

If, however, the box filter is filled at the start and allowed to drain at 
constant temperature without the addition of any more liquid in the mean- 
time, the rate of flow will at all times be proportional to the area of the box 
and the head prevailing at the time. Assuming that the box has straight 
sides and that therefore A is constant, 

dV/de^KAH, 

or, substituting --^AdH for dV and integrating between the limits Hi and Ht, 

In ^ = 

/I 2 


The head H should be measured to the bottnm of the bed. Since these 
equations are calculated for a constant thickness of filtering medium, they 
do not hold where the liquor level falls below the surface of the bed. 

Special Case B. Granular Precipitates Which Settle Readily in Box 
Filter. — For granular precipitates, which may be considered incompressible, 
the rate of flow is directly proportional to the pressure. A highly granular 
precipitate will settle to the bottom of the box almost immediately and 
therefore, with a constant head, the thickness of the oake is directly propor- 
tional to the volume added to the filter plus the initial thickness, t.c., the 
thickness of sludge that entered with the liquid necessary to fill the box, or 


L 



where Lo is the initial thickness of the sludge. 


dV KHA KHA 



( 9 ) 
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If (9tt) 

:^^+^^=KJH'94-conBt8nt. (96) 

For varying heads, i,e., in case the filter is filled and then allowed to drain 

without adding any further liquid, this case simplifies to the preceding one, 
arid, as before, 

ln§i=Jire. (9c) 

tiz 

This is because the precipitate settles at the start of the filtration, and, being 
incompressible, the sludge simply acts as a sand filter of type A. 

Granular precipitates which settle easily but are compressible obey 
the same laws, because, if the head is constant, the precipitate is (compressed 
equally throughout the filtration; if the head is allowed to fall, the greatest 
pressure is at the start and a precipitate, once compressed uncier not too 
high pressure, does not greatly alter in compactness with diminishing pres- 
sure. This compression can be allowed for in the equation, for, since 

h^hHu 
dV _KHA 
he kH, ’ 

Ihen when the head falls and dF= —Adllf 

(9d) 

NOTES ON USE AND INTERPRETATION OF EQUATIONS 

The equations for filtration under constant pnissure cheek the 
experimental data within its precision, i.e., during a given run 
the ratio {P6)/{V/A) is proportional to the total vohime of filtrate 
per unit area and the proportionality constant vari(\s from run to 
run as a power function of the pressure, the exponent being s. 

Figure 116 shows the results of several investigators on 
constant-pressure filtration of both compressible and essen- 
tially incompressible sludges. The data conform to straight 
lines, which is in agreement with Eqs. 4 and 6. The slope of 
the line corresponds to r"viJLP*/2 and the intercej)t on the ordinate 
at (F/-4) =0 is Essentially all the available experimental 

data give the same satisfactory correlation. Figure 117 is a 
similar type of plot for the compressible homogeneous sludge 
of chromium hydroxide. Both the slope and the intercept 
increase with increasing pressure, indicating positive values of 

Notb: V /a is expressed in pounds of filtrate per square inch on pages 351 
to 354 and as cubic feet per square foot in Illustration 2, page 368. 
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both m and «. If the logarithms of these slopes are plotted t>«. 
the logarithms of the pressures, the slope of the Resulting line 
will be equal to s. Such a plot is given in Fig. 118 and the 
corresponding value of s is found to be 0.81. The value of m 
may be obtained in a similar way by plotting the logarithms of 
the intercepts vs. the logarithms of the pressures. The intercepts 
of Fig. 117 are plotted in Fig. 119, giving a value of m equal to 
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Fig. IIG. — Constant-pressure filtration data. 

0.52. The values of the slope {r''vnP*/2) and the intercepts for a 
number of different constant-pressure filtrations are given in 
Table I. This table also gives the valuCvS of the slope corrected 
approximately for variations in v by dividing these slopes by the 
pounds of solids per hundred pounds of filtrate. 

The sludges of the hydroxides of aluminum, iron and chro- 
mium have resistances that are as much as a thousand-fold 
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l^f^ter than the reeistsmees of solids such as kieselguhr. Hie 
’•aiuM of « for the results on the filtration of different com- 
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Fig. 117. 



Fig. 118. — Determination of «. Fig. 119. — Determination of m. 

pressible sludgeg are summarized in Table IL These values are 
the greatest for the compressible hydroxide sludges, intermediate 
values being obtmned for ferric oxide; a small but definite value 



FIITRATION 35S 

of « is obtained for kieselguhr and calcium carbonate. Hie 
interpretation of the constant-rate data is more complicated 
owing to the fact that generally, when (P6)/{V /A) is jdotted 
vs. {V/A), both the slope r'*vfiP‘ and the intercept p'tiP^ vary 
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Ib./aq. 
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MP 

H 
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tor 
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■i 

BB 

8 


16 

1.23 

23 


90 

1,260 

6 


13 

2.65 

15.5 


25 

1,210 

1 

CaCO. 

15 

4.11 

28.8 
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705 

7 


10 

0.21 

21 


60 
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1 


20 

0.21 

19 


50 
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50 
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3 

BaCOa 
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2.19 
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7 

70»me8h marble 
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70 
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1 
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25 
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1 

MgCOa 
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7 
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4 

2.4 
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4 

Cr(OH)a 

5 


1 
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2 

Al(OH)a 
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0.46 

23 
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6 


10 

0.37 
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58,000 
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22 
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200 
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5 
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326,000 
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2.3 

.... 
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87,000 
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40 
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Fe(OH)i 
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0.28 
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40 
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20 
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-90 
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40 

1.89 
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23 

mm 
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the run. However, a satiefactoiy correlation may be 
^l^ned for noncompressible sludges, which were filtered under 
conditions such that p'^dP’" was small, by plotting {Pe)/{V /A) vs. 
iJ/A), from which the slope of the line is equal to r"vp* For 
compressible sludges it is possible to solve Eq. 7 as a series of 
simultaneous equations, choosing sufficient experimental points 

to evaluate the constants. 
An alternate method is to 
determine s from constant- 
pressure runs on the same 
sludge, and then to plot 
{Pe)/{V/A) vs. P-(T7A) 
for the eonstant-«rate run. 
If p'pP*” is sufficiently 
small, a straight line of 
slope should result. 

In Fig. 120 the constant- 
rate filtration data^®^ on 
ferric hydroxide are plotted, 
using t9 equal to 0.69 as 
determined from constant- 
pressure tests by the same 
investigator on the same 
sludge. From the slope of 
the line the value of r"?;/x/a 
is calculated as 46,000, 
which may be compared with the value of the same group 
obtained by multiplying (r"ypP*/2a), given in Table I for th(^ 
constant-pressure filtration tost at 10 lb. per sq. in., by 
which gives r^*vnfa equal to 61,000. 

General Applicability. — In the case of homogeneous compres- 
sible precipitates filtered under conditions such that decantation 
does not play a part in the filtering operation, the coefficients, 
s and /, determined thus from constant-pressure or constant-rate 
conditions check reasonably well. However, one should always 
determine experimentally these coefficients on the particular 
sludge for which the equation is to be employed under conditions 
as nearly similar as may be to those of actual operation ; that is, 
if one proposes to operate at constant-pressure or constant-rate 
or constant-pressure gradient, the experimental data should 
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be obtained on this particular type bf cycle. On the other hand, 
given data obtained under one set of conditions,^ the equation 
may be safely used to secure a preliminary estimate of the influ- 
ence of change in those conditions. ^ 


Al(OH)a 


Fe(OH) 3 ., 
Gr(OH) 3 .. 
55nCr04. . - 

FfiaOa 

MgCOa. . . , 
CaCOa. . . . 

Kieselguhr 


Table II 


Pressure range, 
Ib./sq. in. 

s 

Investigator 

20-80 

0.65 

■i. ■ 

4 

10-80 

0.7.5 

6 

10-40 

0.88 

1 


0.56 

6 

20-60 

0.69 

9 

6-100 

0.81 

2 

10-70 

0.72 

4 


0.18-0,41 

3 


0.10 

6 


0.14 

3 


0.09 

6 


0.05 

3 


0.02 

6 


Variability of Individual Sludges. — As lias already been indi- 
cated, compressible sludges are extremely sensitive to the condi- 
tions under which they are produced and ra})idly change in 
character with time, although this change usually becomes 
jirogressively less the longer this period. Data have been 
obtained on sludges prodin^ed and filtered under supposedly 
identical conditions, the filtering time of which varied fourfold. 
Because of this sensitiveness, laboratory data obtained from 
small-scale experimentation cannot be used with safety for 
purposes of engineering design except as a first approximation. 
It is possible in the laboratory to produce the precipitate in 
question under conditions that will yield a sludge of maximum 
specific resistance so that equipment based on such data will at 
least be safe. It is, however, impossible to estimate the magni- 
tude of the factor of safety th\is introduced. Consequently, 
when^ equipment is to be installed for a new^ process, on the basis 
of small-scale experimentation only, it should be designed on a 
reasonable basis, but with provision for expansion should this 
prove necessary. 
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Constancy of Operating Averages* — For one important pur- 
pose these equations are entirely dependable. Where a plant 
is in normal operation, the constants of these equations can be 
obtained from the average performance of the filtration equipment 
used on the sludge produced under normal conditions. Such 
constants obtained from average plant performance can be used 
with safety to estimate the result of proposed modification in 
operating conditions in the plant or for the design of filters for 
new installation provided the pr<H‘ipitato in the new plant is to 
be produced under conditions identical with those in the old one 
(see Illustration 1), 

Washing* — While data on filtration can be used to secure an esti- 
mate on washing time, it is safer to obtain washing data directly, 
especially in the case of chamber or ‘Opiate and frame'' type of 
filt#"rs, because in those the half-cake through which flow is 
reversed on washing is loosened up by this reversal and its 
resistance levssened. The extent of this effect can b(» d(‘termined 
only experimentally. 

Constant Pressure vs. Constant Rate.— These ecpiations show 
that for homogeneous sludges constant-pressure filtration is better 
than (‘onstant-rate filtration. On the other hand, the initial 
velocity in a constant-pressure operation is so high that it is very 
likely to cause the filtrate to run cloudy. Even in constant- 
pressure runs it is ther(*fore better to start at low and substantially 
constant rate until a thoroughly formed layer of sludge is depos- 
ited on thoNfiltcring medium. 

The maximum allowable pressure that can be tolerated in a 
filtering operation is d(‘termiin(»d by the strength of the filtering 
medium or by the t(»ndency of the sludge to for(‘e its way through 
the filter. The higher the pressure, the less the life of the filter 
cloth and the greater the tendency tow^ard cloudiness. In highly 
compressible sludges the gain by increased pressure is so slight 
that it is wise to restrict the pressure to a low figure. This 
maximum advisable pressure must, howTver, be determined 
experimentally with each individual sludge. 

Ulustratioii 1 . — In the filtration of a certain nludgc, the pump is operated 
at maximum capacity imtil the pressure rises to 60 Ib./sq. m., and the filtra- 
tion 18 then completed at constant pressure. The constant-rate operation 
requires 16 rain, and one-third of the total filtrate is obtained during this 
period. On the assumption that the resistance of the filtering medium is 
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negligible* determine {a) the total filtration time; (6) the filtration cycle if the 
filtrate per run is one-^half that in (a), but the total fiiltr^tion area is the 
same; (p) the per cent reduction in the time of filtration iii (o) if a duplicate 
pump were installed in parallel with the present pump; and (d) the filtration 
cycle with the present pump and press to give the maximum amount filtered 
per day if the cake is not washed and if the time Be required for removing 
the cake and reassembling the press is 20 min. 

Solution , — At the end of the constant-rate period, the pressure will be 
that prevailing in the constant-pressure period so that at this time the pro- 
portionality factor will be fixed. Calling this constant k and 

letting Vr and Br represent the volume of filtrate and time at the^^id of the 
constant-rate period, respectively, then Bq. 2h becomes VrlSr^^k/Vr, or 
Vr^*=‘k$r for the constant-rate period. Integration of dV jdB^kjY for the 
constant-pressure period gives V^-Vr^^2k{B--Br) where V and Q represent 
the total volume of filtrate and total filtration time, respectively, per cycle. 
The constant k can be eliminated from 
these relations, giving 

'-my-'} 

а. In this case V equals 3Ff and dr 
equals 0.25 hr.; hence 

0«O.25[9-f 11/2^1.25 hr. 

б. In this case Or will be the same as 
in (o) and V' will be 0i)Vrt giving 
^'=0.400 hr. 

c. With two pumps F'V^^ will equal 
2VrlBr and the maximum allowable 
pressure will be reached when the cake 
is one-half as thick as before; hence the A 
volume of filtrate in the new con- 
stant-rate period will be H'Fr and b” 
will equal ^r/4, or 0.0625 hr. Since the total volume of fiJtratfi is to he 
the same as in (a), V'' will now ecpial F/6 and B'' will equal 0.0625(36 fl)/2 
or 1.16 hr. 

d. The filtration cycle for maxiiuuru daily capaciity corresponds to maxi- 
mum filtrate per cycle-hour, and may be found by setting the derivative of 
V /{$-{■$() equal to zero, giving 

0-Br^Bcy 

which means tliat for maximum capacity the constant-pressure filtration 
time should equal that required for removing the cake and reassembling the 
press, Iji hr. in this case. Even if the resistance of the filtering medium is 
not negligible, the values of V and B corresjwnding to maximum daily 
capacity are readily found by plotting the experimental data as a curve of 
F vs. B, as in Fig. 120A, laying off Be horizontally to the left of the origin and 
drawing the straight line AB tangent to the filtration curve at the point B, 
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% 2.‘~“A precipitate of ferric and aluminum hydroxides is being 

Stored at substantially constant pressure in a chamber press having dis- 
tance frames 3 ft. square and 1 in. thick. At the pressure used 4.5 cu. ft. 
of filtrate/sq. ft. of filtering area is obtained before the frames are full. 
The cake is not washed; 6.5 hr. is requm^d to fill the press, and 40 min. to 
clean and reassemble it. 

Oi It is desired to wash the cake in this press with an amount of wash 
water equal to one-third that of the filtrate. If this be done, how much will 
the present filtering capacity of the press be reduced? 

A new press is to be purchased, wliich may be of the chamber or leaf type. 
The chamber press will be 3 ft. square as before. The leaf press will require 
20 min. for dumping and reassembling and 15 inin. for filling with wash 
water and removing excess. It is understood that the now press is to be 
operated at the present capacity and pressure (practically constant). 

Parts 6 and c postulate a chamber press; parts d and e assume that a 
leaf press will be employed. 

6, For maximum filtration capacity without washing, what thickness 
distance frames should be specified for the chamber press? 

c. If the cake is to be washed with an amount of water equal to one- 
third of the filtrate, what width of distance frames should be provided for 
maximum capacity? 

d. Using a leaf press, how many square feet of filtering area arc needed 
to equal the filtration capacity of 1 sq. ft. of the present press, at the same 
time giving maximum filtering capacity without washing? 

e. The same question, but assume the cake to be washed with an amount 
of water equal to one-third the filtrate. 

Assume that the cost of the two types of press, inehiding installation 
expense, is $2.50 per «q. ft, of filtering area for the chamber press, and $6.50 
for the leaf press. Assume the total charge against investment, including 
interest, depreciation, maintenance, etc., is 45 per cent per year. The oper- 
ating costs including overhcjul are 0.014 cent per hr. per sq. ft. of filtering 
area while filtering and washing and 0.11 cent per hr, per sq. ft. while 
dumping and reassembling. 

/. If the presses are in operation 280 days per year, 10 hr. per day, what 
thickness of frames is to be specified for the chamber press, and what thick- 
ness of cake should be formed on the leaf filter? 

g. The same questions, if the presses are operated 24 hr. per day for 360 
days in the year? 

Solution . — Assuming that the resistance of the filtering medium is small, 
the relationship between the volume of filtrate discharged, F, in the time 
through the filtering area of the press, A, working at the pressure P, is 
expressed by V^-2kA^Pe. Since in this problem the pressure remains 
constant, P may be disregarded and the equation simplified to 

V^IA^^Ke. 

Choosing as the basis of calculation the area of the present press, « 6.5 hr 
and V/A «'4.6. Solving, K is found to be 3.12. 
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The caiculation is simplified by calling the thickness of the frame one nth 
of 1 in. ; i,e,, if the frame is H m* thick, n eq\ials 3. The capacity measured in 
filtrate then becomes cu. ft. for each sq. ft. of filter cloth, and the 

frame must be filled n times to obtain the required 4.5 cu. ft, of filtrate; that 
is, the press must be operated through n cycles to perform the present duty. 

In considering the question of maximum capacity and minimum cost, it is 
advisable to tabulate the controlling factors as a function of some definite 
variable. In this case find how the time and cost for this definite amount of 
filtrate vary with the thickne^ss of filter cake, and in so doing determine the 
following data: 


Table III. — Time SchepuIwE, Chamber Press 
Basis = 1 Sq. Ft. 


No. 

of 

cycles 

Thickness 

of 

distance 
frame, 1 /n 
inches 

Filtering i 
time 

per cycle 

Washing 
time 
per cycle 

i 

Dumping 

time 

per cycle 

Total 
time for 
n cycles 
(no 

washing) 

Total 
time for 
n cycles 
(with 
washing) 

Time in hours 

1 

1 

6.5 

17.33 

0.67 

7.17 

24 

2 

yi 

1.62 

4.33 

0.67 

4.59 

13.2 

3 

yi 

0.72 

1 .92 

0.67 

4.17 

9.93 

4 

hi 

0.41 

1.08 

0.67 

4.32 

8.64 

6 

hi 

0.26 

0.69 

0.67 

4.65 

8.10 

6 

H 

0.18 

0.48 1 

0.67 

5.10 

8.0 

8 

hi 

0.10 

0.27 

0.67 

6.16 

8.3 


DifFiTeiitiating the above equation, the rate of filtration at a given time is 
dV / do - Z.VZA^ /2V * Inserting the value of V at the ervd of a filtering cycle 
for any frame thickness 1 /n, one obtains the rate of filtration that existed 
at this time. 01>viously the rate will also be the washing rate for a letif press 
with a filter cake of thickness 1/n; but for a chamber press the washing rate 
will be but one-fourth of this value, because washing is carried on through a 
cake twice as thick as that through which filtration has proceeded, and the 
effective filtering area is but one-half as great.* 

The method of calculating the above data may be understood by taking 
as an example one thickness of frame; for example, n equals 4. Using the 
equation 

-3.120, 

with the ratio V /A =4.5/4 = 1.125 (since the cake thickness is but one-fourth 
that emi)loyed when 4.5 cu. ft. was obtained), the time is 0.41 hr. The 

* This neglects any difference in viscosity between solution and wash 
water. 





, 860 PRINCIPLES OF CHEMICAL ENOINEERINO 

yate of filtration at the end of the filtering period is obtained from tho 
equation 


d(V/A) 3.12 
de “2(FM)‘ 

as 1,30 cu. ft. /(hr,) (sq. ft. of filtering area). The rate of washing in the 
ehamher press is one-fourth this quantity, or 0.347. The volume of the wash 
water is 1.126/3 or 0.376 cu. ft./sq. ft., and the time of washing is this 
latter figure divided by the preceding one, or 1.08 hr. The time required 
pt^r cycle for filtering, washing and dumping is therefore 2.16 hr., and the 
total time to do the work of a l-in. frame, i.c., to produce 4.6 cu. ft. of 
filtrate/sq. ft. of filtering area, is 8.64 hr. 

Since cost data are given on a basis of I sq. ft. of filtering area, this basis 
is adhered to in fiiguring costs. For a chamber press operated 2800 hr. per 
annum, the investment charges are 260 (0.45) /2800 =0.0402 cent per hr. per 
sq. ft. of filtering area and, similarly, for a leaf press 0.1 045 cent. Therefore, 
in a chamber press the total cost per hr./sq. ft. of filtering area for filtering 
and washing is 0.0402+0.014 =0.0542 cent and for dumping 0.0402+0.11 = 
0.1502 cent. The corresponding figures for a leaf press are 0.1 186 and 0.2146 
cent. 

Casiit are obtained by multiplying the time required for each operation 
by the cost of that operation, and the following data result: 


Tabliq IV, —Cost Schbiutle, (hiAMBER Press (Basis 8g. Ft.), n CvcnES 
(280 Days, 10 Hours per Day) 


No. 

of 

cycles 

Thickness 

of 

distance 
frame, 1/n 
inches 

i 

i 

Filtoring 
cost per 
n cycles, 
cents 

! 

Washing 
cost per 
n cycles, 
cents 

Dumping 
cost per 
n cycles, 
cents 

Total cost 

no washing 
(n cycles), 
cents 

Total cost 
with 
washing 
(n cycles), 
cents 

1 


0.352 

0.94 

0.1 

0.452 


2 


0.176 

0.469 

0.2 

0.376 


3 


0,117 

0.312 

0.3 

0.417 


4 

i 

0.0882 

0,235 

0.4 

0.488 

0.726 

5 

I 

0.0705 

0.187 

0,5 

0.571 

0.759 

6 

i 

0.0587 

0.166 

0.6 

0.659 

0.815 

8 

I 

0.0433 

0.117 

0.8 

0.843 

ISillllll 


It will be noted that, whereas, without washing, maximum capacity was 
obtained with a H-iu, frame, minimum coni is obtained with a J^-in. frame; 
with washing, maximum capacity is secured with a H-iu. frame, and mini- 
mum cost with a J^-in. frame. 

The methods of calculation for a leaf filter are entirely similar. The 
filtering time for such a filter will be the same for a }4-m. thickness of cake 
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as for a l-in, distance frame in a chamber filter^ since with l-rin. frames the 
final filtrate flows through a thickness of J'i in. The results ate given in the 
following tables, together with the cosl^ for both chamber and leaf presses 
when operated 24 hr. per day, 360 days per year. 


Table V. — ^Time SciiEDtrLE, Leap Press (Basis «1 Sq. Ft.) 


No. 

of 

nycles 

Thickness 

of 

cake, 

inches 

Filtering 
time 
per cycle 

i 

Washing 

time 

per cycle 

Dumping 
! time 
per cycle 

Change 
time 
per cycle 

Total 

1 time for 
n cycle 
(no 

washing) 

Totfd 
time for 
n cycle 
(with 
washing) 

Time in hours 

1 ‘ 

i 

6.5 

4.33 

0.33 

0.25 

6.86 

11.44 

2 1 

i 

1.62 

1.08 1 

0.33 

0.25 

3.90 

6.56 

3 



0.48 

0.33 

0.25 

3.17 

5.36 

4 

i 

0.41 

0.27 

0.33 1 

0.25 

2.96 

6.04 

6 

iV I 


0.17 

0.33 

0.25 

2.95 

5.06 

6 

A 

0,18 

0.12 

0.33 

0.25 

3.06 

5.28 

8 

A 

0.10 

O.OtiG 

0.33 

0.25 

3.44 

5.96 


Table VI. — Cost Schedule, Leap Press (Basis Sq. Ft.) 

(280 Days, 10 Hours per Day) 


No. 

of 

cycles 

Thickness 

of 

cake, 

inches 

Filtering 
cost per 
n cycle, 
cents 

Washing 
cost per 
n cycle, 
cents 

Dumping 
cost per 
n cycle, 
cents 

Cliange 
cost per 
n cycle, 
cents 

Total 
cost, no 
washing 
(n cycle), 
cents 

Total 
cost, with 
washing 
(n cycle), 
cents 

1 

i 


0.513 



0.841 


2 

i 

0.385 

0.257 


0.107 

0.528 

0.892 

3 

i 

0.267 

0.171 

0.215 

0.161 

0.472 


4 

i 

0.193 

0.128 

0.286 


0.479 

0.822 

6 

tV 

0.154 

0.103 


0.268 

0.611 

0.882 

6 

A 

0.128 

0.085 

0.427 


0.665 

0.962 

8 

A 

0.095 

0.063 

0.569 

0.429 

0.664 

1.156 


It will be noted that maximum capacity is secured in this leaf filter without 
washing with a HoAn. thickness of cake corresponding to a H~in. distance 
frame in the chamber press. With washing the maximum comes at sub- 
stantially the same point. Both with and without washing the minimum 
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for 10 hr. per day comes at H-in. thickness of cake corresponding to a 
distance frame. The fact that in both presses it pays to build up a 
thicker cake than corresponds to maximum capacity is d\ie to the saving in 
labor charges secured at the expense of lowered press capacity. 


TabXiS yil. — C osts of Chamber Tress (Basis « 1 Sq. Ft.) 
(360 Days, 24 Hours per Day) 


No. 

of 

eydes 

1 

Thickness 

of 

distance 
frame, 1/n, 
inches 

Ffitering 
cost per 
ncydes, 
cents 1 

Washing 
cost per 
n cycles, 
cents 

Dumping 
cost per 
n cycles, 
cents 

Total 
cost, no 
washing 
(n cycles), 
cents 

Total 
cost, with 
washing 
(« cycles), 
cents 

1 

1 

0.176 

0.468 

0.082 

0.258 

0.726 

a 

i 

0.0875 

0.234 

0,164 

0.252 

0.486 

a 

i 

0.0583 

.0.156 

0.246 

0.304 

0.460 

4 


0.0443 

0.117 

0.328 

0.372 

0.489 

5 

i 

0.0351 

0.093 

0.41 

0.445 

0.638 

6 

i 

0.0292 

0.078 

0.492 

0.521 

0.599 

8 

} 

0.0216 

0.058 

0.656 

0.688 

0.746 


Table VIII. — Costs of Leaf Press (Basis ^ l 8g. Ft.) 
(360 Days, 24 Hours per Day) 


No. 

of 

cycles 

Thickness 

of 

cake, 

inches 

Filtering 
cost per 
n cycles, 
cents 

Washing 
cost per 
n cycles, 
cents 

Dumping 
cost per 
n cycles, 
cents 

Change 
cost j)er 
n cycles, 
cents 

Total 
cost, no 
washing 
(n cycles), 
cents 

Total 
cost, with 
washing 
(n cycles), 
cents 

1 

i 

0.311 I 

0.207 

0.048 

0.036 

0.359 

0.602 

2 

i 

0.155 

0.104 

0.096 

0.072 

0.251 

0.427 

3 

i 

0.104 

0.069 

0.144 

0.108 

0.248 

0.425 

4 

i 

0.078 

0.052 

0,192 

0.144 

0.270 

0.460 

5 

■At 

0,062 

0.042 

0.239 

0.180 

0.301 

0.523 

6 


0.052 

0.034 

0.288 

0.216 

0.340 

0.590 

8 

A 

0.038 

0.025 

0.384 

0.288 

0.422 

0.735 


Notwithstanding the fact of nearly threefold apparatus cost on the leaf 
filter, the actual filtering cost is only slightly higher than that of the frame 
press on a IG-hr. basis, and lower on a 24-hr, basis. 

The method of charging up such items as depreciation, maintenance, 
rental of floor space, etc., as a fiat percentage against investment cost is open 
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to criticism. The same statement applies to expressing the dumping cost of 
a leaf press as proportional to its size. The fact is that the character of each 
one of these items will vary from plant to plant and their distribution in cal- 
culating costs must be modified accordingly. No method could be given 
here which will cover the majority of cases but this particular method satis- 
factorily illustrates the principle. 

The answers to the questions as stated are therefore as follows: 

o. Since the total time for the present press without washing is 7,17 hr. 
and, with washing, 24 hr., the capacity per hr./sq. ft. will be reduced from 
4,5/7.17=0,628 cu. ft./hr. to 4.5/24=0.1875 cu. ft. /hr., a reduction of 
70 per <?ent. ^ 

h. From Table III it will be noted that the total time without washing is a 
minimum for }i-m. distance frames. 

c. The time with washing is seen from Table Til to be a minimum when 
using 3^)*-in. distance frames. 

d. With a leaf filter the filtering time without washing is a minimum 
with .Ifo-in. thickness of cake, filtration being completed in 2.96 hr. Since 
the present XJress requires 7.17 hr., it has only 4l.l per cent of the capacity 
of the new press. Hence the new press will require only 0.4 11 sq. ft. filtering 
area for each square foot of the present press. 

c. Since the present press requires 24 hr. for washing, while a leaf press 
will do the work in 5.04 hr., the present press has only 21 per cent capacity 
of the leaf press, so that the size of leaf press required will be only 0.21 sq. ft. 
of filtering area/sq. ft, of area in the present press. 

/. Inspection of Table IV shows that the minimum cost of filtration in a 
chamber press without washing is obtained with yi-in, frames and, with 
washing, by the use of li-in. frames. 

The minimum cost with a leaf press without washing is found in 
thickness f)f cake. This gives a total filtration time of 3.17 hr. as cornpared 
with 7. 17 hr. in the present press, i.c., the present press has 44.3 per cent the 
capacity of the proposed leaf filter. This means that the new filter must 
have 0.443 sep ft, of filtering area for each square foot in the present press. 
With washingj the capacity of this new press is therefore such that 0.223 sq. 
ft. of filtering area will suffice in place of 1 sq. ft. in the present press. 

The pret!eding paragraph must not be interpreted to mean that the capac- 
ity of a leaf filter so greatly cxcee<ia that of a frame press. The comparison 
should be made, not with the present press, the frames of which are too thick, 
but with the chainl^er press at its best, f.e., when using J' 2 -in. frames without 
washing and l^-in. frames with washing, requiring 4.59 hr. and 8.64 hr., 
respetjtivcly, as compared with the 3.17 hr. and 6.36 hr. r^uired for the 
leaf press. In other words, the capacity of the chamber press is 69.1 per 
cent of that of the leaf press without '^ashing and 62 per cent with washing. 
This means that the investment cost of a leaf press is correspondingly 
reduced. 

g. Inspection of the tabulated costs for full-time work shovra the thick- 
nesses should remain unchanged except for washing in the chamber press* 
which should now be done with 1^^-in. frames. While all costs are lowered, 
the leaf press now has the advantage over the chamber press.* It may b© 
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in general, that large scale and continuity of operation tend to give 
the advantage to the leaf type of press. 

It must not be forgotten that the numerical comparisons of the, preceding 
paragraphs are dependent on the operating conditions and costs assumed and 
any variation in these will influence the results. However, the character 
and direction of the influence of these factors on the relative advantages of 
two types will remain in all cases the same. 

Nomenclature 

A "total area of filtering surface, sq. in. 

V " total weight of filtrate, pounds up to the variable time 
e "Volume of cake, as it collects on the filter, cu. in. /pound of filtrate. 
Pn total filtering pressure on cake,* 

Pioipre^re at interface between filtering medium and cake.* 

, ! ^ " ■ channels. 

^ "total time of operation " minutes. 

2? "total resistance of cake divided by the viscosity, 
r "Specific resistance of cake, t.s., the resistance of a unit cube, 
r' "coefficient in the equation: r^r'P*. 
s), 

L "thickness of cake at variable time B « inches. 
p/A "resistance of press channels and “plugged” filtering medium divided 
by the viscosity, 
m "Coefficient of “plugging.” 
a "coefficient of compressibility. 

("coefficient of velocity effect. 
n "viscosity, relative to water, 
p' "Coefficient of the equation: p "p'(P— Pi)"*. 
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CHAPTER XII 


BASIC PRINCIPLES OF VAPORIZATION PROCESSES 

niTRODUCTION TO EVAPORATION, DISTILLATION, AND DRYING 

, , 'I*;. 

That property of liquids by virtue of which they pass from the 
liquid to the vapor state, or the reverse, according to the tempera- 
ture and pressure to which they are subjected, is the basis of very 
important industrial processes for separating one liquid from 
other liquids, or liquids from solids. 

Industrial terminology distinguisiies three cases in which sepa- 
ration is accomplished by utilizing differences in the volatility of 
substances, and, while the classification is not a rigorous one and 
is sometimes illogical, it will be adopted for tlie purpose of a 
general subdivision of this field into three chapters. 

Evaporation is the removal by vaporization of a portion of the 
solvent from a solution of a solid or a practically nonvolatile 
liquid, when the vapor formed is valueless in comparison to the 
residue (except perhaps for its heat content). Since water is 
the only liquid that can be obtained in unlimited quantity, and 
hence can be economically discarded, evaporation processes are 
limited in practice to water solutions, for example, the concentra- 
tion of aqxieous solutions of inorganic compounds, glue, tannin, 
sugar, sulfuric acid, etc. 

Distillation* is the removal by vaporization of one liquid 
from another when the vapor is of sufficient value to warrant 
recovery by recondensation. For example, the removal by 
vaporization of water from its impurities^ of stearic acid from 
unsaponifiable matter, of alcohol from water, of gasoline from 
kerosene, of benzene from toluene, of benzene from mineral oil, 
of gasoline from extracted wo6l grease, etc., are distillation 
processes. 

* Under the term deBlriicttve distillation are described those processes in 
which the material acted upon, such as wood, coal or bones, is first decom- 
posed by heat and the volatile products of the reaction are then drawn off and 
recovered. 
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} Whc^n one solid is separated from other solids by vaporization 
and subsequent condensation, the process is spoken of as sublmia* 
lionu Phthalic acid, for example, is purified by sublimation 

Drying is the removal, generally by vaporization, of a liquid 
from a solid. The term is also used to describe the removal of 
small amounts of water from liquid mixtures. For example, 
drying is represented by the vaporization of water from sand, ores, 
coal, leather, paper, fiber board, textiles, twine, starch, sugar, and 
wet crystals; again by the vaporization of carbon bisulfide 
from thio-carbanalide crystals, benzene from dipped rubber 
goods, organic solvents from impregnated and lacquered sub- 
stance^^ emulsified water from oil, and the like. In the chapter 
on Df^ng, certain cases have been included where the separ- 
ation is accomplished without resorting to the jjrocess of 
vaporization. While such cases should logically be classified 
under Mechanical Separation, the name Drying has been so 
firmly associated with these operations that they are taken up 
under this heading. 

Certain inconsistencies exist in practical terminology which 
the reader must not take too seriously. For examples, when 
water is separated from sea water in order to obtain the dis- 
solved salt, the process is called evaporation; when it Ls the recon- 
densed vapor that is wanted, f.c., pure water, the process is called 
distillation. The apparatus employed in the two cases may, 
however, be practically identical. When the amount of water 
liasociated with alcohol is large, it is separated by distillatiori; 
when small, it is separated by drying with anhydrous copper 
sulfate. The vaporization of water from a glycerin solution 
is called evaporation although the apparatus used where glyc- 
erin loss must be avoided is identical with that employed for 
distillation. 

These three processes have certain elementary principles in 
common. In order to lay a foundation for the development of 
the engineering problems involved in their consideration, these 
principles will be considered somewhat in detail. 

MECHANISM OF VAPORIZATION 

Vapor Pressure. — The molecules of a liquid are considered 
to be in a state of constant unordered motion, some moving 
with great velocity, wliile others move less rapidly. For any 
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temperature, however, there is a certain mean vdocity of the 
molecules, which for temperatures below tl^ boiling point 
of the liquid is not sufficient to project them beyond the free sur- 
face of the liquid. But there are always some molecule^ that 
possess a velocity sufficiently greater than this mean so that, 
when they approach the free surface of the liquid, they overcome 
the mutual attraction exerted between them and other molecules 
in the liquid, and, continuing their motion, pass out into the 
surrounding space and exert a pressure upon the ^alls of the 
container as the resultant of the bombardment that their motion 
produces. Since they move in all directions, a certain number 
will strike the liquid surface from which they emanated, and 
again become a xjart of it. When the number of molecules 
reentering the surface is just equal to that leaving it, a condition 
of dynamic equilibrium exists, and the pressure exerted upon 
the walls of the container by these molecules is called the vapor 
pressure* of the substance at the existing temperature. 

If the space surrounding the liquid is filled with molecules 
of some other substances, e.g., air, at a pressure not materially 
exceeding 1 atmosphere, the voids between x^articles are suffi- 
ciently large and numerous to enable the above-described 
phenomenon to take place undisturbed. Since the presvsure on 
the container is due to the sum of the molecular impacts, there 
will be present a final pressure made up of the pressure of the gas 
originally present i)lus the vapor pressure of the liquid. Should 
the liquid possess that attraction for the molecules of the original 
gas which results in solution, this relationshi}> no longer holds; 
nor is it valid if the original gas is under a high pressure, f 

If a liquid is made up of two kinds of substances mechanically 
mixed but of low mutual solubility, for example, benzene and 
water, each will give off its individual molecules, and each will 
establish an equilibrium between the es5ax)ing and returning 
molecules of its own kind, and hence a vapor preSvSure of its own 
irrespective of the presence of the other molecules. These 
pressures are additive and the Sum of these j)artial pressures 
plus that of any gas originally present makes up the total pres- 

* This is also called the pressure of the saturated vapor or saturation pressure^ 

t Deviations from the gas laws usually become large when the pressure is a 
considerable fraction of the saturation pressure of the liquefied gas (set 
P. 7). 
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inkre within the container. * In other words, the mixture behaves 
>3 though the surface were alternately entirely one liquid and 
then the other. 

Vapor-*pre88isre Lowermg. — When the substances or compo« 
nents making up a liquid are mutually soluble, as, for example, 
alcohol and water, the escaping tendency of each substance is 
reduced owing to the presence of the other. The partial pressure 
of each and, since they are additive, the total vapor pressure of 
the liquid are thereby reduced. Even when one of the sub- 
stances, for example, salt, has itself a negligible vapor pressure, 
nevertheless, when dissolved in water, it reduces the vapor pres- 
sure of the latter. On the other hand, if the molecules of the 
dissolved substance are very large, the reduction in vapor 
pr^sure of the solvent is negligible. 

It is important to visualize the reason for these facts. Assume an equi- 
molal solution of naphthalene dissolved in benzene. At ordinary tempera- 
ture the volatility of the naphthalene relative to that of benzene may be 
neglected. Furthermore, there is good reason to believe that the size of the 
naphthal<me molecule is not far from that of the benzene molecule. In the 
surface of such a solution approximately one-half of the area is therefore 
occupied by benzene and one-half by naphthalene molecules. The chance 
for benzene molecules to escape from the solution into the vapor space is 
therefore only half what it is in pure liquid benzene. In order to have 
equilibrium with benzene vapor, it is therefore necessary for the vapor 
pressure above t^iis solution to be only half that of pure benzene. The 
reason for this is that any benzene molecule coming from the vapor toward 
the surface of the liquid at high velocity will force its way into the liquid 
whether it hits a benzene molecule or a naphthalene molecule in the surface 
of the liquid, because the difficulty of forcing either of these two out of the 
Way is approximately equal. 

On the other hand, aasume a solution of glue and water of such concen- 
tration that one-half the surface of the liquid is occupied by glue molecules. 
When a water molecule from the vapor space impinges upon the surface of 
the liquid, it will force its way into the liquid if it happens to hit a water 
molecule in the liquid surface. When it hits a glue molecule it is reflected 
back into the vapor since it cannot displace the large glue molecule. The 
situation is much the same as though one-half the surface of the liquid were 
covered with a sheet of glass. The result is that only half the liquid surface 
is available for entrance of water molecules from the vapor space. Conse- 

• If the mixture is not agitated, two layers will form and the lower liquid 
will vaporize through the upper much more slowly than if freely exposed. 
On the other hand, the evaporation is more rapid than might at first appear 
because the lower liquid dissolves to a finite extent in the upper and is carried 
by convection currents to the exposed surface, where it evaporates. 



BASIC PRimiPUSS (W VAPORIZATION PROCESSES 389 

qucEatly substimtiBUy the full vapor pressure of water is necessary in the 
vapor space in order to maint^dn equilibrium. 

It will be noted that the molecular weight of the gW is so high that the 
mol fraction of glue is negligible. One can generalize the preceding facts by 
saying that the equilibrium partial pressure of a volatile material in the 
vapor is proportional to its mol fraction in the solution. 

Hnat of Vaporizations — If the molecules escaping from the 
surface of a body pass into air or other inert gas within a con- 
tainer, there is first formed this condition of equilil^rium upon 
the inner surface of the relatively stationary gas film with which 
every surface is surrounded (see Chap. II, Fluid Films). From 
the outer surface of this film the molecules pass into and through- 
out the remaining space both by their own motion (diffusion) 
and by convection, until equilibrium is established in the entire 
container. Through the film itself they pass by diffusion. When 
the container is not closed, both diffusion and convection proc- 
esses carry the vapor from the surface of the stationary film 
into the outside air, which is to a corresponding extent pushed 
back into space, and the normal atmospheric pressure is main- 
tained. This total atmospheric pressure is now made up of the 
vapor pressure of the substance (which w'^hen equilibrium is 
reached is the same avS though no air were present) and that 
amount of air which has not been driven back. 

Therefore, in order for vaporization to continue at a constant 
temperature, the dynamic equilibrium which tends to establish 
itself must be destroyed. If the surface of the substance is 
exposed to the atmosphere, the molecules arising from it may be 
swept away by a current of air; this takes place in air drying 
and during evaporation of liquids into air. If the containing 
vessel is closed, these molecules will pass to a region of lower 
pressure, i,e,, where there are fewer of them. Such a region may 
be maintained by constantly removing the vapor molecules by 
dropping the temperature, thus decreasing the number and also 
the velocity of the molecules, and hence the resultant pressure, 
as in a condenser; or by pumping out mechanically as in the 
“vapor-compression” system of evaporation (page 392); or by 
absorbing the molecules in a medium that has for them a great 
attraction, i.e., a medium which they will enter by impact, but 
from which they cannot return, such as drying over sulfuric acid 
and the like. 
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A constant temperature is not maintained of itself within a 
volatilizing liquid. Those molecules having the greater velocity 
possess also the greater amount of kinetic energy. Hence, as 
these leave the liquid, its mean kinetic energy decreases and the 
temperature falls. In order to maintain a definite temperature, 
therefore, heat must be added from an external source. This 
heat of vaporization varies with the substance, also somewhat 
with the ratio of pressure to temperature. The molal heat of 
vaporization (the heat of vaporization per unit mass multiplied 
by the molecular weight) for all liquids at their boiling point is 
of the same order of magnitude. The relation between heat of 
vaporization, molecular weight, temperature and pressure Ls 
given by the Hildebrand function (see Fig. 4, page 13). 

: Boiling Point. — Since molecular motion is a function of tem- 
perature, * the hotter a liquid, the higher will be the percentage 
of its molecules having sufficient velocity to escape from the 
surface, and hence the greater will be its vapor i)reRsure. There 
must then be a temperature where the escaping molecules of a 
substance will maintain a pressure of their own equal to the 
atmQspheri(j pressure. The air can then be forced back indefi- 
nitely and tlie substance will vaporize indefinitely so far as pres- 
sure is concerned. This temperature is called the boiling point 
of the substance. 

FACTORS CONTROLLING VAPORIZATION 

If the liquid is in a space in which the partial pressure of its 
vapor is less than the vapor pressure it possesses at this tempera- 
ture, it will proceed to vaporize and its vapor will pass into space. 
But this change of state is accompanied by the large absorption 
of heat already noted. If this heat is not supplied from some 
external source, vaporization will nevei-theless continue, and tlu^ 
necessary heat will be taken from the sensible heat of the liquid, 
with a consequent reduction of temperature. This fall in tem- 

♦ According to Smithsonian Tables (p. 399, 1920 cd.), the mean velocity 
of gas molecules in feet per second equals where T is the degrees 

Fahrenheit absolute temperature aTid M is the molecular weight. Thus the 
mean diffusional velocity of air at and normal barometer would be 
1650 ft. per sec., or 1130 mi. per hr. However, owing to frequent collisions 
with other molecules, the average distance traveled between collisions is 
extremely small, with the net result that mass transfer by molecular diffusion 
is a slow process. 
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perature of the liquid is accompanied by a corresponding decrease 
in vapor pressure. Finally a temperature is reached where the 
vapor pressure of the liquid is equal to its partial pressure existing 
in the space and vaporization will cease. 

Therefore, in order that vaporization may continue, two condi- 
tions must be met: 

Firsts the heat necessary for vaporization mud he corAinuousiy 
supplied. 

Second^ the equilibrium that forms between the vapo^ pressure 
of the liquid and its partial pressure in the surrounding space must 
be continuously destroyed. 

If either one of these two conditions is neglected, vaporization 
will be retarded or even stopped, 

CAPACITY 

In all three processes (evaporation, distillation and drying) 
the rate of vaporization, and hence the capacity, are determined 
by the rate of heat supply. Where the heat is transferred by con- 
duction and convection, as is often the case, the capacity is 
determined by the following integrated form of Newton's law: 

Q/e^m 

where Q/d is B.t.u. transferred per hour. 

An inspection of this equation shows that the capacity {Q/6) 
is determined by the product of three factors: 

proper average area of heating surface, sq. ft. 

(A)^y =a proper average overall temperature difference in deg. 
F. between the points from and to which heat is 
flowing. 

= Overall coefficient of heat transfer, which may be 
experimentally determined, or estimated from a 
knowledge of each of the resistances to be encoun- 
tered (see pages 106 to 142). 

Where heat is transferred by radiation, the rate of heat supply 
is determined by 

1. The areas of the surfaces, and their arrangement. 

2. The difference of the fourth powers of the absolute tem- 
peratures. 

3. The emissivities of the surfaces. 
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Whm heat ie being supplied by both mechanisms, the rate 
of flow of heat is calculated by adding the rates calculated by the 
appropriate equation for each process; 

For general discussion of the equations, data and illustrative 
examples for these mechanisms, the reader is referred to the 
chapter on Flow of Heat. However, the mechanism by which 
heat is carried into a vaporizing liquid, and by which the vapor 
forming on the surface of the liquid is removed, is so controlling in 
all these processes that it will be considered in detail in subse- 
quent chapters. 



CHAPTER XIII 


EVAPORATION 
BASIC FACTORS 

To secure the evaporation of a volatile liquid, there are two 
and only two essentials that must be provided: 

Firatf the necessary heat must be supplied to the liquid. 

Second, the vapor evolved must be removed from above the 
surface of the liquid and not allowed to accumulate. 

1. Heat Supply. — It is necessary to supply the heat to the 
liquid itself, because the vapor bubbles are developed there, and 
at the instant of their formation to absorb the heat incident to 
their evolution. The heat may be supplied in two ways: 

1. By direct exposure of the liquid to the source of the heat. 

2. Indirectly by transmission through a suitable solid retain- 
ing wall. 

2. Vapor Removal. — The vapor evolved may be carried away 
in two conditions: 

1. Mixed with an inert gas air, flue gas, etc.). 

2. As undiluted vapor. 

CLASSIFICATION OF EVAPORATION PROCESSES 

Since there are two ways of supplying the heat and two con- 
ditions in which vapor may be removed, there are four combina- 
tions possible; 

Case 1. — The heat is supplied through the free surface of the 
liquid, and the vapor is carried away by an inert gas. 

Case 2. — The heat is supplied through the free surface of the 
liquid, and the vapor is evolved in undiluted form. 

Case 3. — ^The heat is transferred through solid retaining walls 
to the liquid, and the vapor is swept away by an inert gas. 

Case 4. — The heat is transferred through solid retaining walls 
to the liquid, and the vapor is evolved in undiluted form. 

The various evaporation processes will be classified tmder these 
four subdivisions. 


373 



374 PRfNCIPLES OF CHEMICAL ENGINEEUim 

CASE 1 

The heat is supplied directly through the free surface of the liquid, 
and the vapor is swept away by an inert gas. 

Evaporators in which the heat is supplied through the dis- 
engaging surface of the evaporating liquid possess the advantages 
that the apparatus may be built of material chosen with special 
regard to its resistance to corrosion irrespective of its heat 
conductivity, that the evaporator is practically unaffected by 
incrustation of solids depositing from the liquid, and that, when 
the initial source of heat is a hot inert gas, the heat transfer 
may bc direct from the source to the liquid. The main limitation 
of this type is that hitherto no one has succeeded in adapting it 
to utilize the multiple-effect principle. 

1. Solar Evaporation. — The cheapest, although in most locali- 
ties least reliable, source of heat is the sun. Here the heat is 
transferred directly into the liquid by radiation from the sun, 
and also to the liquid surface from the air by convection. Salt 
solutions are sometimes concentrated in shallow rectangular 
pans by this method. 

2. Ricks. — A simple evaporator of this type consists of 
piles or ricks of brushwood over which salt solution trickles 
from distributing troughs above, and the concentrated brine 
is collected rin drains below, the evaporation being accom- 
plished largely by the wind. Covers are unnecessary in this 
case, as during rain the flow of brine is discontinued. The 
gypsum in the brine soon covers the twigs with thick incrusta- 
tions, and the ricks eliminate a large amount of this troublesome 
material. 

8. Potion Evaporator. — continuous apparatus using an 
artificial heat supply is the Porion evaporator. This consists 
of a horizontal chamber on the bottom of which flows the liquid 
to be evaporated, while above it the flue gases from the furnace 
underneath pass in an opposite direction. The liquid is given a 
large surface and intimate contact with the hot gases, being 
thrown by centrifugal force in the form of drops into the gaseous 
space by a series of disks on a rapidly rotating shaft placed cross- 
wise in the evaporating chamber, the disks dipping partly into 
the liquid below. Because of the high temperature difference 
realized and the large surface exposed, the evaporative capacity 
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W substantial; the disadvantage is contamination of the liquor 
with soot and dust from the flue gases. ^ 

4, Spray Evaporators. — Evaporation of a solution may be 
carried to completion and a dry dust obtained by spraying the 
solution into a chamber against hot gases (page 634), during 
their fall, the droplets can be exposed to direct radiation from the 
fuel bed, evaporation is accelerated and a large capacity realized. 
Thus, common salt may be so recovered, and the concentrated* 
waste liquor from pulp mills, operating the soda or |,he sulfate 
process, may be in this way, not only evaporated, but dried and 
incinerated. If the spray produces relatively small droplets, the 
resultant dust may be so fine as to present difficulty in its settling, 
thus causing loss of material up the stack. However, devices are 
available for recovering such dust (see pages 313 to 315). 

6. Tower Evaporation. — Instead of subdividing the liquid 
into small drops, a large surface may be obtained by passing the 
liquid in a thin film over bricks or other filling in a tower up which 
hot flue gas is passing. When oil or dust-free producer gas is 
used as a fuel, no dust is introduced and rapid evaporation is 
effected. 

The Glover tower of a sulfuric acid chamber plant, while 
fulfilling a number of functions, is an evaporator of this type. 
Dilute acid is fed to the top and is concentrated as it falls, the 
evaporation being at the expense of the sensible heat of the Jiot 
gases entering the bottom. In recent years installations of this 
type have been developed for the concentration of dilute sulfuric 
acid, the acid flowing down over the filling material of a tower, 
countercurrent to hot furnace gases from an oil burner located 
beside the bottom of the tower which serves as its flue (Gilchrist 
concentration system). Such an installation is peculiarly suited 
for this particular operation, because at the high temperature and 
acid concentration prevailing at the bottom bf the tower relatively 
large quantities of sulfur trioxide are volatilized. The top of 
the large tower serves as a combination of rectifying column, 
partial condenser and final condenser, wherein this volatilized SOa 
is condensed and reabsorbed, thus avoiding its loss and the serious 

* The dilute waste liquor is concentrated in a multiple-effect system of 
evaporators to a point such that, when fed into a rotary furnace, the heat 
evolved in combustion of the organic material is sufficient to evarK)rate the 
residual moisture. 
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nuisance created by its escape. In view of the simplicity of the 
apparatus and the ease of operation, it is surprising that towers 
of this sort, fired directly with the flue gases from a furnace, are 
not more widely used. 

6. Evaporation by Bubbling Gas through the Liquid. — Not- 
withstanding the low partial pressure of most liquids at moderate 
temperature, substantial evaporation can be effected by passing 
air or other gases through the solution at as high a temperature as 
the liquid will tolerate without serious decomposition. The air 
should be injected in very fine bubbles and in large volume. For 
ejcample, a solution of lactic acid may be thus concentrated 
without deterioration, as a result of even, moderate heating. The 
air is effective, not only for carrying away the vapor which springs 
into the small bubbles as they pass through the liquid, but also 
for agitation which maintains the liquid at a uniform (maximum) 
temperature. 

CASE n 

The heat is supplied through the free surface of the liquid^ and 
the vapor is evolved in undiluted form. 

There are no examples of this case in practice. Con(;eivably, 
it could be realized by generating radiant heat electrically within 
a closed still, but such a system has no apparent advantages, 
while it has 4)bvious disadvantages. The case of evaporating 
water from a solution or suspension sprayed into a chamber con- 
taining superheated steam will be treated under Drying. 

CASE in 

The heat is transferred through soUd retaining walls to the liquid^ 
and the vapor is swept away by inert gas. 

This combination is seldom found, except where the evapora- 
tor is direct-fired and the flue gases are allowed to flow over the 
free surface of the liquid. In this case, heat may be transferred 
in two ways: condu(!tion through the walls of the evaporator 
body and convection from the flue gases to the surface of the 
liquid in the evaporator. The passage of the flue gas over the 
surface of the liquid will have no effect in increasing the capacity 
unless the rate of evaporation is so slow that the vapor is evolved 
at a pressure below atmospheric, as in the concentration of sul- 
furic acid in open pans or dishes. In this case, the vapor pres- 
sure of the water is much less than 1 atmosphere because of 
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the vapor-pressure lowering caused by the acid. A modification 
of this case is found in the salt industry in the form of apparatus 
known as salt grainers. These grainers comprise large shallow 
rectangular chambers, built of wood, concrete or steel, fitted with 
large-diameter tubes with steam on the inside. Steam is 
admitted at such a rate that no ebullition takes place, the 
evaporation going on quietly with no disturbance of the liquor 
surface. Meanwhile salt crystals form on the surface and gradu- 
ally sink to the bottom of the grainer. 

For the evaporation of very corrosive liquids, pahs may be 
constructed of special materials. Thus, for the concentration of 
sulfuric acid above pans of platinum and gold were 

formerly widely used, direct-fired, and provided with draft hoods 
for removal of the fumes. At one time even glass, in the form of 
large evaporating dishes, was used for this purpose, but the break- 
age, due both to shock and to unequal heatings, was excessive. 
Later, dishes of fused silica of various shapes, arranged in 
cascade, so the acid under concentration flowed continuously 
through the apparatus, were introduced. To avoid breakage 
due to unequal expansion of setting and dish, these were placed 
on rings of asbestos packing in the top of the flue from a suitable 
furnace, and were thus directly heated by the flue gases. The 
flow of acid was countercurrent to that of the gases, to provide 
for the rising boiling point of the acid during evaporation. As 
before, draft must be provided for removal of fumes. These 
dishes are fragile and breakage is severe, especially in the expen- 
sive larger sizes. It has been attempted to replace them by dishes 
cast of high-silica iron but practice in this field is not yet 
standardized. 

In the production of c.p. chemicals and other more expensive 
products, porcelain evaporating dishes up to 18 in. in diameter 
and 6 in. deep are used; they are resistant, but of poor conduc- 
tivity, fragile and expensive. 

CASE IV 

The heat i$ transferred through retaining walls to the liquid, 
and the vapor is evolved in undiluted form. 

By far the greater part of evaporative equipment falls in this 
class. The source of heat may be (1) fire or hot gases, (2) hot 
oil or other liquid, or (3) vapor usually steam. The most impor- 
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pant of these is steam, and the rest of this chapter will be largely 
devoted to this case. 

1. Direct-fired Evaporators. — ^These consist usually of a cast- 
iron pot or steel pan set over a fire. It is well to have combustion 
nearly complete before the flue gases strike the metal parts of the 
evaporator body, as the rate of combustion of the unbumed gases 
is greatly decreased when the temperature of the gases is lowered. 
The main resistance to the flow of heat in direct-fired evapora- 
tors (or stills) is on the combustion side of the evaporator body, 
and hence stirring of the contents of the evaporator will not 
greatly increase the capacity. However, positive circulation in 
the evaporator may be necessary to overcome the tendency of 
certain parts to become overheated, for example, when a very 
viscous material is being heated. The capacity depends mainly, 
then, upon the area of '^stiir^ bottom exposed to heat and the 
difference in temperature between this and the source of heat. 

A modern type of vapor generator, often called a ‘‘pipe still,’^ 
consists of a number of horizontal tubes, joined by return-bend 
fittings, to form a long continuous passage. The fluid to be 
heated is pumped in at the bottom of an “economizer'^ section 
heated by the combustion gases flowing to the stack, and flows 
upward through this so-called convection section, and thence 
to tubes located in the combustion chamber of the furnace, 
where the outer surface is heated by both radiation and convec- 
tion. The heated material then discharges into a vapor-liquid 
separator. Where desirable to reduce vapor generation in the 
tubes the pressure therein is controlled by a throttle valve just 
prior to the separator. 

2. Oil-heated Evaporators. — ^Where a sufficiently high tem- 
perature cannot be obtained by using steam at commercial pres- 
sures, and where direct firing is undesirable, the heating may be 
accomplished by the use of hot oil. This method of heating may 
be applied to practically any form of apparatus designed for heat- 
ing by means of steam, but usually it is applied to jacketed kettles. 

The oil-heating system consists in a direct-fired “absorber," 
which is often similar to a water-tube boiler, together with a num- 
ber of automatic safety devices designed to prevent overheating 
of the oil or “burning out" of tubes in the absorber. 

3. Vapor-heated Evaporators. — It very frequently happens 
that steam can be used as a source of heat more conveniently 
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than the direct combustion of fuel. The devices thus utilizing 
steam are many, but certain basic conditions mi^t be met for the 
most economical practice. As previously indicated (page 371), 
capacity is directly proportional to the product of the foljpwing 
three factors: area of heating surface, overall difference in tem- 
perature between steam and boiling liquid, and overall coefficient 
of heat transfer from steam to boiling liquid. 

In order that the heating surface may be as effective as possible, 
one must have provision for conducting the cond<^sed steam 
(water) promptly out of the heating system and provision for 
preventing the accumulation therein of the fixed gases carried 
by the steam. 

The value of the overall coefficient of heat transfer, as shown 
in the chapter on Flow of Heat, depends on a number of 
variables: 

1. The Coefficient of Heat Transfer on the Vapor Side . — 
Primarily because of the higher thermal conductivity of the 
condensate, higher heat-transfer coefficients are obtained when 
condensing steam than when condensing organic vapors (page 
135). With dropwise condensation of steam (page 138) much 
larger coefficients of heat transfer are obtained than with 
film-type con densation . 

2. The Thermal Conductivity and Thickness of the Walls of the 
Heat-transfer Surfaces , — The thermal conductivity of copper is 
approximately nine times that of steel, and the thickness of copper 
tubes is usually about the same as that of seamless steel tubes; 
thus, if the thermal resistances of the heating surface were the con- 
trolling factor, a ninefold increase in capacity would be expected 
upon the substitution of copper for steel tubes. However, the 
thermal resistance of metal tubes in an evaporator is usually 
small compared to the total resistance, so only a small increase 
results from such a substitution. Obviously, the less the other 
resistances in comparison to that of the walls of the heating sur- 
face, the greater is the gain, but even under the most favorable 
conditions, i.c., with practically pure steam condensing on one 
side and very rapid circulation of boiling liquor on the other, the 
gain rarely exceeds 30 per cent and is usually much less. How- 
ever, where the walls of the heating surface are relatively thick 
and made of a material of low thermal conductivity, such as 
enameled iron, the overall coefficient from condensing steam to 
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foiling liquid may be considerably less than the value obtained 
with a thin all-metal wall. 

3. The Coefficient of Heed Transfer from the Heed4ranefer 
Surface to the Solution . — ^This depends on the effectiveness of the 
convection currents and the physical properties of the solution. 

In na^urol^circulation evaporators the rate of flow of liquid 
p^st the heat-transfer surface is caused by differences in head due 
to differences in^jd^ brought about by the difference in 
temperature l^#feen the heating surface and the fluid, and is 
affected both by the resistance to fluid flow due to the dimensions 
and arrangement of the heating surface and by the physical 
properties of the solution and the vapor bubbles. Apparently 
part of the vapor is generated on the heat-transfer surface, but 
as the liquid, superheated by contact with the heating surface, 
circulates into the main body of the solution, additional vapor 
is generated.^^^ For a given evaporator and solution, the 
viscosity of the solution and the temperature difference are 
important variables in determining the magnitude of the coeffi- 
cient of heat transfer from the heating surface to the boiling 
solution (page 140), For a given solution in a given type of 
evaporator, a linear relation may be obtained by plotting on 
logarithmic paper the product of the overall coefficient of heat 
transfer and the viscosity of the boiling solution against the over- 
all temperature difference between condensing steam and boiling 
solution (Fig. 121). However, this relation breaks down at high 
temperature differences, where U goes through a maximum value, 
as indicated by Fig. 62, page 141. 

In /orccd-circulation evaporators the solution is caused to flow 
rapidly past the heating surface by means of a pump or stirrer, 
thus reducing film thickness and increasing the coefficient of 
heat transfer. With upward flow in vertical tubes, the vapor 
generation may be unimportant until near the outlet; in such case 
most of the surface is used in heating liquid and hence the 
coefficients approach those for heating liquids in tubes.^*^ With a 
given solution in a forced-circulation evaporator, the mass 
velocity of fluid past the surface is the most important variable, 
but viscosity, thermal conductivity and specific heat are also 
involved. A rough correlation may be obtained by plotting 
the overall thermal resistance 1/U vs. a term that controls the 
thermal resistance on the boiling-liquid side, namely, 
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where n is the viscosity of the solution and G is the mass velocity 
(see page 140). 

The thermal conductivities of aqueous solutions do not vary 
widely with the nature of the solute, and decrease somewhat with 
increase in the concentration of the solute. The visco^ty of 
aqueous solutions varies with the nature of the solute, usually 
rises , with increase in concentration of solute, particularly at 
high concentrations, and increases with decrease in tempera- 



At * Overall Diff in Temp. CS+cam to Liquor) in Deg. F. 

Fio. 121 . — U * overall coefficient of heat transfer, as B.t.u./(hr.) (sq. ft.) (deg. 

F.): ju' viscosity of boiling liquor in centipoises. 

• Evaporation of Water, Badger and Shepard, Chem. Met. Eng., 23 , 282 (1920). 
O Evaporation of Water, Claasen, Zeit. Ver. Deut. Ing., i6, 418 (1902). 

A Evaporation of Water, Torrey and ^ratt, M.I.T. Thesis, 1913. 

X Concentration of Ten Per Cent Salt Solution, ibid. 

ture. An increase in viscosity not only increases the thickness 
of the film insulating the heating surface from the main body 
of the solution but also decreases the magnitude of convection 
currents, thus reducing the coeflicient of heat transfer. In cases 
where the solubility of the solute decreases with increase in 
emperature, t.e., for substances having ‘inverted solubility 
curves,” such as calcium sulfate, a layer of solid of low thermal 
conductivity forms on the heat-transfer surface, reducing the 
overall coefficient of beat transfer. Scale may also be deposited 
owing to decomposition of the solute, corrosion of the surface 
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And the priesence of foreign matter. In any event, scale deposits 
j^eriously reduce the rate of heat transfer (pages 138 and 415). 

Unifonnity of heating, completeness of control and general 
sijthplieiiy of operation are among the advantages incident to 
steam as a source of heat. Obviously, if low-pressure exhaust 
steam is available, considerable economy is introduced by its 
use, even when it is necessary to obtain the desired difference in 
temperature between the steam and the boiling point of the liquid 
to be evaporate^ by lowering this latter by means of a vacuum. 
Where the desired condensation temperature is not obtained with 
steam at a convenient pressure, evaporators may be heated by 
the vapors of liquids having boiling points higher than water. 
Thus at 1 atmosphere mercury boils at 674°F. and diphenyl 
oxide at 550®F. 

J^acketed Kettles and Pans* — ^Apparatus of this type of the 
fnost diverse character is now available, and much latitude is 
enjoyed in size, shape, means of agitation of the charges, and 
Ipiaterial of construction. Many manufacturers supply kettles 
made of aluminum, duriron, copper, steel and cast iron and also 
kettles lined with tin, silver, alloys and enamel to resist spijcific 
coiTosive action. Although brittle, enameled ware of sufficiently 
high quality can be secured to stand up under reasonable service 
conditions, as to both temperature variation and shock; a draw- 
back is its low^ thermal conductivity, as noted above. 

Standard Evaporator Bodies* — Most of the evaporators in 
use are those heated by means of steam. Various types are 
available and these will be discussed in detail in connection with 
multiple-effect evaporation under the heading Typical Evapora- 
tor Bodies (see pages 393 to 399). However, it should be 
remembered that such types can be and are used for single- 
^ect operation, both for continuous feed and discharge and for 
operation by the batch'' process. 

Evaporation in Vacuum* — ^There is sometimes an impression 
that evaporation can be carried on under a vacuum at a less 
expenditure of energy than at ordinary atmospheric pressure. 
The actual saving is little or nothing, for, while less heat is 
required to bring the liquid to the boiling point, the heat of 
vaporization increases as the temperature falls (see Hildebrand 
chart, Fig. 4, p. 13), and furthermore a certain amount of energy 
is required to operate the vacuum pump. 
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The real advtotages incident to the use of vacuum, are: (1) 
The boiling point of the liquid is reduced, and hence the tem- 
perature difference between the boiling point and condensing 
steam is increased, and evaporation is accelerated.* (2) fJheap 
low-pressure steam may be used. (3) Many substances, chiefly 
organic, deteriorate when their solutions are boiled at atmos- 
pheric pressure, as, for example, glue and tannin solutions, 
milk and concentrated solutions of sugar. (4) The size and 
character of many crystals may also be controlled Ij^y the tem- 
perature and rate of formation from an evaporating solution 
(page 400). 

Maintenance of Vacuum. — ^As already indicated, operating an 
evaporator under vacuum increases its capacity because of the 
increased temperature difference between the source of heat and 
the boiling liquid. Since the pressure is below atmospheric, the 
vapor must be pumped out, though it is important to condense it 
before removal, thus reducing the work required to a very small 
value. Assuming freef vapor passages and the absence of non- 
condensable gases, the total pressure in such a system will be the 
vapor pressure of the liquid at the lowest temperature to which 
it is cooled in the condenser, while yet in contact with its vapor. 
Were the prejssure lower, no condensation could take place; 
were it higher, the temperature of the condensed liquid would 
instantly rise owing to condensation of more vapor intp^ it. 
In general, the pressure in such a system will be somewhat greater 
than the above owing to the presence in the vapor of inert non- 
condensable gases; if these are large in amount, the pressure will 
rise greatly. Provision must be made for taking these out of the 
condenser, either with the condensed liquid or separately. Obvi- 
ously the heat of condensation evolved in the condenser must be 
removed; this requires adequate condensing surface and cooling 
medium. 

Condensers. — The condenser may be of two types: (1) the 
cooling water is kept separate from the condensing vapor {surface 

* However, when boiling liquids of low boiling point, it is easily possible 
to employ such a high temperature difference that the surface becomes 
insulated with vapor; in such cases a higher rate of heat transfer is obtained 
upon reducing the temperature difference (see p. 141). 

t To make negligible any drop in pressure from point to ^int due to 
friction. 
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feondemer) or (2) it mixes directly with the vapor as a spray or 
/ fflm (jd condenser), as in Fig, 122. 

In surface condensers, to secure a high overall coefficient of 
heat transfer from condensing vapor to cooling medium, the 
requirements* are rapid circulation of the cooling medium to 
reduce the effective thickness of water film through which heat 
must flow by conduction, immediate removal of the condensed 
liquid and as nearly complete removal as possible of noncon- 
densable gases to prevent the for- 
mation of an insulating film of 
relatively stationary gas. 

The disadvantages of the jet 
condenser are the necessity of lifting 
all the cooling water as well as the 
condensate and fixed gases from the 
prevailing vacuum to atmospheric 
pressure and the unavoidable 
escape of the permanent gases dis- 
solved in the cooling water into the 
vapor space with corresponding rise 
in pressure. 

The advantages of a jet condeiir 
ser are that very rapid transfer of 
heat and hence large capacity per 
unit floor space are obtained 
because of the direct mixing of 
vapor and cooling water, that rel- 
atively simple construction is 
secured at a low cost, and the fact 
that, on account of dilution, corro- 
sive vapors may be condensed 
without destruction of the contain- 
ing walls or the use of specially resistant material. Because of 
their lower cost, jet condensers are ordinarily used, except when 
making distilled'^ water. 

In both types of condensers the liquid and gases may be 
removed by a wet-air pump, or separately by dry-air and liquor 
pumps. When a barometric leg is employed, no pumps are neces- 

* See pp. 109 to 143. 



i'lo. 122. — Jet condenser. {Cour- 
tesy of Sehutte and Koerting Co,) 
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sary,* * *** but the vacuum is improved by the use of a dry-air pump 
connected to the top of the apparatus. ^ 

Heatiiig Elements. — The small area of heating surface fur- 
nished by a jacket makes such an apparatus undesirable for 
rapid evaporation of large volumes. Recourse is had, therefore, 
to heating elements made from pipe, either in the shape of coils, 
which may be of most complex forms, or straight tubes set in 
tube sheets at either end. 

Frothing and Entrainment. — ^Since the object of evaporation 
is the separation of vapor from residue, it is essential to secure 
such separation before the vapor passes to the condenser. 

In rapidly boiling liquids, the escaping vapor has a strong 
tendency to carry liquid with it, sometimes as bubbles or froth 
and sometimes as suspended droplets, probably produced by the 
bursting of bubbles during the escape of the enclosed vapor. 
The former is called frothing and the latter entrainment. 

Frothing. — ^With badly frothing liquids, where the bubbles 
are stable and persistent, it is sometimes difficult to prevent 
almost the whole body of liquid from lifting over with the vapor. 
Usually, however, the bubbles can be broken up by passing the 
froth over an additional heating surface; this causes further 
evaporation, with resulting distention of the bubbles to the point 
where they burst. This is readily accomplished where the heat- 
ing surface is in the form of coils or closely packed tubes, but the 
heating elements must be well distributed through the path of the 
frothy vapor, as the conductivity of such a mass is poor. In 
practice, if the liquid in such an evaporator begins to froth, the 
liquid level may be lowered until a portion of the heating surface 
previously submerged is exposed to the vapor, thus lessening the 
amount of vapor disengaged below the surface of the main liquid 
mass and allowing the froth produced to play over the heating sur- 
face above the liquid, the level being so adjusted that the froth is 
broken up just at or above the top of the heating surface. Other- 
wise any heating surface in contact with vapor alone would be 

* Although in a barometric condenser, i.e,, one so placed that the cooling 
water and condensate flow by gravity through a column of liquid equivalent 
to the prevailing vacuum, no pump is required, yet this quantity of cooling 

water must at some time have been pumped to the top of the condenser, 

with the expenditure of an equivalent amount of energy. 
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ineffective in evaporation. The proper location of the level 
between main liquid and froth is determined by experiment. The 
lowering of liquid level to reduce foaming has the disadvantage of 
the formation of scale on the heating surface; where this deposited 
matter does not dissolve readily, the disadvantage is serious. 
Foaming liquids are usually treated in film-type evaporators 
(see pages 395 to 403). 

Bntrainment* — It seems probable that the most important fac- 
tor in determining entrainment is the ‘‘mass velocity^' of the 
vapor rising from the free or disengaging surface of the liquid in 
the evaporator, i.c., the pounds of vapor escaping through each 
square foot of disengaging surface per hour. The disengaging 
velocity allowable must, however, be determined for each specific 
case, as the viscosity, density and surface tension of the liquid 
affect the result. Since the first and last of these vary greatly 
with change in temperature, hence with change* in pressure, and 
also with concentration, it is unsafe to determine the maximum 
allowable disengaging velocity at other than the actual conditions 
to be encountered in the evaporator. A determination made 
experimentally in a small apparatus will, however, enable one to 
eKStimate within reasonable limits the conditions that will bo 
encountered in practice. 

In evaporators with submerged tubes, to allow such particles 
to settle back into the evaporator, it is important to provide 
above the disengaging surface of the evaporator reasonable 
headroom in which there is no constriction of area of cross section, 
thus avoiding increase in the velocity of the rising vapor. In 
industrial apparatus, this headroom is rarely less than 30 in., 
and should be 6 to *15 ft. The disadvantages of increasing 
headroom come from the increased size of the apparatus and 
the greater heat loss to the surroundings. Owing to the small 
ratio of external surface to volume in large evaporators, it is 
possible in such to increase the height of the vapor space without 
increase in percentage heat loss beyond what would be fouiid 
in a small evaporator. 

It is found advisable to remove the droplets that remain in 
the vapor by utilizing centrifugal force. This is accomplished by 
passing the vapor through a vessel of greatly restricted section 
having a circular path, with provision for draining back into the 
evaporator the particles impinging upon the walls. Where 
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appreciable decrease in pressure of the vapor is allowable, it is 
posmble to produce a high velocity through a lon,g path, against 
baffle plates, and thus secure very effective removal of drops. 
The passage of the vapor around and against baffles followed by 
temporary reduction in velocity is sometimes used to separate 
discrete particles therefrom, but the major action is the centrifu- 
gal effect at the points of change in direction. 

Energy Required for Evaporation. — The measure of the theo- 
retical difficulty of carrying out any reaction or 8epara|ion is the 
minimum amount of work necessary to effect the change involved, 
if performed under theoretically perfect and reversible conditions, 
f.c., the change in free energy. A process should be able to 
operate with a work consumption not greatly exceeding this value. 
It should be remembered that this energy must be supplied as 
work; mere heat is not its equivalent, though for convenience the 
energy is often expressed in heat units. On pages 422 to 423 
equations are given for the minimum amount of work required, 
and it is shown that this is very small, amounting, in the case of 
a 10 per cent water solution of glycerin, to but 6.4 B.t.u. per lb. 
of water evaporated. It is evident that the more concentrated 
the solution, the greater is the theoretical energy required, but 
even for concentrated solutions this value remains small. For 
colloidal solutions, those of high molecular weight, the 
reversible work is even h'ss. Theoretically, therefore, the greater 
part of the heat supplied in evaporation should be recoverable, 
and such is the case. 

It w'as emphasized that the free energy necessary was a work 
and not a mere heat re(|uirement, but, since available heat engines 
actually convert 20 per cent or more of the heat supplied into 
work, the theoretical heat requirement for a 10 per cent glycerin 
solution is only 32 B.t.u. per lb.- of water evaporated. From this 
point of view, a simple evaporator is a very inefficient mechanism. 
However, the heat required for evaporation is almost entirely con- 
verted into latent heat of vaporization, and is, in this form, carried 
out of the evaporator by the vapor and can be agidn utilized by 
condensing the vapor. 

Suppose, for example, that in a given plant a certain amount 
of water is being evaporated at atmospheric pressure in the proc- 
ess of concentration of an aqueous solution. Most of the heat 
consumed appears as latent heat in the water vapor. It could 
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however, readily and directly be employed to evaporate more 
water under these conditions, since on condensing it this heat 
is evolved at the boiling point (100*^0;), so that no temperature 
difference exists to force the heat through the necessary heat- 
ing surface into the fresh solution to be evaporated. If, however, 
the same plant had a corresponding supply of alcohol to be dis- 
tilled, the water vapor from the above evaporator could readily 
be used as a heat supply therefor, by condensation in the heating 
coils of the alcohol still, rather than by using boiler steam for 
this still. If, in turn, this same plant had ether to be distilled, the 
heating coils of the ether still could be used as a condenser for the 
alcohol vapor, thus avoiding the use of boiler steam in the ether 
still. In this way a succession of liquids of progressively lower 
boiling points can be evaporated with a single supply of heat. 
In other words, in the process of evaporation, the heat used is 
merely degraded in temperature and this degradation is slight. 

Multiple-effect Principle. — However, the conditions above 
outlined, which allow a given quantity of heat to be used for 
evaporation a multiple of times by boiling a series of liquids of 
successively lower boiling points, do not frequently exist. But 
it is true that the boiling point of a water solution depends upon 
the pressure above it, and by a judicious selection of pressures a 
solution can be made to boil at the temperatures given for alcohol 
and ether or any more suitable temperaturfis, and a similar 
economy of heat can be effected. Each evaporator (kettle or 
pan) is called an effect and this process is called multiple-effect 
evaporation. 

Suppose, for example, the steam entering the coils of effect A 
in Fig. 123 is saturated exhaust steam at 2.5 lb. gauge (17.2 lb. 
per sq. in. abs. pressure) and at 220°F., and the pressure in the 
vapor* space of A corresponds to a vacuum of 8.75 in. of mer- 
cury, or with normal barometer 10.4 lb. per sq. in. abs. pressure. 
The water in A will boilf at 195°F. and furnish steam to the 
heating coils of B at this temperature. The vacuum in the 

• Far the sake of clearness, the steam evolved by a boiling solution will be 
referred to as ** vapor” while the word “steam” will be used to designate 
the source of heat in any particular effect. Obviously the vapor from one 
effect becomes the steam supply of the next. 

t For the purpose of simplicity, in this illustration boiling-point raising 
has been neglected. 
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vapor space of B is 19.1 in. and hence water will boil at 165^F. 
The vapor coming from B and entering the heating coils of C at 
165® will cause water to boil in G at 125®F. where the vacuum is 
26 in. Vapor from C at 125®F. will then pass to the condenser. 

Since the heating element of A is above atmospheric pressure, 
the condensed water in it can flow from it by gravity at a little 
below 220®F. But the condensed water in the heating space of 
B is under vacuum; hence the pump P' must be used to exhaust 
the heating space in B and deliver the water at atmospheric 
pressure. Similarly, the condensate in the heating space 
of C must be pumped out. 



It is evident that the condensed water from the heater in B 
at about 195®F. is in position to give up part of its sensible heat to 
the liquid boiling in C at 125®F., and by leading it into the heating 
element of C part of it flashes into steam on account of the lower 
pressure, reducing its temperature to 165®F., the temperature of 
the steam in the coils of C. The hot condensate from the heater 
in A is generally returned to the boiler. 

The solution to be evaporated is fed at 196®F. into the liquor 
spaces of effect A at P<, by means of a pump or by gravity. Since 
the pressures in B and C are progressively lower, it is evident that 
the solution can be drawn in sequence through the system by the 
pipes F' and P" and finally lifted to atmospheric pressure by the 
pump P'". This arrangement is called parallel floW| or forward 
flow. In order to permit the removal of fixed gases from 
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the heatmg space of all the effects, each is connected by a small 
pipe to the vacuum condenser or to the body of the vapor space 
of the same effect which is obviously at lower pressure. Where 
the nonoondensable gas is small in amount, the latter is better 
practice, as this method acts as a safeguard against the loss of 
steam due to its discharge with fixed gases. 

Bconotny vs. Capacity. — ^Theoretically, therefore, in this 
case 1 lb. of initial steam should evaporate approximately 
1 lb, of water in each of the effects Ay B and C. In practice, for 
reasons discussed later, the evaporation per pound of initial 
steam, even for a fixed number of effects operated in series, varies 
widely with conditions, and is best predicted by a “ heat balance.^' 
The heat economy of such a system must not be confused with 
the evaporative capacity of one of the effects. If operated with 
steam at 220®F. in the heating space and 26 in. vacuum in its 
vapor space, effect A will evaporate as much water (nearly) 
as all three effects costing nearly three times as much; but it will 
require approximately three times as much steam and cooling 
water. The capacity of one or more effects in series is directly 
proportional to (1) the difference between the condensing tem- 
perature of the steam supplied, and the temperature of the boiling 
solution ip the last effect and (2) the overall coefficient of heat 
transfer from steam to solution. Hence, if these factors remain 
constant, the capacity of one effect is the same as a combination 
of three effects. On account of compheations in construction and 
operation, multiple effects are not so frequently used for the 
evaporation of corrosive liquids, or where fuel is very cheaj), or 
for small-scale processes, but they are of great value and impor 
tance in increasing the economy of large-scale evaporative proc- 
esses, and are continually being simplified and improved. The 
savings resulting from the installation of additional effects are 
discussed on pages 408 to 410. 

Ejficiency vs. Economy. — In this connection, it may be 
noted that in the literature on evaporators the word ‘‘efficiency 
is often erroneously used for the “capacity” of a system. The 
true efficiency of any evaporative system can be determined, 
as shown on pages 387 to 388, but, since the data for this are 
frequently inadequate and almost always inexact, it is wiser 
to express the performance of a given apparatus as its heat 
“economy,” i.e., the evaporation obtained per unit of steam 
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coBsumption. This removes any uncertainty in the expression 
of the result. ^ 

Terminal ConcUtions. — ^The highest temperature employed 
in an effect is limited by the corresponding pressure, which must 
not exceed the working strength of the apparatus. At times it 
is, of course, limited by the pressure of the available steam sup- 
ply, * also by the temperature to which the solution may be safely 
heated. The lowest pressure that can be realized depends upon 
the temperature of the cooling water. These limiting; tempera- 
tures, together with the nature of the solution to be evaporated 
and the product required, are factors not usually within the con- 
trol of the designer of evaporative equipment, but are already 
determined. Collectively, they are designated the ^Herminal 
conditions’^ of an evaporative system, and represent the fixed 
and accepted limitations under which the equipment must be 
designed to operate. 

Theoretical Limit of Number of Effects; Boiling-point Raising. 

livery solution exerts a vapor pressure lessf than that of the pure 
solvent at the same temperature, and corresponding to this 
vapor-pressure lowering is an equivalent boiling-point raising. 
That is, dissolved substances lower the vapor pressure of the 
solvent, such reduction increasing with the concentration of 
solute. Since a solution boils w^hen its vapor pressure reaches 
that of its surroundings, it must be heated to a temperature above 
the boiling point of the pure solvent before ebullition can take 
place. The vapor rising from a solution is therefore supfjrheated 
by an amount equal to this boiling-point raising (b.p.r.) and 
it muffc be cooled by this amount before it will condense and 
give up its heat of vaporization. While the amount of super- 
heat is small when compared to the latent heat of the vapor, it 
should be noted that this latent heat of vaporization becomes 
available for use only w^hen the vapor is cooled to a temperature 
lower than that of the solution from vrhich it came by the amount 
of this b.p.r. This loss of temperature difference from condensing 
steam to boiling liquid in the next effect increases the heating 
surface required for the transfer of the heat. As is shown on 
page 414, a 33.3 per cent caustic soda solution has a b.p.r. of 

* Where power is needed in the plant, boiler steam may be expanded 
down to nearly atmospheric pressure through turbines or steam engines, 
the exhaust steam being used for the evaporators. See p. 410. 

t However, see p. 529. 
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Theoretically, the temperature difference from one 
effect to the next may be changed at will, but the drop due to 
l^e b.p.r, is a fixed quantity for any determined concentration 
ctf the solution. The possible number of effects, therefore, is 
limited to the total temperature drop available to force heat 
through the heating surface (and this is the difference in tem- 
perature between the steam supply and the cooling water) less 
the total b.p.r. in all effects. 

Multiple Use of Steam through Mechanical Work. — In the 

above discussion, the point was made that work, rather than heat, 
is the essential thing in evaiK)ration, and yet the methods of 
evaporation presented have involved heat transfer alone. It is, 
however, possible to use mechanical work effectively in evapora- 
tion, by mechanically compressing the vapor given off from an 
evaporating solution (more or less superheated by the b.p.r.), and 
again using the high-pressure steam thus secured, in the steam 
coils of the same effect from wliich the vapor came. 

As was stated on page 388, the only reason that the vapor com- 
ing from effect A could not again be used in A to evaporate more 
solution is that it is at the same temperature as the solution 
boiling in A, and hence the heat would not flow from the heating 
space through the container walls into the solution. The heat 
units are present in the vapor as latent heat, but they are avail- 
able at too low a temperature. If, now, this vapor is compressed 
to the proper pressure, its condensation temperature will be so 
raised as to be again available for transferring heat in the heating 
coils of effect A. The chief difficulty with such a process lies in 
the size of compressor needed for compressing large quantities of 
low-pressure vapor, having a large volume, from the saturation 
point up to a pressure high enough for use in the heating coils. 
Owing to cooling by heat loss and to entrainment, it is impractical 
to use an ordinary air compressor; the erosion of the mechanical 
parts is also a disadvantage. The only method heretofore 
adopted for overcoming this has been the use of a steam ejector, 
employing high-pressure boiler steam to compress part of the 
vapor to the degree required for re-use. The resulting mixture 
of steam from the evaporator and the boiler then flows to the 
steam coils of the evaporator itself. That part of the vapor 
which is not compressed flows directly to the condenser. With 
this system it is possible to evaporate about 3 lb. of water per lb. 
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of boiler steam, or the equivalent of a triple^ffect; evaporator; 
but with high compressive efficiency and small heat losses, it 
should be possible to evaporate much more water per potind 
of boiler steam than this. The development of tibis tsrpe of 
mechanical evaporator offers much promise, especially for use 
where power is cheap relative to fuel. In its present form^ this 
evaporator should be considered for small installations, as it 
makes possible the realization of high heat economy in a single 
effect. , 


TYPICAL EVAPOItATOR BODIES 

In any evaporator effect there must be provided (1) means 
for supplying steam to the heating surface, (2) means for remov- 
ing the condensate and noncondensable gases, (3) disengaging 
space for separation of vapor from boiling liquid, (4) means for 
admission and removal of the solution to be concentrated and {6) 
provision for removal of vapor evolved. 

The heating surface of an effect is generally made up of tubes, 
straight on account of ease of construction and cleaning, either 
horizontal, vertical or inclined at an angle. The boiling liquid 
may be either outside or inside these tubes, the steam being in 
either case in contact with the other surface. Finally, the 
boiling liquid may lie over the heating surface as a deep layer, 
i,e., the tubes submerged in the liquid, or the boiling liquid may 
be distributed over the heating surface as a thin film. Cor- 
responding to these possibilities, evaporator effects may be classi- 
fied under the following types: 


Tubes horizontal 


Tubes vertical (also in- 
clined) 


! Submerged Tube Type. (1) 
Film Type, ... (2) 

1 I Submerged Tube Type . (3) 

Film Type, ... (4) 

Submerged Tube Type . (5) 

Film Type. ... (6) 

( Submerged Tube Type . (7) 
Liquor imide tubes x 

(Film Type. . (8) 
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Effecta, cdiresponding to all but one of these types, are tound 
in commercial operation. Formerly there were several types 
known by the names of their designers, but experience has 
staiidardiaed practice in construction and a few types are now 
accepted as having Justified themselves, and can be obtained of 
any one of a number of manufacturers. 

Type 1. Tubes Horizontal) Liquor Outside) Submerged Beat- 
ing Surface. — This is an important and widely used type. In the 
evaporator shown in Fig. 124, the steam is supplied to one of the 
two steam chests, from which it is distributed to the steam tubes, 
and the condensed steam is trapped out from the bottom of the 
chest at the other end of the tubes. The boiling liquid is in the 
main body of the evaporator around the heating tubes, and 
the space above the liquid serves for settling the entrained 
droplets from the vapor. The dilute liquor is fed in through a 
supply pipe at one side of the evaporator either above or below 
the liquor level, and the more concentrated liquor flows out 
at the bottom as shown in Fig. 124. The vapor leaving the top 

of the disengaging space, before 
^ entering the vapor main lead- 
^ ing to the next effect or to the 

condenser, may pass through a 
steam separator C‘catch-airO 
containing one or more baffles 
for further separation of the 
^ entrained liquor from the va- 

— ^ pors. The steam tubes are 

fitted into the steam chest with 
. J gaskets of rubber or other suit- 

Drips packing material, held 

^ ^ tight by faceplates screw^ed 

I liquor down Upon the gaskets from 

Fio. 124.— Evaporator. Type 1. (Cowr- steam chest side. In 

it%y of Swemon Evaporator Co.) , . . . , , , . 

order to insure circulation of 
the boiling liquid, a space entirely free from tubes is provided, 
either at the center or at the sides or both. Evaporators of 
this type are constructed by practically all manufacturers. The 
evaporator bodies may be either rectangular or cylindrical in 
cross section. The differences lie mainly in the effectiveness 
of maintaining circulation and in simplicity, strength and per- 
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fection of mechanical construction. The relative location and 
size of heating surface and free circulation sp^ce have a large 
influence in determining the rate of circulation, and therefore 
the coefficient of heat transfer. 

Type 2. Tubes Horizontal, Liquor Outside in Film Fomou — 
The Lillie evaporator is the only representative of this class. 
In this type there is only one steam chest and each of the parallel 
tubes containing the steam is closed at the extreme end except 
for a small opening which allows the nonconden^ble gases 
to escape into the disengaging chamber that surrounds the tubes. 
The tubes slope slightly toward the steam chest to drain out 
the condensed water which is trapped out from the bottom of the 
chest. The feed liquor is distributed over the top row of steam 
tubes through a suitable distributing device, usually consisting 
of parallel perforated pipes or troughs. The concentrated liquor 
collecting in the bottom of the disengaging space is pumped out, 
and is either recirculated through the same effect, distributed 
into the next effect in series mth the first or withdrawn as 
product. It is obvious that the total amount of liquid exposed 
to high temperature is small compared to the amount so exposed 
in Type 1, and hence the time of exposure of liquid to the high 
temperature is much less. Therefore, for materials which 
deteriorate on long heating, the use of a film-type apparatus is 
desirable. Other types of evaporators in which the time of 
exposure is short will be discussed later. 

It has been shown that, if an evaporating liquid begins to froth, 
it is possible to stop this by lowering the liquid level, so that the 
liquid plays over the heating surface as a foam. Evaporators of 
Type 1, when used with frothing liquids, are operated in this way 
and should then be classified as Type 2. 

Type 3. Tubes Horizontal, Liquor Inside, Submerged Heat- 
ing Surface. — This type has never been realized owing to the 
impossibility of removing vapor from the tubes without at the 
same time carrying out the liquid. The nearest analogue is 
the water-tube boiler, but in this case the heating element is 
not steam. 

T 3 rpe 4. Tubes Horizontal, Liquor Inside in Film Form. — ^The 

Yaryan evaporator (Fig. 125) is equipped with horizontal tubes 
surrounded by steam. The feed liquor enters the tubes and 
flows through several horizontal passes, leaving at the opposite 
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md to discharge into the disengaging chamber, in which the 
entrained liquor is separated from the vapor by suitable baffles. 
The liquid in the tubes flashes partly into vapor and rushes 
through the tubes as a froth consisting of alternate slugs of 
vapor and boiling liquid. The concentrated liquor is drawn 
off while the vapor passes to the steam space of the next effect 
in series, or to the condenser. 

Type 8. Tubes Vertical^ Liquor Outside, Submerged Heat- 
ing Surface. — In the earlier days of evaporator practice, effects 
were constructed of large vertical cylindrical shells, the heating 
elements consisting of vertical steam tubes connected at top and 



, 

Fig. 126.— Evaporator, Type 4, Yaryan. 


bottom into horizontal headers for supply of steam and removal 
of condensate. Such effects were at one time spoken of as the 
standard type. It is, however, difficult to insert such heat- 
ing elements so as to secure a maximum heating area in a given 
volume of the body of the effect; moreover, the steam headers 
interfere with the circulation of the boiling liquid, thus cutting 
down the heat-transfer coefficient. The use of this type has, in 
general, been abandoned. 

Type 6. Tubes Vertical, Liquor Outside in Film Form. — The 

type described in the preceding paragraph, when used for frothing 
liquids, employing the method previously mentioned of lowering 
the level of the boiling liquid so that the major portion of the 
* This term is now applied to Type 7 with central downtake. 
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heating surface is covered only with the foam and bubbles pro- 
duced by ebullition, falls under this head. Since it suffers from 
all the disadvantages of the construction using submerged heating 
surface, it is no longer used. 

Type 7. Tubes Verticali Liquor Inside^ Submerged Heat-* 
ing Surface. — ^This important evaporator type is usually built 
of a vertical cylindrical shell with, however, two available 
methods of insertion of the heating tubes. The ends of these 
may be expanded into platas or ‘diaphragms extending 
clear across the evaporator body, and thus forming a suitable 

steam chest; in the center a 

large circular tube is provide^d / | | L 

for descent of the liquor, 
which rises through the heat- 

ing tubes. ’""’"""*"""’’^^1 

Frequently the steam chest V 

consists of a short cylindrical _ B ^ 

shell, somewhat smaller than 
that of the evaporator itself, 
closed at the ends by tube ^ 

sheets into which closely 

spaced heating tubes are ex- mjr i - 

panded. This steam chest is ^ f* |V ^ 

supported concentrically with- ^ | 

in the main evaporator shell. “ | 

From the shape of the steam 

chest, it is described as a 

“ basket. '' In the case of 

single-effect finishing pans, \ 

such as “strike” pans for \ W 

sugar, a central downtake is 

sometimes provided. uji* 

The notable advantage of 126. -Evaporator. Type 7, bad- 

Type 7 is the ease of clean- ket typo. {CouHe^y of Sweneon Evapo- 

ing the heating tubes from 

incrusted matter by running a rotary cutting tube cleaner 
through the tubes. To this end, the diaphragm type is provided 
with manholes, while the main body of a “ basket effect (Fig. 
126) is flanged, so that the whole basket can be removed; extra 
baskets are usually kept on hand so that operation may be 
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l^4;||uickly Feenimed, and the incrusted basket is cleaned or repaired 
I'.iit leisure. 

Salt solutions often contain gypsum, marked in its tendency 
to form a dense adherent scale of such low heat conductivity 
that the evaporative capacity of the apparatus is rapidly reduced. 

, This type is weU suited for use in concentrating such solutions, 
and is so widely used for this purpose that these effects are fre- 
quently termed -^‘salt evaporators.” 



Fig. 127, — Evaporator, Type 8. {/CourteEy of Buffalo Foundry and Machine 

Co.) 

Type 8e Tubes Verticali Liquor Inside in Film Form. — 

Evaporators of this type consist of a group of long vertical tubes, 
the ends of which are expanded into two plates which form dia- 
phragms across a cylindrical shell near the ends, the space 
between these plates being the steam chest. The liquor is fed 
into the shell below the bottom plate, under sufficient head to rise 
a short distance into the tubes. There it boils, and the vapor 
rising as froth forces slugs of liquor ahead of it at high velocity up 
the tubes and out into the disenga^ng space in the evaporator 
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shell above the upper tube plate. Where the disengaging space 
18 small, as in Fig. 127, an externally located scgiarator is used. 
Part of the liquid from the separator recirculates through the 
tubes and the remainder is sent to a second effect or is drawn off 
as product. For solutions sensitive to heat the time of contact 
is reduced by decreasing the diameter of the return pipe. 

The distinctive advantage of this tsnpe li^^s in the high coefficient 
of heat transfer realised, due to the great velocity of the liquid 
over the heating surface. The character of the flow of liquid and 
vapor through the tubes guarantees a thorough and rapidly 
repeated wetting of the whole heating surface. This type is 
popular, particularly for handling foaming liquids. 

Evaporators of Type 8 are also built with inclined tubes, 
thus reducing the head room required. 

Forced-circulation Evaporators. — Pumps are sometimes in- 
stalled to increase the velocity through the tubes, thus increasing 
the coefficient of heat transfer and increasing the evaporative 
capacity of the unit. The popularity of such units seems to be 
increasing. 

Salting-out Evaporators. — Evaporator bodies that are to be 
used for solutions depositing crystals during the process of 
C/oncentration must have provision for removal of the crystals. 
Since interference with continuity of operation is very unde- 
sirable, the evaporator is equipped with a type of double seal, 
known as a *^salt catch.’’ This consists of a chamber separated 
from the evaporator just above it by a gate valve and in the 
bottom of which is a second such valve. The bottom of the 
evaporator body is sloped downward, as in Fig. 126, page 397, 
to the upper valve, so that crystals deposited will fall upon it 
and flow through it when opened. Sometimes the salt receiver 
is fitted with a filter plate, so that, when full, the mother liquor 
may be drawn off and the crystals washed. They may then be 
dried, first by passing dry steam and then air through them. 
Or, as in the separation of salt from electrolytic caustic-soda 
solution, the salt, after being washed, is dissolved in hot water 
and pumped or forced out. 

NOTES ON SINGLE-EFFECT EVAPORATORS 

As already shown, to maintain a low temperature, the evapora- 
tion of liquids liable to injury by heat is conducted at the highest 
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available vacuum. Since only the last effect of a multiple evap^ 
oratar system can be under the highest vacuum and therefore at 
the lowest temperature, this type of apparatus does not lend itself 
to the concentration of liquids injured by heat except when the 
same are very diltUe, for example, solutions of sugar, glue, tannin, 
etc. Injury due to “ burning '' occasioned by localised lack of 
circulation with resultant overheating is decreased by using a 
lower steam pressure and a correspondingly larger heating surface. 
Obviously, where the material in solution is sensitive to heat, it is 
desirable to hold it at the temperature of the evaporator as short 
a time as possible. Since a film type of evaporator contains the 
minimum of liquid at any given time, it is from this point of view 
particularly desirable. Unfortunately, however, in an apparatus 
of this type intermittent wetting and drying of the heating 
surface are very likely to take place and in the case of glue or 
similar substances an adherent insulating film forms on the 
heating element when dry which does not readily redissolve 
when again wet. The vertical tube type, however, is much 
less subject to this draw'back and should find here a promising 
field for development. 

Another advantage of film-type effects for handling liquids 
injured by heat is the absence of any b.p.r. due to hydrostatic 
head. With submerged heating surface, the liquid at the bottom 
of the pan is tmder a pressure greater than that at the disengaging 
surface above, by an amount equal to the liquid head in the effect, 
which may be several feet. At high pressures, this additional 
head may be negligible, but at very low pressures the increase 
will cause a marked rise in temperature at the bottom of the pan. 
It is true that the liquid at the bottom of such an effect often 
does not boil, but is none the less raised in temperature and is 
then brought by convection up to the surface where, being 
superheated, it flashes partially into vapor, while the residual 
liquid, cooled by this evaporation, then returns to the bottom of 
the effect to repeat the cycle. Thus in any case, hydrostatic head 
produces an increase in the average temperature of the boiling 
liquid (particularly important when operating under high 
vacuum) which can be avoided by film evaporation. 

In the refining of sugar it is essential to regulate the number of 
crystallization centers formed and the rate of growth of the 
resultant grains, by controlling (1) the concentration of the 
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ttdution^ (2) its temperature, (3) the rate at which it is brought 
to any definite temperature and pressure, (4) the rate of cooling 
and (6) the extent of cooling to which it is finally subjected. 
The first three of these factors are determined entirely, and the 
last two to a certain degree, by careful manipulation of both heat 
supply and vacuum in the evaporator. For this purpose a single 
effect must be used, as the reaction of one effect upon the opera^ 
tion of another in series with it would render close control 
impossible. 

Single effects are used, as already indicated, in small installa- 
tions, where the amount of evaporation to be done is insufl[icient 
to justify the cost of installing and operating a multiple-effect 
system (see pages 390 to 391). Single effects are also used in 
many cases where it is desired to recover the solvent employed, 
but where otherwiKse an open pan could m easily be used. 

It is desirable to bring together, even with danger of reitera- 
tion, the more essential details for which it is necessary to provide 
in order to secure satisfactory operation of evaporators. These 
requirements must be met in every effect, whether operated 
separately or in series with others; the modifications of these 
directions necessary in series operation will be pointed out in the 
discussion of multiple effects. 

Steam Supply. — The steam feed of an effect should be through 
pipes large enough to insure no appreciable reduction in pressure 
caused by friction in the supply lines and valves (a point of great 
importance when using low-pressure steam), and should be drawn 
from an adequate source to insure the maintenance of full pres- 
sure in the steam chest at all times. Where the original supply 
is from a boiler or other source in which the pressure is too high 
for the safety of the evaporator, it is imperative that the supply 
line be equipped with a proper automatic reducing valve, to 
protect the effect and yet to insure, at all times, full working 
pressure on it. In this last case, a safety valve should also be 
provided. 

Removal of Condensed Steam. — Provision for this is of utmost 
importance. The heating tubes must not be too long, as the 
downstream ends may fill with condensate, rendering that 
portion of the heating surface less useful. Where possible, the 
tubes should slope in the direction of flow of the steam in order 
to sweep out the condensate effectively. The condensed-steam 
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chest must be equipped with an effective trap to remove con- 
densate as soon as accumulatedi without allowing escape of 
steam. A gauge glass should be provided to detect inadequate 
removal of condensed steam from the steam chest. The removal 
of the noncondensable gases always present in the steam is of 
great importance, as these gases will accumulate and entirely 
prevent the entrance of the steam. This removal is effected by 
bleeding off a small part of the steam from the condensed steam 
chest, to the vapor space of the same effect or directly to the 
condenser. The presence of noncondensable gases is detected 
by the discrepancy between the temperature in the steam chest 
and the pressure existing there. 

ErUrainmerU in an effect is indicated by the presence of solute 
in the condensed vapor. Frothing is detected by inspection 
through sight glasses in the side of the effect, or by watching 
gauge glasses connected at various heights in the side of the vapor 
space and leading thence to any point of low pressure, such as the 
condenser, or a succeeding effect. By the use of electrical con- 
tacts in a gauge glass or at definite heights in the disengaging 
space of the effect, an alarm may be given in the case of solutions 
of electrolytes. Frothing is reduced by lowering the liquid level 
in the effect or by reducing the evaporative rate. 

Liquor Feed and Removal. — ^By proper control of the feed, 
a single effect may be operated either intermittently or continu- 
ously. The body of the effect is filled to the proper height with 
dilute liquor, and as concentration proceeds the level is main- 
tained by admitting more dilute liquor at the proper rate, until 
ultimately the required concentration is realiased; then the effect is 
emptied, and the cycle is repeated. Or, instead of emptying the 
effect when the desired concentration is attained, the concen- 
trated liquor may be drawn off at a definite, constant rate, deter- 
mined by the evaporative capacity of the effect, the liquor level 
being maintained uniform by the continued admission of dilute 
liquor, thus securing continuity of operation. Discontinuous 
operation requires constant attention to control the changing 
rate of evaporation consequent upon decreasing temperature drop 
(and hence decreasing heat flow) through the beating surface 
caused by the constantly rising boiling point of the solution, and 
to provide for emptying and refilling the effect. Hence, continu- 
ous operation is generally used. This involves the disadvantags 
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that the entire evaporation is carried out at the high boiling 
point of the concentrated solution, the averq^0 b.p.r. of dis- 
eontinous evaporation being much lower. In multiple-effect 
operation, on the other hand, this disadvantage largely 
disappears. 

The liquor feed of an effect is controlled by a valve operated 
either by hand or automatically (as with a float valve) so as to 
keep the amount of boiling liquid in the effect at the proper level. 
Film-type effects usually require delivery of the fee4^,at special 
points, as indicated in their description; but in the case of sub- 
merged heating surface, the liquor may be admitted anywhere, as 
boiling keeps the contents of the effect thoroughly mixed. The 
concentrated liqxior is removed at a point some distance from 
the inlet, to prevent short-circuiting of the dilute feed liquor to the 
outlet pipe, and its flow is controlled by a throttle valve, operated 
to maintain the proper concentration of the effluent, usually 
detejrmined by its density. The feed to effects under pressure and 
the discharge from those under vacuum must be by means of 
suitable pumps. The operator observes the amount of liquor in 
the effect through sight or gauge glassejs. 

Vapor Removal. — The vapor is removed by a condenser which, 
if operating under a vacuum, is fitted with an air pump. These 
tw^o pieces of apparatus are of the types used in steam-engineering 
practice and their operation involves nothing unfamiliar. Jet 
condensers are used in a larger proportion of the cases in chemical 
practice than in steam engineering (see pages 383 to 384). The 
air pumps must be adequate for removal of all inert noncon- 
densable gases present. Barometric jet condensers are used 
in many cases where corrosive gases enter with the steam. While 
this type avoids corrosion of pump parts, its height limits its 
use where space considerations are involved. 

CHARACTERISTICS OF MULTIPLE-EFFECT SYSTEMS 

It may at first thought seem that the maintenance of the 
proper conditions of temperature and pressure in each of the 
various bodies of a multiple-effect system is a difficult and com- 
plicated problem, but, since the adjustment of conditions between 
the pans is entirely automatic, such is not the case. When a 
number of effects are to be operated in series, the vapor from 
the first discharges into the steam coils of the second, the vapor 
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from the second passes into the steam coils of the third, and so on; 
th^ vapor from the last effect passes directly to the condenser. In 
such a system the liquor feed and discharge of each body may be 
entirely separate, as though each were a single effect; however, 
this is seldom done. 

Parallel Flow of Liquor and Steam. — It is advisable, however, 
to feed the dilute liquor to the first high-pressure effect, carrying 
on only a part of the concentration there, feeding the second 
effect from the first, the third from the second and so on, finally 
withdrawing the concentrated product from the last effect. 
There are two reasons for this. First, only two liquor pumps are 
required; the feed pump to the first effect (if it is under pressure), 
and the discharge pump from the last, since, as each effect is at a 
pressure lower than the preceding one, the liquor will flow directly 
from effect to effect. Second, since all effects before the last 
contain liquor which is but partly concentrated, the b.p.r. in 
these effects is correspondingly lower, thus giving a larger tem- 
perature drop through the heating surface of the effect, and 
hence a higher evaporative capacity. 

When evaporation is carried on to high concentrations, this 
factor becomes important. Since the amount of water evap- 
orated in each effect is often nearly the same, the concentration 
and hence the value of the b.p.r. is not large until the last effects 
are reached (see Counterflow, page 407). 

Removal of Air. — ^The air or other noncondensable gases may 
be withdrawn from the system in either of two ways: first, the 
condensed steam chest of each effect may be connected directly to 
the condenser; second, the steam chest of each effect may be 
connected to the vapor space of the same effect. Since the 
presence of noncondensable gas in the steam chest of succeeding 
effects cuts down the rate of heat transmission (page 139), this 
second method is advisable only when the precentage of such 
gas is very small. If the volume of noncondensable gas is large, 
it is advisable to withdraw it directly to the condenser (see page 
390). 

Heat Recovery from Condensate. — ^The water leaving the 
condensed-steam chest in a single-effect evaporator, or in the 
first effect of a multiple system, is generally returned to the boiler 
and its heat content thus utiUjaed. The condensate from 
the other effects of a multiple system is frequently contam 
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inated through entrainment and requires special installation for 
the recovery of the heat contained thereim /Because of the 
excellent coefficient of heat transfer from condensing steam to 
boiling liquid, it is more economical to lead the hot condepasate 
from the chest of one effect into the heating coil of the next 
effect in series. Here, because of the lower pressure, some of this 
water flashes into steam at the same temperature as the condens- 
ing steam in this coil. The temperature of the condensate in 
the last effect is too low to make recovery easy and it ip therefore 
discharged through the wet air pump or through the downtake 
pipe of a barometric condenser. 

Starting Up. — To place a multiple-effect evaporator in opera- 
tion quickly and without loss of liquor from boiling over calls 
for careful and accurate manipulation. Liquor levels must at 
first be kept very low, and, after the vacuum pump is started, 
water is admitted to the condenser. The first effect should be 
filled, followed by admission of steam to the steam chest. Feed 
liquor should be passed on to the following bodies only after it 
has been heated to the working temperature normally obtaining 
there. As soon as the liquor in the last effect has reached the 
desired concentration, it is allowed to discharge as rapidly as 
possible OTthout fall in concentration, and the system now 
proceeds in smooth and continuous operation. 

Such a system will soon adjust itself to a definite tempera- 
ture and pressure in each effect. The vapor evolved in the first 
must condense in the coils of the second, where, in turn, it causes 
the evaporation of a corresponding amount of liquid. If this 
condensation in the coils of the second does not take place, the 
steam accumulates, and, backing up, raises the pressure in the 
first effect, stopping evaporation there. On the other hand, con- 
densation in the coils of the second effect cannot occur without 
the dissipation of the corresponding heat, and there is no means 
of absorbing tliis heat except by evaporating from |;he boiling 
liquid in the second effect an approximately equal amount of 
steam. This interrelation holds for all effects throughout the 
system, and interference with, or acceleration of, evaporation 
at any point has its inevitable reaction upon the conditions at 
every other point. The heat flowing past each section of the 
apparatus equals that passing every other section, a condition 
maintained by self-adjustment of the temperature drops through 
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the vfl-riotis heating surfaces and entirely automatic on the part 
of the system itself . 

Probably the first sign of trouble which the operator observes 
will be a reduction in evaporative capacity, t.c., it will be found 
necessary to reduce the rate of discharge of concentrated liquor 
from the last effect in order to maintain its strength. This 
undesirable result, however, develops only as a consequence of 
far-reaching changes in the operating conditions throughout the 
whole system. This will be made clearer by consideration of the 
results following specific modification of the operating conditions 
in the multiple-effect system. 

Effect of Inadequate Condenser Capacity. — Assume, for 
example, that, in a system operating normally under given 
terminal conditions, the temperature of the condenser water 
rises. The resulting higher temperature of condensation pro- 
duces immediately a rise in pressure in the last effect, followed by 
rise in temperature of the boiling liquid. This cuts down the 
temperature drop through the heating surface in that effect, 
thus reducing the heat transferred and the steam condensed in 
the coils. This causes rise of prevssure in these coils, backing 
up the pressure in the effect before the last, and so on back 
through the whole system, resulting ultimately in reducing the 
temperature drop through the heating surface in each effect; 
hence the evaporation in each is reduced proportionally, with a 
corresponding decrease in the evaporative capacity of the entire 
system. 

Effect Decrease in DA-product. — Again, assume that the 
operator finds the evaporative capacity of liis equipment reduced; 
but that in this instance the cause is either the cutting out of 
part of the heating surface or a reduction in the coefficient of 
heat transfer in a given effect. In either case, since the product 
of the coefficient of heat transfer and the area of heating surface 
is reduced, the heat current decreases in that particular effect. 
Since no effect can continue to receive a heat current greater 
than it can dissipate, the heat current decreases in all effects. 
As a result, the temperature drop increases in the effect in ques- 
tion, and decreases in all others. Hence the temperature of 
boiling rises in the preceding effects and falls in the succeeding 
ones. This automatic redistribution of the magnitudes of the 
temperature drop through the heating surfaces of the various 
effects, developing a high temperature difference in the body 
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in which the coefl5.cient of heat transfer or the area of the heat- 
ing surface is decreased, and abnormally low values in the 
others, enables the operator to determine the location of the 
trouble* 

The most likely causes in reduction of the effective heating 
surface are inadequate removal of condensate, which can readily 
be noted by inspection of condensate levels in the gauge glasses 
on the condensed-steam chests, or abnormally low liquor levels, 
which can be detected in the gauge glasses on the liquor space 
and corrected by properly adjusting the rates of liquor feed and 
withdrawal. Inadequate removal of noneondensable gas may 
be remedied by increasing the rate of bleed by adjusting the 
bleeder valve. If with normal terminal conditions (see page 391) 
the reduction in capacity of the system is not due to improper 
levels of condensate or liquor, or to inadequate bleeding of 
gases, the caUvse must be fouling of the heating surface. 

Effect of Steam Leakage.— Three sources of steam leakage are 
encountered. The first is from the steam chest of an effect into 
the boiling liquid in that effect, usually through defective packing 
at the ends of tubes or through pinholes caused by corrosion. 
The second is caused by the bleeding of an excessive amount 
of steam out of the chest to remove permanent gases. The third 
is a direct flow of steam from the chest of one effecrt to that of 
the next due to imperfect traps in the condensed-steam line. 
The leakage of steam in any of these ways from the chest of an 
effect results in a relatively low evaporation in that effect 
although the evaporative capacity of the system may remain 
unchanged. Clearly a steam leak increases the steam consump- 
tion per unit of total evaporation since the multiple-effect prin- 
ciple is violated when steam fails to condense in each heating 
surface. 

Modification in operating conditions at any point thus reacts 
upon and changes the conditions at every other point; but for- 
tunately, as indicated above, analysis of the changes enables the 
operator to locate and remedy the trouble. 

Counterflow of Liquor and Steam. — Occasionally one encoun- 
ters solutions in the evaporation of which it is desirable to modify 
the above outline of multiple operation. Since the viscosity of a 
solution is greater when cold and concentrated, the coefficient 
of heat transfer is lowest* in the low-pressure effect of a multijde 
See p. 380. 



PRINCIPLES OP CHEMICAL ENGINEERING 

opei'ated with parallel flow of liquor and steam. Where 
the product is very concentrated, the coefficient in the last effect 
be only 10 per cent or even less of that in the first effect. 
Obviously, then, a higher coefficient will be obtained by evaporat- 
ing the most concentrated solution at the highest temperature, 
twC,, in the high-pressure rather than the low-pressure effect. 
In such cases, it may prove worth while to admit the dilute feed 
liquor into the low-pressure effect, pump it to the second effect 
and from there pump it to the high-pressure effect for the final 
concentration. This method of operation is called backward flow 
or counterflow. Sometimes a combination of backward and 
forward feed is used, which will eliminate a pump. The necessity 
for such changes from parallel flow is, however, not very frequent. 

Choice of Terminal Conditions. — It will be recalled that the 
evaporative capacity of a multiple system is determined by the 
amount of heat that can be supplied to the boiling liquid and 
that this in turn is approximately proportional* to the tem- 
pearature difference between the steam supply and the boiling 
liquid. The lowest temperature at whic^h the liquid can boil 
depends on the vacuum in the condenser, which in turn is limited 
by the temyierature of the cooling water. The highest allowable 
temperature is fixed by that pressure of steam supply which the 
mechanical strength of the apparatus will stand, or by the possible 
injurious effect that heat may have upon the material to be 
evaporated. However, the advantages that accrue to high- 
pressure steam through de<?rease in the area of the beating surface 
should be balanced against the resultant decrease in steam 
economy. 

Determination of Number of Effects. Economic Balance . — 
The choice of the number of effects to be Uvsed in series in an 
evaporation system becomes an economic balance of cost of heat 
against fixed charge^;. If a single effect will handle a certain 
amount of evaporation, the addition in scries of more effects 
duplicating the first does not greatly modify the evaporative 
capacity but does cut down the fuel cost. Although the size 
of the condenser can be reduced, the cost of the auxiliary equip- 
ment is not greatly changed; the air pump can be made smaller 

* Since the coefficient of heat transfer increases witli the temperature and 
the temperature difference (p, 141}, an effect where a 25® difference is main- 
tained will have more than two and one-half times the evaporative capacity 
whm a 10®F. drop is used. 
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but not in proportion, because of the greater ratio of dead gas to 
steam. Liquor pumps remain unchanged. T^e cost of the 
effects themselves increases in direct proportion to their number. 
Therefore, the increase in total cost, and hence in fixed charges, 
is a little less than proportional to the number of effects. A 
point is soon reached beyond which the addition of further effects 
will increase fixed charges and maintenance to more than balance 
the decrease in cost of heat. This point varies with the ratio 
of costs of capital, repairs and the like to fuel cost; un^er Ameri- 
can conditions more than five effects in series are seldom justified ; 
triple and quadruple effects are more frequently met. 

As an example of how the most economical number of effects 
may be calculated, consider the following problem: 

lUttstration — It is desired to concentrate 400,000 lb. per day of liquor 
containing 10 per cent caustic soda to a 35 per cent solution. A suitable type 
of single-effect “salting-out^* evapOmtor of sufficient capacity costs $0400 
exclusive of pumps, condenser* and other accessories common to any number 
of effects. With fixed charges, amortiiaation and interest amounting to 
45 per cent per year, and steam at $0.40 per 1000 lb., what number of effects 
should be used to secure maximum economy? Assume 0.85n lb. of water 
evaporated per lb. of steam, where n is number of effects; there are 300 
operating days per year, and labor is the same for any number of effects. 

SoliUion. Basis . — One operating day. 




One 

Two 

Three 

PoilT 

Five 


Effect 

Effects 

Effects 

Effects 

Effects 

Fixed charges. ... 

$ 9.60 

$19.20 

$28.80 

$38.%) 

$48.00 

Steam 

134.40 

67^20 

44.80 

33.60 

>26,88 

Total 

. .. $144.00 

$86.40 

$73.60 

$72.00 

$74.88 


* The condenser must be larger for one effect than for three, as in the latter 
case about two-thirds of the water evaporated is condensed in the heating 
surface of the last two effects. In order to simplify this illui^t^tion, the 
variation in the cost of condenser has been neglected as well as the variatioii 
in the amount of cooling water. 
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V show that the total cost is a minimum lor four 

■^HectSy the total cost for three is so little more that, in order to reduce the 
&vestmmt, three would be installed. Note that the saving when using 
thr^ effects instead of one is over $70 per day. While the optimum num- 
ber of effects varies with the ratio of the cost of steam to the charges on 
the apparatus, it varies only as the square root of this ratio.* 

Where fluctuation in the rate of evaporation demanded is 
likely to arise, it is good engineering to install a multiple-effect 
system with a capacity sufficient for approximately the average 
load, but with the effects so coimected that they can readily be 
thrown into parallel for the peak load. In this way, the normal 
load is carried with good steam economy, and yet the maximum 
demand for evaporative capacity is met without the installation 
of additional equipment, with the consequent fixed charges. It 
is true that, the peak load is carried with poor steam economy 
but, if tliis load occurs only occasionally, the sacrifice is justifiable. 
This parallels the practice of the power engineer who designs his 
steam engine for the normal load, and carries the peak as an over- 
load, though at a poor fuel economy. The auxiliary equipment, 
pumps, condensers and the like must be adequate for the maxi- 
mum demand. If the increase beyond the capacity of the 
multiple system is not too great, the effects may be used partly in 
scenes and partly in parallel, with less of a decrease in steam 
economy. By providing for such connections and manipulation, 
considerable flexibility in the operating control of the capacity 
and heat economy of an evaporative system is possible. 

Evaporators are generally operated \s'ith the exhaust steam 
from turbines or noncondensing engines. In plants having only 
small power equipment this arrangement is undoubtedly good, 
since cheap, yet efficient, reciprocating units are the best to be 
had. In large power plants, however, especially where turbines 


* Since the equation of the total cost curve for this case is 

Total daily cost =9.671+ ™--*-* 
n 


the minimum point will occur where the tangent of the curve has a slope of 
zero. Hence, one may differentiate the total cost with respect to the number 
of effects and equate to zero, giving 


n 


V; 


c ost of steam 
charges on apparatus 


4 


134.4 

9.6 


*3.75. 
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are available for the low-pressure stages of the expansion, the 
steam can be used to as good advantage in the |^urbine as in a 
multiple-effect system, while the independence resulting frotn 
entire separation of the power and evaporator units insures better 
control of each. If the construction of the evaporator bodies or 
the character of the liquor is such that full-pressure boiler steam 
cannot be used in the effects, then it is imperative that the steam 
be expanded down to the safe working pressure for the first effect 
by passing through a suitable engine, so as to recover the cor- 
responding power which would otherwise be wasted. ^The best 
plan, when possible, is to keep the power and evaporator houses 
entirely separate. 

CALCULATIONS FOR BVAPORATOR DESIGN 

General Assumptions.- — ^Twp important physical properties 
of a solution affecting evaporator design are, first, the boiling 
point of the solution as compared with that of the pure solvent, 
and, second, the heat of evaporation of the solvent from the 
solution. In tlu?* design of continuous evaporators for the con- 
centration of relatively dilute solutions (up to perhaps 20 per 
C(jnt), or for tlie concentration of stronger solutions under condi- 
tions such that the total pressure variations are small (not over 
twofold or threefold), the three following assumptions may be 
made: (1) the b.p.r. of a solution of definite concentration is inde- 
pendent of its temi)erature and pressure; (2) the heat con- 
sumed in the evaporation of a unit weight of solvent from 
the solution is the same as the heat of evaporation of the pure 
solvent when volatilized at the temperature of the boiling solu- 
tion; and (3) the heat capacity of a solution is equal to that of 
the solvent in it (see Thomsen’s Tables). Thus the specific 
heat of a 10 per cent aqueous solution would be 0.9. 

B.P.R. Due to Hydrostatic Head. — As shown on page 391, the 
l)resence of solute in a solution raises the boiling temperature 
of the solution above the boiling point of the pure solvent at a 
given pressure. Moreover, when the heating surface in an 
evaporator is below the surface of the liquid, the liquid in 
contact therewith havS a higher boiling than at the surface 
of the liquid. If the density of the solution is known, the b.p.r, 
due to hydraulic head can be readily calculated. While not 
strictly accurate, it is a satisfactory approximation for purposes 
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palcula^Bg heat transfer to assume the average temperatuna 
pC the boiling liquid to be that at the point midway between 
top and bottom of the boiling mass, 

Diaadyantage of — ^As previously indicated, the total 

evaporative capacity of a multiple system is directly proportional 
to total available temperature difference, namely, the difference 
between the temperatures of the steam condensing in the coils 
of the first effect and the boiling temperature in the last effect, 
minus the total b.p.r. in all effects. Since, for a given capacity, 
the total heating surface required is an inverse function of the 
available temperature drop, the disadvantage of b.p.r. is obvious. 

Estimation of Vapor Pressure. — In order to predict the b.p.r. 
due to solute, the vapor pressure of the solution as a function of 
concentration and temperature must be known. Raoult's law 
states that the vapor pressure of a solution divided by the vapor 
pressure of the pure solvent at the same temperature is equal 
to the mol fraction of the solvent in the solution. A corollary 
of this statement is that the vapor pressure of a solution divided 
by that of the solvent at the same temperature (normally spoken 
of as relative vapor pressure, r.v.p.) is the same at all tempera- 
tures. The major premise of Raoult’s law, that the r.v.p. is equal 
to the mol fraction of the solvent, usually holds only in dilute 
solutions;’*' furthermore, for electrolytes it must be corrected 
for the degree of dissociation of the solute. Its use in connection 
with tlie normal problems of evaporator design is therefore 
inadmissible. 

Since the vapor pressures of a solution are a function of two 
independent variables — cjoncentration and temperature — the 
estimation of vapor pressures would be difficult and tedious in 
the absence of simplifying relationships. Such fortunately exist. 
The vapor pressure of any material rises rapidly with the tem- 
perature whether the material is a pure solid or liquid substance, 
a solution of definite constant concentration or a mixture of 
volatile components. The curvature is very high and a large 
number of points must be determined to make it possible to 
draw a satisfactory curve through them. On the other hand, 
these curves are all similar in shape and this similarity is the basis 
of the following relationships, stated by Diihring(^> in 1878. 
It is an experimentally determined fact that, if in plotting a 

*For sucrose solutions Eaoult’s law applies even for saturated soluticms. 
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rapor-pressure curve of any material, instead of plotting the 
pressures as ordinates against the temperature as j^abscissas^ one 
plots as ordinates the temperature at which some suitable 
standard liquid, such as water, exerts the same pressure, ,the 
experimental points fall very nearly upon a straight line. The 
standard liquid chosen should, if possible, be chemically sinutar 
to the liquid the vapor-pressure curve of which is being studied. 
It is necessary that the vapor-pressure curve of the standard 
substance chosen be accurately known over a pressure rsiiige fully 
covering the limits desired, and it is desirable that interpolation 
tables which give the pressure for small temperature intervals 
be available. For most problems, in evaporation, water a 
satisfactory standard. 

It will be clear from the preceding that, since the vapor pres- 
sure of a substance plotted in this way gives a straight line, two 
points in the vapor-pressure curve are theoretically suflScient to 


determine the line. While 
it is desirable to have more 
points, in order to guarantee 
accuracy, a large number is 
not essential. This means 
that, from a small number 
of determinations of the va- 
por pressure of any material 
of constant composition, the 
vapor-pressure curve of that 
material can be constructed 
with satisfactory accuracy. 

To show the applicability 
of this method, a vapor- 
pressure curve for aniline is 
given in Fig. 128. The 
straight line represents tem- 
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Fig. 128 . — Diihrin^'s rule applied to vapor 
pressure of aniline. 



peratures of aniline (abscissas) plotted against temperatures 
at which water has the same vapor pressure. The solid curve is 


the vapor-pressure plot derived from the straight line. The 
dotted curve shows experimental values. This indicates the 


accuracy of the method. 

If it is possible to find in the literature the vapor pressure 
of a given solution at two different temperatures, it is theoretic^y 
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' pebble to construct its vapor-presstire curve for any tempera* 
tee range. Further data serve as checks. For example, the 
ykpor-pressure curve of caustic-soda solutions has been deter- 
mined at 0°C. by Dietterici'” 


LlwNaOH/WOLbsHaO 
0 200 400 600 800 tOOO {jOO 1,400 



0 20 40 60, 80 100 120 140 
Lbs.Na OH/lOOLbs. H2O 

Pie. 129. — Boiling points of caustic 
solutions. 


and at 100®C. by Tamman/^^ 
and the boiling points of these 
solutions are also known (Fig. 
129). 

This gives, therefore, three 
points on the vapor-pressure 
curve of any caustic solution. 
From these data Fig. 130 has 
been constructed. According 
to Dtihring^s rule, each of these 
curves should be a straight 
line, and it is found that the 
curvature is very small. It is 
noted that the curves for each 
of the four solutions are nearly 


parallel to the curve for water, showing that the b.p.r. is 
substantially independent of temperature. In this case the 



Fio. 130.“““Duhring*s rule applied to vapor pressures of caustic solutions. 


b.p.r. is roughly proportional to the ratio of solute to solvent, 
tn general, for a(|ueous solutions of nonvolatile inorganic 
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materials, a straight line is obtained which is substantially 
parallel to the 45-deg. line for water, indicating g substantially 
constant b.p.r, due to solute independent of ionization or hydra- 
tion of the solute and independent of the temperature or 
pressure. 

Estimation of Heat of Vaporization. — ^The second important 
datum which it is necessary to have with regard to a solution is 
the heat of vaporization of the solvent from the solution. Assum- 
ing that the perfect gas laws are approximately applicable to 
the solvent vapor, it can be shown that the latent heat of evapora- 
tion of solvent from the solution is equal to the heat of vaporiza- 
tion of the solvent from pure solvent at the temperature of the 
solution, pluvS the heat of dilution, taken positive when heat is 
evolved on dilution. Primarily because of the absence of data on 
lieats of dilution at temperatures encountered in general evapora- 
tion practice, this correction is practically always neglected. In 
dilute solutions the heat of dilution approaches zero; in more 
concentrated solutions it becomes more important; yet errors 
introduced by neglecting heat of dilution are generally far less 
than inaccuracies involved in estimating heat-transfer coefficients. 
For example, if an aqueous NaOH solution is being concentrated 
from 20 per cent to 40 per cent at 1.8®C., where the heat of vapori- 
zation of j)ure water is 1042 B.t.u. per lb., the corrected value for 
heat of vaporization of water from the solution is 1092 B.t.u, 
per lb. 

Optimum Cleaning Cycle. — As pointed out on page 381, the 
overall coefficioiit of heat tran.sfer decreases owing to the deposi- 
tion of scale on the heating surface. Visualize an evaporator 
containing heating surface A and operating with temperature 
difference A from condensing steam to boiling liquid. At any 
time S the overall coefficient of heat transfer is U and the instan- 
taneous rate of heat transfer dQ/dS equals UAA. Assuming 
that the thickness of the scale is directly proportional to the 
heat Q transferred up to the time the thermal resistance of 
unit area is the initial resistance l/f/o plus that of the scale, 
j3Q; hence 1/(7 = l/t/o+<3Q and —dU/U^—fi dQ. Eliminating dQ 
and integrating gives l/V'^ = l/Uo^+2(^AA6, the reciprocal of 
the square of the overall coefficient should be linear in the time 
elapsed since cleaning 7®^ 


l/(72=a-|-66/. 


(A) 
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Gunre i of Fig, 131 shows a plot of U vs. B and it is seen that U 
deereases as the run progresses. Curve 2 shows that the data 
follow Eq. A for 20 days. After this 
time l/{/* does not increase so fast as 
j before, probably owing to failure of the 
0* scale to adhere so firmly to the heating 
j surface as in the early part of the run. 
For that portion of the run in which 
Eq. A is followed the total heat trans- 
^ ferred up to any time is found by 
integration to be 


U 


\ 


A. 



> 



Tilt 

in Povs 


Fig. 131. 


^ _ 2 A a[ Vo + M ~~ Va] 


(B) 


Even where the relation between Q and 6 does not follow this rule, 
the actual relation may be determined experimentally. Given 
data as to the fixed charges on the evap- 
orator, the time and cost for cleaning, 
the actual relation between Q and 6, the 
optimum cleaning cycle for any desired 
yearly capacity and the corresponding 
heating surface required are readily 
determined. In the case illustrated in 
Fig. 132, the sum of fixed charges and 
cost of cleaning reaches a flat minimum 
at a 10-day cycle, but in order to reduce 
initial investment a somewhat shorter cycle would be elected. 

The solution of a few practical problems will illustrate these 
principles. 
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lUastratioa 2. — Assume a single vacuum pan of the submerged-tube type, 
operating continuously with a liquor depth of 4 ft. and provided with a 
condenser capable of giving a vacuum of 26 in. of mercury (bar. 29.91 in.). 
What is the heating surface required to concentrate 10,000 lb. /hr. of 2 per 
cent NaOH solution, entering at 65®F., to a 25 per cent solution (sp. gr. « 
1.3)? For the sake of illustration, assume an overall coefficient U of heat 
transfer of 100 B.t.u./(hr.) (sq. ft.) (deg. F) and exhaust steam at 6 in. 
vacuum. 

It 18 first necessary to calculate the terminal temperatures of 
the system. Since the liquor must leave the effect at a concentration of 
25 per cent, the boiling liquor within the effect must be at this concentration. 
The temperature at the surface of the Uquid wUl be that corresponding to 
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the pressure maintained witlun the effect plus the b.p^r. of a solution of 
0.333 lb. of NaOH per lb. of water. This latter is or 20.7®F., as 

determined from F^. 130, page 414. The absolute pressure above the 
boiling liquid is (29.91 ^26) (14.7) /(29.01) **1.92 Ib./sq. in., which corre- 
sponds to a temperature of 124.6®F. To this must be added the b.p.r. of 
2M3.7®, giving the temperature of the liquid at the surface as 146.3®F. By 
the assumption that the heat necessary to vaporize water from a solution 
equals the heat of vaporization of the water alone, at the boiling temperature 
of the solution, the heat of vaporization at 145.3®F. is found from the steam 
tables to be 1011 B.t.u./lb. In each, 10,000 lb, of liquor entering there are 
9800 lb. of water and 200 lb. of NaOH. As the amount of NaOH is 
unchanged in passing through the s^ystem, it is taken as a basis of calculation ; 
600 lb. of water leave with each 200 lb. of NaOH (26 per cent solution) or 
9200 lb. of water are evaporated per 10,000 lb. of entering liquor; the heat 
required to vaporize the water equals 9200 X 1011 B.t.u. The average 
temperature of the liquid into which heat flows from the steam coils will be 
substantially that corresponding to the average pressure on the liquid plus 
the b.p.r. of the dissolved NaOH. The pressure due to the average hydro- 
static head **(2) (1.3) (61.0) /1 44 *1.11 Ib./sq, in.; the average total pres- 
sure =*1.924-1.11 *3.03 Ib./sq. in., which corresponds to a temperature of 
141. 4°F. To this must be added the b.p.r. of 20.7, giving the operating 
temperature of 162. l^F. By the assumption that the specific heat of a 
solution equals that of the water alone, t-o heat 10,000 lb. of entering 2 per 
cent liquor, 10,000 (0.98) (162.1 —65) B.t.u. are necessary. The area of the 
heating coils can now be determined: 

g *9800(162.1 -65) 4-0200(1011) * lOOA (201 -162.1) 
whence A is 2640 sc^, ft. 

Failure to allow for the b.p.r. due to hydrostatic head would have given 
1810 sq. ft. 

EQUATIONS FOR MULTIPLE-EFFECT EVAPORATION 
(CONTINUOUS AND PARALLEL FLOW OF STEAM AND 
LIQUOR) 

The following symbols will be used in the formulation of heat 
balances for multiple-effect evaporation: 

parts solute per part solvent by weight. 

W » weight of solvent in the liquor per unit of time. 
f=» temperature of solution. 

temperature of steam in heating coils. 
r«heat of evapt)ration of unit weight of solvent from either solution or 
pure solvent. 

8 asspecifle heat of solution. 

A *=area of heating surface in an effect. 

(7 « overall coefficient of heat transfer through the heating surface, Le., 
from condensing steam to boiling liquor, 
amount of heat transferred through healing eurface per unit of time. 
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0 is for material entering the first effect. 

1 applies to the first effect^ or material leaving it. 

2 applies to the second effect, or material leaving it, etc, 

a before the symbol indicates that it applies to the condition within the 
beating coil. 

6 refers to the boiling solution. 

Thus tfo is the weight of solvent entering the first effect per unit time, 
and Co is its concentration. The temperature of the steam in the coils of 
the second effect is 1\, while the boiling solution is at The heat of con- 
densation of tliis steam in the coils is (ora) while the heat of vaporization of 
the solution is 

If the solute is nonvolatile, the amount entering and leaving 
each effect of the series per unit time will be constant. Other- 
wise there would be an accumulation of the solute in some one 
effect. This is expressed mathematically by 

coWa^CiW i^C2W 2) etc. 

The solvent evaporated in the first effe(‘t is Wo—W i, in the second 
Wi-^W2, etc. The heat transmitted through the heating sur- 
face in the first effect must preheat tlic feed to the boiling tem- 
perature and evaporate the solvent. 

gi^W,[il+Co)M]*{h-to) + (^^^^ 0>r,) = f/,Ax(Ti 

For the sakf.^ of illustration, assume that the condf'nsed steam 
is removed from the system from each steam chest. The steam 
rising from the first effect is superheated, and cools on entering the 
second effect, giving up its superheat, and then condenses, giving 
up its heat of vaporization. Where the superheat, namely, the 
b.p.r., is small (20°F. or less), this supt^rheat can be negle(*ted, 
provided one remembers that T2 — ti loss the b.p.r. in the first 
effect. The heat transmitted through the heating surface of 
the second effect is 

ri2-(Wo-Wx) [(0.48) (^i~T2) + («ro)] = fM2(r2~<2). 

The evaporation in the second effect is greater than corre- 
sponds to this heat supply through the heating surface, as the 
liquor entering from the first effect is superheated with respect 

* Making the assumption that the specific heat of the aqueous solution 
equals the weight fraction of water in the solution, the term (1 -i-c)s equals 
unity. 
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to the pressure ill the second effect, because it is at the boiling 
point corresponding to a higher pressure, namely, that in the 
first effect, and hence gives up a corresponding amount of heat, 
available for evaporation in this second effect. This is the 
sOK^alled self^-evaporation of a multiple-effect system, and is 
expressed by the second term in the following heat balance: 

g^+W^[il+c^) = W. 

ILLUSTRATIVE PROBLEMS IN MULTIPLE -EFFECT EVAPORATION 

Instead of using the above equations, one may develop the 
desired equations during the solution of the problem, using as 
tools the equality of input and output of matter and of heat, and 
Newton’s law applied to the transfer of heat through the heating 
surt*ace. 

The following probleni shows that, where high-pressure steam 
and cold feed liquor are used in multiple-effect practice, the 
evaporation per pound of steam is considerably less than the 
number of effects. 

Illustration 3.“- It is dt^sired to design a film-type four-effect evaporator 
with equal healing surface in each effect, to concentrate a solution from 
20 per cent to 46 per cent solids by weight. The solute has a high molecular 
weight, and consequently the b.p.r. will be negligible. The rate of feed 
will he 10,0(X) lb. /hr, and the feed temperature is 100®F. The available 
steam pressure is 52 Ib./sq. in. gauge and the jet condenser water is at 
100°F., giving a pressure in the last effect of 3.5 in. of mercury absolute, 
which corresponds to a boiling temperature in the last effect of 120®F. The 
c.ondensed steam from each steam chest is withdrawal from the system, (a) 
Calculate the area of heating surface required per effect, (b) Calculate the 
pounds of water evaporated per hr. in each effect, (c) Tabulate the tem- 
perature difference across the heating surface in each effect, (d) Calculate 
the pounds of water evaporated per lb. of steam fed to the first effect. 
Explain wdiy this figure is much less than 4 in this case. 

Data and Notes.— NefAect heat loss to the surroundings. Take the latent 
heats of vaporization of water from the solutions to be the same as those of 
pure water at the same temperatures. Take the specific heats of all solu- 
tions to corrcspoml to the water content of the solution, t.e., neglect the 
heat capacity of the solute. Assume overall coefficients of heat transfer 
from steam to liquor to bo 400, 350, 300 and 200 B.t.u./(hr.) (deg. F.) 
(sq. ft. of heating surface in the first, second, third and fourth effects, 
respectively). 

SoliUion. — By an overall material balance on the system, it is seen that 
the total evaporation is 5650 lb. /hr. Assuming for the moment that approxi- 
mately equal weights of water are evaporated from each effect, 1413 lb. /hr. 
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be mratiorated per effect. Therefore, the concentration of the solution 
first effect wUl be 0.2(10,000) /(10,000-~ 1413) *0.233 lb, of 
»olM/lb. of solution. Hence, the specific heat of this solution is 0;767. 
Similarly, the Specific heats of the liquors leaving the second and third 
effects are found to be 0.721 and 0.663, respectively. 

solution to the problem now becomes one of successive approximar- 
tions. As the first approximation assume that the Amt transferred across 
the equal heating surfaces in each effect is the same, t.c,, 

Hence f/i A 1 *»(/*Aa*= t/jAj *1/4^4, or 

4OOA1 *350Aj * 300As * 2OOA4. 

Solving for the temperature differences in terms of Ai, and noting that the 
sum of the four temperature drops is equal to the overall temperature 
difference, which is fixed by the steam and condenser pressures, the following 
equation is obtained: 

300-120* (14-1.14*fl.33+2.00)Ai. 

Solving, At is found to be 33^F, Then 

Ai^aS^^F., ti*267°F. 

^2=37*^^, tj*230‘^F. 

A**44‘»F., t,-186'’F. 

A4*66‘’F., t4*120“F. 

where ti, ta» h and it are the temperatures of the boiling solutions in each of 
the four effects. 

It is now pc’ssible to make heat balances on each effect. T^t y be lb. of 
steam fed /hr. to the first effect, and let Ei^ Et^ Ex and Ea be lb. of water 
evaporated /hr. from the effects, respectively. A balance on the heat 
transferred in the first effect then gives 

933JE?i «9102/-10,000(0.80)(2r)7-100) 

from which JSfi **0.9753/ — 1431. The heat balance on the second effect 
yields 

959i?, * 933^?i + (10,000 - Ei) (0.767) (267 - 230) 

from which Et *0.920?/ —1056. From similar heat balances on the remain- 
ing two effects, £?3*0.834y— 625 and JK4-0.687y-49. However, the total 
evaporation, which is the sum of Eif J&j, Ez and Ea, was found to be 5650 
Ib./hr. Thus it is possible to solve for y, wliich is equal to 2580 Ib./hr., 
of steam fed to the first effect. 

Having a first approximation of y and values of q, the heat transferred 
across the heating surface may be calculated : 

5'i«910y *2,350,000 B.t.u./lu:. 

92 *933i5?i* 1,010,000 
9, *959^2 *1,264,000 
94 *986jEr,* 1,604,000 
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a. The corresponding values of the areas are -At *^178, Aa»»78, ila«96 
and Ai » 114 sq. ft., and the average value is 117. Using the above values 
of q and U, it is possible to make a second approximation, no longer assuming 
that the heat transferred in each effect is the same. However, it will be 
found thaf>, although the individual values of A will change, the valiie of y 
will be practically unaffected. Tlje individual areas will be more nearly 
equal, but their average will not differ materially from the value df 117 
obtained in the first approximation. The second approximation actually 
yields an average area of 115* sq. ft. and a new value of y of 2500 Ib./hr, 

5. 



1st trial, 
lb. /hr. 

2d trial, 
Ib./hr. 

El 

1084 

1156 

Et 

1318 

1317 



1525 

1488 

e\ : 

1723 

1687 




Ist trial. 

2d trial, 
‘^F. 

Ai 

33 

62 

Ai 

37 

25 

Ai 

44 

37 

Ai 

66 

66 



d. From the first approximation, the evaporation is OJ* 2-2 lb. 

evaporated/lb. of steam consumed. By the second approximation this 
ratio is 2.3.^ 

By the first approximation, the heat transferred in the first effect is 
2,350,000 B.t.u./hr., while that producing evaporation is 1,010,000 B.t.u./ 
hr., or the per cent producing evaporation is (1,010,000/2,350,000)100 or 
43 per cent. The second approximation gives a value of 48 per cent. 
Thus it is seen that only 48 per cent of the steam consumed is used directly 
for evaporation, the remaining 52 per cent being stored up in the liquor and 
used in self-evaporation in the lower effects; this storing up of heat is a 
disadvantage, in that the heat stored is not re-used quantitatively as many 
times as there are effects. In a multiple system of any given number of 
effects, the greater the proportion of the heat supply stored in the liquor 

* The problem has been solved on the basis of assumed values of the 
overall coefficients in each effect. These coefficients are a function of the 
viscosities of the solutions and the values of A in each effect. An exact 
solution would include allowance for these variations in the overall coefficient. 







PUmaiPLES OP eHEMWAL ENOJNEEmNG 


M 4}he ftnst ^ect, tlie less will be the total evaporation in all effects per 
^I|<n4 of initial steam. In a given system operating under fixed terminal 
conditions, the percentage of heat obtained from the initial steam, stored 
up in the feed liquor will be high where the ratio of weight of feed liquor 
to the evaporation in the first effect is high and where the temperature of the 
feed is far below the boiling temperature in the first effect. In the example 
just given, the steam economy calculated is poor (2.3 lb. of evaporation /lb. 
of steam). This is primarily due to the large amount of heat stored up in 
the liquor in the first effect, and to a lesser degree is due to the fact that the 
heat in the condensate from the various steam chests was not utilised. If 
the condensed steam from each chest, instead of being withdrawn from the 
system as assumed above, is passed on to the effect below, the lb. of evapora- 
tion/lb. of steam fed will increase somewhat. 


EQUATIONS FOR THEORETICAL ENERGY REQUIRED IN 
EVAPORATION 

To separate a solvent from its solution, if po is pressure of the solvent at 
the temperature in question, p that of the solution, R the gas constant and 
T the absolute temperature, using as the basis of calculation an amount of 
solution containing 1 mol of nonvolatile solute and V inols of solv^mt, 
ihe free energy required (TV) is 

Jm p 

The units in which the work-energy involved is expressed depend on the 
units in which R is given. This expression is exact, barring deviations from 
the gas laws, which are usually small at the pressures at which evaporating 
processes are operated. For any given case the equation may be evaluated 
by graphical integration, but, to show how^ small is the real energy require- 
ment in evaporation, it is possible to integrate this expression by the assump- 
tion of Raoul t^s law; in the worst case this will give a rough approximation, 
but in many cases the deviation will be only a few per certt. The result is 


TF-JRTln 




where Nt and N 2 represent the mols of solvent associated with 1 mol of 
solute at the beginning and end of the evaporation, respectively. 

For the total removal of the solvent from a nonvolatile residue with wdiich 
the solvent is completely miscible, i.e., where no crystallizing of the residue? 
occurs or separation as a distinct phase, e.gr., when A^ 2 ~ 0 , this becomes 

In the evaporation of a saturated solution of the solute, during whi(;h 
crystallization or separation occurs, 


W^’NMT In In 2? 



EVAPORATION 


m 

where Nt is mols solvent per mol of solute in the saturated solution and 
p, is pressure of that solution. For the evaporation of a dilute solution to 
saturation, followed by crystallisation, this last equation applies only to the 
second stage of the process, the work consumption of the first stage being 
determined by the general equation given above. ^ 

To illustrate, assume the complete removal of water from a 10 per cent 
glycerin solution at 90®F., i.e., of 9 times 92 or 828 lb. of water from. 1 lb. 
rnol (92 lb.) of glycerin. iVi 828/18 =*46, If = 1.99 

W <= 1.99(560) In 46(|^)" = 6290 B.t.u. 

or 5290 -r 828 = 6.4 B.t.u. /lb. of 'water evaporated.* 

It is evident that the more concentrated the solution, the greater the 
energy consumption per lb. of ^vater evaporated, but even for strong solu- 
tions this quantity remains small. For colloidal solutions, those of 
high molecular weight, the necessary work is negligible, as is obvious from the 
fact that the pressure of such solutions is practically the same as that of the 
pure solvent. For \vater, the theoretical work of evaporation is zero. As 
stated, even for true solutions the value is low\ 
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CHAPTER XIV 


GEITERAL PRINCIPLES OF DIFFUSIONAL PROCESSES 

PART L CLASSIFICATION OF PROCESSES 

The problem of transferring materials by diffusion from one 
phase to another is repeatedly encountered in chemical-engineer- 
ing operations. One type of problem that frequently involves 
such a mechanism is the separation of mixtures of fluids. For 
miscible liquids distillation, involving the interchange of material 
between liquid and vapor phases, is usually but not always the 
best. The same method is applicable to mixed gases. Thus, 
in the manufacture of oxygen and nitrogen from air, one can 


Case 

Character of mixture 
undergoing treatment 

Character of treating 
agent 

1 

Gas 

Gas 

2 

Gas 

Liquid 

3 

Gas 

Solid 

4 

Liquid 

Gas 

5 

Liquid 

Liquid 

6 

Liquid 

Solid 

7 

Solid 

Gas 

8 

SoUd 

Liquid 

9 

Solid 

1 Solid 

1 


liquefy the whole mixture by compression coupled with refrigera- 
tion and separate the components by rectification. If one of the 
components of a gas has a high condensing temperature relative 
to the others, it is possible to condense it completely by com- 
pression and cooling or by refrigeration, or by combination 
of the two. Other operations involving transfer of materials 
by diffusion from one phase to another are absorption, adsorp- 
tion, humidification, drying, stripping, condensation, combustion 
and crystallization. 

The individual cases falling under this classification are numer- 
ous and exceedingly diversified in detailed characteristics, but, 

424 
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because in all such operations the underlying principles and the 
general methods of applying them are the same, jfchese cases will 
be first grouped togetW for a irtudy of the factors common to 
all, to be followed with the later chapters on the specific procejsses. 

The mixture to be treated may be solid, liquid or gas; thus 
there would be the nine possible cases shown in the table on 
page 424. 

1. Treatment of Gas by Gas* — Since the phenomena under 
consideration involve treatment of a mixture by an ag^t immis- 
cible with one of its components and since, in the absence of 
chemical combination or unusual affinity, all gases are miscible 
in all proportions, it follows that this particular case is never 
encountered. 

2* Treatment of Gases by Liquid (Gas Washing or Scrub- 
bing). — One of the best methods of separating the components of 
mixtures of gases or vapors is by means of selective absorption in 
liquid solvents. Thus, while the solubility of coal gas in water is 
very small, the solubility of ammonia in water is great. Conse- 
quently, if one treats coal gas with a relatively small amount of 
water, it is possible to remove from it by solution in the latter 
practically all the ammonia originally in the gas. Further- 
more, the ammonia can then be readily separated from the 
water by distillation. Similarly, vapors of benzene, toluene and 
xylene in coal gas can be dissolved in various absorbent mis; 
gasoline can be removed from naturaKgas by these same solvents; 
sulfur dioxide can be recovered from smelter gases by water, 
carbon dioxide from flue gases by aqueous solutions of alkali 
carbonates, water vapor from air by sulfuric acid, and the like. 
In the last illustration the purpose is to free the air from water 
rather than to recover the water, whereas in most cases it is 
essential to recover the cojnponent dissolved. This difference in 
purpose, however, in no wim affects the character of the absorbing 
operation itself, although in general it influence the method 
of treatment of the absorbent before re-use. 

3. Treatment of Gases by Solids. — It has long been known 
that many solids show selective adsorption for specific gases and 
vapors. Thus, the adsorptive capacity of palladium for hydro- 
gen is so high that this metal may be employed for the quantita- 
tive absorption of hydrogen from mixtures with other gases. 
Similarly, the adsorptive capacity of special charcoals for gases 
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lAftB long been known. During the war charcoal and other solid 
were employed in gas masks for the removal of the 
gases employed in chemical warfare. Thus, a fraction of 
' lier of activated charcoal in a gas-mask canister was found 
capable of reducing the mustard-gas concentration of air, inhaled 
ait a rate as high as 60 liters per min., to below 1 part in 100,000,- 
000. Largely as a result of improvements during the war in 
the manufacture of activated charcoal, silica gel and other 
highly active adsorbents, the use of these materials for adsorption 
of gases is being widely introduced in industrial plants. A num- 
b^ of plants for the recovery of gasoline from natural gas by 
charcoal are already in operation in this country. 

4. Treatment of Liquid by Gas or Vapor (Steam Distillation 
and Stripping).*— The benzene dissolved in absorbent oil in the 
recovery of light oil from coal gas, referred to under Par. 2, is 
removed from the relatively nonvolatile absorbent by heating 
to increase the volatility of the benzene and by blowing through 
steam to sweep out the benzene vapor. This operation is ordi- 
narily described as oil stripping or denuding. In principle it is 
absolutely analogous to the steam distillation of a volatile com- 
ponent from a nonvolatile liquid. By bringing gases and liquids, 
such avS air and water, into direct contact, the humidity of the air 
may be increased or decreased and the temperature of the water 
decreased or increased as discussed in Chap. XVIII. 

6. Tteatment of Liquid by Liquid.~It is sometimes advanta- 
geous to remove solutes from aqueous solutions by extraction 
with suitable organic solvents, such as ether, benzene, naphtha 
and the like, in which they are more soluble than in water. 
This makes it possible to separate them from other substances 
which may accompany them in the water solution but wdiich 
are not soluble in the solvents employed. Thus, the standard 
method for the analytical determination of unsaponifiable 
oils and waxes in admixture with fatty material is to submit 
the mixture to vigorous saponification with alcoholic potash 
or, if necessary, sodium ethylate, and to dilute the product with 
water and extract with petroleum ether. The soaps remain in 
the aqueous solution while the unsaponifiable oils and waxes 
dissolve in the ether. * It is sometimes advantageous to modify 

* Since the soaps are not entirely insoluble in the ether nor the unsaponi* 
fiable material not entirely insoluble in the aqueous solution, it is necessary 
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the relative solubilities by adding a material soluble in one liquid 
but not the other; thus the addition of salt to an aqueous solution 
prior to extraction with ether improves the separation. 

Liquid SO 2 is employed to separate aromatic and highly uns^u^ 
rated hydrocarbons from solution in liquid paraffins and naph- 
thenes (Edeleanu process), taking advantage of the much greater 
sohibility of the aromatics and unsaturateds in BO 2 . Processes 
of this sort have not in the past been employed on an industrial 
scale to the extent that their promise seems to justly. It is 
likely that, as the manipulative technique required is developed, 
their utilization will become far more frequent. 

6. Treatment of Liquids by Solids (Percolation or Adsorption 
Filtration). — Liquids contaminated with organic coloring matters 
of complex structure and high molecmlar weight can often be 
freed best from these impurities by treatment with suitable solid 
adsorbents such as bone char, activated charcoal, fuller^s earth 
and the like. Such treatment is used for the decolorization of 
sugar synips, animal, vegetable and mineral oils, etc. It is 
often advantageous to allow the liquor to percolate through 
the relatively (hoarse, granulated solid. The color is usually 
taken up by the solids by the mechanism of adsorption (see 
pages 436-440). 

7. Treatment of Solids by Gases. — The necessity of removing 
water or other volatile liquids from solid materials is frequently 
met in industrial operation. This may be accomplished by pass- 
ing a heated gas over the material and removing the liquid by 
evaporation. Thus, in the drying of wood or imburned brick, 
hot air is passed over the solid to remove the water. In case 
the liquid is valuable, it may be recovered by using a closed 
system and condensing the vapor from the exit gas, which then 
may be reheated and used agjiiii. In the CHvSe of inflammable 
liquids, gas containing a low concentration of oxygen may be used, 
thereby eliminating the danger of explosions. When gasoline 
or similar material has been adsorbed on charcoal, the gasoline 
may be removed by sweeping over "the charcoal a current of super- 
heated steam wliich picks up the gasoline and carries it to a 

to extract the aqueous layer repeatedly with ether and to wash the ether 
solutions with water, these washings being added to the main aqueous 
solution. The unsaponiliable material is recovered by evaporation of the 
ether from the combined ethereal extracts. 
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where both gasoline and steam are liquefied and 
^parated by decantation. 

ft» Ti^atment of Solids by liquids (Lbdviatioiii Leaching and 
^Etractton)* — ^Black ash conMsts essentially of a mixture of 
sodium carbonate and other water-soluble compounds, with 
insoluble constituents; caliche, of sodium nitrate mixed with 
insolubles; tanbark, of soluble tannic acid adsorbed on the 
fibers of the bark. All these materials can be recovered by solu- 
tion in water, though the processes differ because in the first 
cases the materials dissolved are very soluble, while in the last 
they ate quite firmly held by the insoluble residue. Also, wool 
grease is removed from wool and vegetable oils from press cake 
by solution in naphtha or other suitable organic solvents, etc. 
These ^processes are called extraction, but in principle do not 
differ from those already enumerated. 

9. Treatment of Solids by Solids. — The transference of a 
material from one solid to another is so slow and the separation 
of mixed solids so difficult that tliis case does not arise in 
practice. 

PART n. FACTORS CONTROLLING OPERATION 

Equilibrium. — Whenever a substance distributes itself between 
two materials, a distribution equilibrium always tends to be 
set up. Thus, if SO2 gas, whether or not mixed with inert gas, 
is brought into contact with water at 20 °C,, the SO2 will con- 
tinue to dissolve in the water until its concentration in the water 
is sixty times that in the gaseous phase. This condition repre- 
sents equilibrium, and no further solution of the gas will occur 
unless this equilibrium is disturbed. If water containing 
dissolved SO2 is brought in contact with gas containing less than 
one-sixtieth as much SO2 per unit volume as the water, SO2 will 
escape from the water and pass into the gas until the ratio of the 
concentrations in the two phases has reached the equilibrium 
value given above. 

If one wishes to remove SO2 from a gaseous mixture by water, 
it is obvious that this equilibrium sets an absolute lower limit on 
the amount of water necessary to employ for complete removal. 
Therefore equilibrium is a vital factor in controlling the operation 
of absorption systems. In the case cited above, the equilibrium 
is extremely simple in character, but frequently the relationships 
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are complicated. Specific cases of importance will be dis- 
cussed on pages 431 to 442. f 

Rate of Reactioii. — ^The transference of a substance from one 
body to another obviously requires time. Other things equal, 
the rate of transfer will be proportional to the surface of contact 
between the phases and consequently, to secure rapid interaction, 
the interfacial surface should be made as large as possible. 
There are two main mechanisms of transfer, one by actual bulk 
motion of the gas (convection) and the other by molecujiar (true) 
diffusion as a result of concentration gradients. In most of these 
processes there exists a film of relatively stationary material 
which insulates the main body of fluid frbm the other phase and a 
main body where the fluid is turbulent and eddying. While the 
two mechanisms operate simultaneously throughout the fluid, 
actually in the true film where turbulence is practically negligible 
the transfer is mainly by molecular diffusion, while in the main 
body the transfer is largely by convection as a result of the rapid 
eddying. Thus a substance being transferred must pass through 
the two consecutively, being carried by turbulence through the 
main body of the fluid, and then by true diffusion through the film 
to the interface. In Chap. IV the conduction of heat through 
fluid films was taken up as one of the important cases in heat 
transfer; the problem in molecular diffusion is very similar. 
In diffusion, the material is transferred by means of the molectdar 
motions, while the conduction of heat is a transfer of energy which 
is effected by the same motion. The rate at which heat is con- 
ducted is determined for each substance by a physical property 
which is termed the thermal conducUvityj and in like manner the 
rate at which one gas diffuses through another is determined by a 
quantity which is termed the diffumviiy. These two properties 
are analogous. Just as the density of the heat current (rate of 
transfer per unit area) is obtained by multiplying the conductivity 
by the temperature gradient, the mass-transfer ratp per unit 
area is obtained by multiplying the diffusivity by the concentra- 
tion gradient of the diffusing substance, and consequently will 
be greater the greater the distance from equilibrium. Factors, 
such as agitation, which decrease the thickness of surface films 
and increase turbulence will tend to increase diffusion rate and, 
similarly, factors which increase specific rate of diffusion, such 
as rise in temperature of a liquid, will also be helpful, though the 
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ilbtter will frequently throw equilibrium the wrong way to an 
extent more than compensating for increased diffusion rate. 
Eeaction rate is no less important an influence in operation than 
equilibrium itself. 

Countercurrent Actiom — Since the transfer of a solute from 
one phase to another cannot possibly go beyond equilibrium 
and since, in general, low concentration of the solute in one 
phase corresponds at equilibrium to low concentration in the 
other, it follows that a single treatment of the original material 
cannot remove any large fraction of the substance to be trans- 
ferred unless one employ a relatively large amount of treat- 
ing agent or unless the treating agent has a great affinity for the 
substance absorbed. The disadvantagevS of employing exces- 
sive amounts of treating agent are obvious, and, where its 
affinity for the substance absorbed is gr(?at, the difficulty of 
removing it later is also serious. One can, therefore, lay down 
the rule that a single treatment is usually impractical and unsatis- 
factory. However, if one will treat the original material with 
treating agent which has been previously employed and 'which, 
therefore, is already partially saturated witli the solute, it 
becomes possible, owing to the high concentration of solute in 
the original material to be treated, to raise the concentration 
of the solute in the treating agent to a point at least approach- 
ing equilibrium. At the same time it becomes practicable 
finally to reduce to a very low point the solute concentration in 
the original material by treating it ultimately, after a number of 
intermediate steps, with fresh treating agent in which the con- 
centration of solute is negligible. This systematic, stepwise 
interaction of two materials is described as stepwise counter- 
current treatment (see pages 465 to 512). Countercurrent 
action is capable of varied applications (see pages 118 and 209), 
but for diffusional processes its use in some form is almost 
always essential. 

Temperature Control. — ^There is frequently a marked tem- 
perature effect accompanying the transfer of material from one 
phase to another. Thus, in the absorption of a vapor from 
a gas by a liquid, the latent heat of condensation of the vapor is 
set free, and this heat raises the temperature of both the liquid 
and the gas. Since, in general, rise in temperature decreases the 
solubility of the gas or vapor in the liquid, the equilibrium and 



OENEEAl mmClPJ^ES OF mFFUSlONAL PB0CESSE8 431 

therefore also the absorption rate are both adversely affected. 
Where the concentrations of the substance transferred are small, 
the heat capacity of the other materials present te usually so 
great that the temperature rise is not serious, but, where concen- 
trations are high, this factor may be very important. It must 
never be forgotten and, where necessary, means must be provided 
to control the temperature. 

Recovery of Treating Agent.— Occasionally the treating agent 
is either air or water and the material absorbed thereby is to be 
discarded, but ordinarily the treating agent must be freed from 
the material that it has taken up and used over again. It is 
therefore essential to choose the treating agent not only from the 
point of view of its effectiveness for the original absorption but 
also from the standpoint of ease of separation and recovery. 
Furthermore, in order to make the original treatment as com- 
plete as possible, it is necessary to remove the absorbed material 
from the treating agent completely before re-use. It is obvious 
that the larger the amount of treating agent employed, the 
greater the expense of purifying it. Consequently, from this 
point of view it is desirable to keep the amount of treating agent 
low and the concentration of absorbed material in it high, a result 
attainable only by effective countercurrent action. Reduction 
of the amount of treating agent, while it reduces the cost of its 
purification, tends to decrease the completeness of recovery from 
the material treated and, by reducing the rate of absorption, to 
increase the cost of treating. There is, therefore, an economi- 
cally optimum ratio of treating agent to material treated, the 
value of which will depend on the cost factors governing each 
individual case. 


PART in. EQUILIBRIA 

Introduction. — If, in any single phase of matter, there exist at 
different points differences of concentration of any compound in 
it, that comi)onent tends to diffuse from a point of high to a point 
of low concentration. With diffusion through gases and liquids 
all are familiar, but diffusion also takes place through solids. 
Thus gold diffuses through solid lead and hydrogen through 
palladium. The diffusion of carbon through iron at temperatures 
hundreds of degrees below the melting point is exploited both in 
malleabilization and in casehardening. The last is diffusion 



482 mmCIPLBJS OF CHEMICAL EmiNEMRiJSC 

Ibrouigh a multi^phase solid, but the first two are probably single 
Jlck^s law states that the rate of diffusion is proportional 
to the conoentration gradient at the point in question and is, of 
course, proportional to the area of cross section through which 
diffusion is taking place. Diffusion is therefore analogous to 
conduction of heat. 

On the other hand, at the interface between phases, transfer 
of material from one phase to the other does not of necessity 
result from a concentration difference between the phases but 
depends on the equilibrium relation between them. Thus, 
while the concentration of water molecules in liquid water is far 
higher than in steam, the two phases can still be in equilibrium, or, 
if the steam is at a somewhat higher temperature, it will condense 
into the water, f.e,, water molecules will pass from a point of low 
concentration (the steam) to one far higher (the liquid water). 
Similarly, if air at 30°C. contains hydrochloric acid gas in a 
concentration of only 0.001 mg. per c.c. and this air is brought 
into contact with water, the HCl will continue to dissolve in 
the water phase until it has built up a concentration of over 20 
per cent, t.e., 210 mg. per c.c., a concentration 210,000-fold that 
in the air from which the acid came. Ojily in case the HCl 
concentration in the water is greater than this will HCl pass 
from the water into the gas. There ivS, therefore, in general, 
even at equilibrium, a sudden concentration break at the inter- 
face. It is obvious that these equilibria between phases are of 
controlling i^gnificance in processes of absorption, extraction 
and the like. 

The technique of the determination of interphase equilibria is exceed- 
ingly important and data should never be ac^cepted without reservation 
unless obtained by one skilled in the art.. It is essential to approach 
equilibrium from both sides, to make sure that one is not dealing with false 
equilibria or other complicating phenomena. Furthermore, this frequently 
saves time, because the mean of the two approximate values thus obtained 
gives the desired result with a precision sufficient in many cases. 

In discussing the various important types of equilibria, the 
following classification has been adopted. 

1. Linear distribution: 
a. Gases and liquids, 
h. liquids and liquids, 
c. Special cases. 
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2. Adsorption: 

a. Solids and gases, ( 

h. Solids and liquids. 

c. Gases and liquids. ^ 

3. Complete chemical combination. 

4. Incomplete chemical combination. 

1. Linear Distribution 

Gases and Liqtiids. — There are certain important^ cases in 
which, at equilibrium, the concentration of the common compo- 
nent in one phase is proportional to that in the other. The most 
familiar case is that of the solubility of gases that follow Henryks 
law, t.c., in which the concentration 
of the gas dissolved in the liquid is 
proportional to the partial pressure 
of that gas in the gaseous phase 
above the liquid, c equals Hp. lq 
S ince the concentration of a gas in ^>6 
a mixture of gases is proportional to 1 ^ 
its partial pressure, the above is 'ooa, 
equivalent to saying that the con- 20 ~ 40 — eo — so — io5 

centration of gas dissolved in the Degrees Centigrode 

liquid is proportional to the con- ^ 133.— Effect of tempera- 

centration of that gas m the gaseous water. ^ ’ 

phase in equilibrium with the liquid. 

Figure 133 shows the solubility^®^ of a number of important 
gases as a function of the temperature. It will be noted that rise 
in temperature decreases the solubility. It is important to 
remember that the solubility is proportional to the partial 
pressure of the gas and not to the total pressure above the liquid. 
Thus, the solubility of oxygen in water at 100®C. is 0.017 volume 
per unit volume of water, provided the partial pressure of the 
oxygen is 1 atmosphere. However, at this temperature, if the 
total pressure is 1 atmosphere, the vapor phase must consist 
entirely of water vapor* and the solubility of oxygen in the liquid 
under these conditions is aero. At this temperature, to dissolve 
the amount of oxygen quoted above, the total pressure must be 
2 atmospheres, the partial pressure of the water and of the oxygen 

* Since the depressing effect of the dissolved oxygen on the vapor pressure 
of the water is negligible. 
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each being 1 atmosphere. In other wprds, the solubility of 
gases in liquids at the boiling points of the latter is zero, a 
f^t made use of in the deaeration of liquids. Modification of 
the form in which the concentration in the liquid is expressed 
will sometimes broaden the range over which Henry's law holds; 
acetylene dissolved in acetone is a case in point. 

Since Raoult’s law may be written in the form Pa^Pax^ it is 
obvious that it may be looked upon as a special case of linear 
distribution between the gaseous and liquid phase. 

nittstratipn 1. — Flue gases, containing 1 per cent benzene vapor by 
volume, are to be washed with a mineral oil containing 0.5 per cent benzene 
by weight. Calculate the maximum percentage of the original benzene 
that could be absorbed (a) if the absorption were carried out at 20®C., and 
(b) U WC. 

Notes . — The vapor pressures of pure, benzene (Fig. 5, p. 14) arc 75 mm. 
of mercury at 20°C. and 120 mm. of mercury at The rnoleciular 

weight of benzene is 78.0. Over the range of concentrations and Itanper- 
atun^s involved, Raoult’s law may be applied to the partial pressun? of the 
benzene by taking the average molecular weight of this mineral oil as 230. 
Assume that the barometer is 700 mm. of mercury. 

Sclidim . — Since it is desired to reduce the benzene concentration of the 
flue gas to the minimum value, the exhausted gas must bo in contact with tlio 
leanest oil. In other words, one must employ the countercurrent prin(Mplc 
(page 430). To obtain the maximum recovery, the absorVaT must be 
infinitely tall, that the benzene concentration in the spent gases will be in 
equilibrium with the leanest oil at the top of the tower. Under these condi- 
tions, at 20**C., the partial pressure of benzene in the exit gases will equal 

0.5 

78 

"78 

Hence, at 20®C., the best that one can do will be to hkIucc the benzene from 
a pressure of 7.6 to 1.10 mm. To calculate the percentage of the original 
benzene, absorbed by the oil, take a basis of 1 mol of inert or benzene-free 
gas. 


7.6 1.10 

./v. 760-7.6 7^~i:i6 

Ihen 100 —85.6 per cent recjovery. 

760^7.6 

Similarly, at 30°C., the maximum percentage recoverable is found to be 
77.2, emphasizing the importance of low temperature as regards maxi- 
mum per cent recovery (see, however, p. 455). 
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Figure 134 shows the effect, on the per cent recovery, of changing the 
temperature of the treating agent. . ^ 

Liquiiis and Liquids. — Similarly, the distribution of a solute 
between two immiscible liquids is frequently linear; i.e,, at 
equilibrium the concentration of the solute in liquid A is propor- 
tional to its concentration in liquid JB. 

These two simple distribution laws are usually but not always 
valid at low concentrations. Thus, Henry's law almost always 
applies for sparingly soluble gases, because in such case it is 



obvious that the concentration of gas in the liquid phase cannot 
possibly be high. It likewise frequently applies to very soluble 
gases so long as the concentration in the liquid phase is low or, 
what is equivalent to the same thing, the partial pressure in 
the gaseous phase is very low. Similarly, the distribution of a 
solute between two liquids of limited miscibility is usually linear 
so long as the concentration in the two phases is small. When- 
ever the concentration in a liquid phase becomes high, deviations 
from proportionality almost always begin to develop. 

Special Cases , — Many solids are porous and, when impregnated with 
solutions, hold these solutions within their voids. In order to remove the 
solute from such a solid, it may be necessary to allow the solute to diffuse 
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tii6 vpids within the solid out into a loss concentrated external sur- 
mounding solution, thus to be washed away* The amount of solute held by 
such solids is obviously proportional to the concentration of the solution 
in the internal voidSk Since such an internal solution will obviously be in 
e(|uilibriuni with an external solution, outside the solid, of equal concen- 
tration, it follows that the concentration of solute within the solid, expressed 
as a relation between the amounts of solute and solid, is proportional to that 
of the external solution with which it is in equilibrium. Such cases are 
illustrated by leather, wood pulp, fabrics, etc., satiirated with solutions of 
nonadsorbed materials. 

One can have withui the internal voids solutes present as solids in excess 
of that in solution within those voids. In such c-ases the mass will be in 



X- o»t S.C. 

Gram Charcoal 
Fio. 135. 


equilibrium with a satxirated external solution of the solute at all concen- 
trations of the solute within the solid, above that corresponding to a satu- 
rated soiutwm just sufficient to fill the internal voids. 

2. Adsorption 

Solids and Gases. — Certain solids and gases combint! to form 
compounds which may be loose or very stable, but which differ 
from compounds such as calcium carbonate, formed by inter- 
action of calcium oxide and CO 2 , in that, first, the combination 
does not take place in constant stoichiometric proportions and, 
second, the decomposition pressure is not independent of the 
amount of gas combined with the solid providfui excess solid is 
present, but varies progressively with the gas quantity held by 
the solid. The data of a characteristic adsorption reaction, 
namely, that of CO 2 gas^^> on activated charcoal, are shown in 
Fig. 135. 

It will be noted that, at very low partial pressures of the C02> 
relatively large quantities of the gas are held on the solid. As the 
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partiai pressure of the gas is increased, the amount held on the 
solid at equilibrium also increases, but at a much less rapid rate 
than would correspond to linear distribution. Finally a point 
is reached at which a relatively large increase in partiai pressure 
of the gas is required to force a given increase of gas on the solid. 
Figure 185 shows also the data for the adsorption of benzene 
vapor on charcoal. 

A similar curve for a more loosely held gas, nitro^n,^^^ is 
also shown in Fig. 135. While the general shape of t^e curve 
is the same, the difference lies in the fact that much less gas is 
held by the solid at low partial pressure of the gas. 

Mechanism . — exact mechanism of adsorption is still a 
matter of dispute. It seems certain that in some cases adsorp- 
tion is due to chemical combination of the gas with the free 
valences of atoms on the surface of the solid. In other cases the 
evidence indicates that adsorption is due to liquefaction of the 
gas and its retention by capillary action in the exceedingly fine 
pores of the adsorbing solid. In some cases the two phenomena 
are probably BU])erimposed. Often one encounters curves of the 
type shown in Fig. 194 (page 620) for water adsorbed on cotton, 
in which at low pressures one gets a characteristic adsorption 
relationship, the water held flattening out to an approximately 
asymptotic value, followed later by a further rise in adsorption 
at high partial pressures of the adsorbed gas. It has been sur*- 
mised that the finst part of the diagram may represent chemical 
adsorption and the latter, capillary effects; or it may be that the 
first part represents liquid held in exceedingly fine capillaries 
and the latter, the influence of capillaries an order of magnitude 
larger in size. 

Freundlich Equation . — ^Vhatever the mec^hanlsm, the equilib- 
rium between a gas or vapor and an adsorbing solid is generally 
exponential in character over certain ranges in concentration. 
This relation is expressed by the Fieundlich equation, 

p = 

where p is the partial pressure of the gas in equilibrium with 
the solid and X is the amount of the gas adsorbed per unit 
quantity of adsorbent; 6 and n are constants. In true adsorp- 
tion, n is always greater tlian unity.* The more firmly the gas 

* If n « 1, one is dealing with a phenomenon of solution which follows 
Henry's law and which is not clashed as adsorption. The solubility of 
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te adsorbed^ the greater is the numerical value of n. The 
V is proportional to the active surface of the adsorbing 

solid. While it has been claimed that this equation has theo- 
retical basis, it is probably safer to regard it as empirical in 
character. The data demonstrate that it is not exact, but as an 
interpolation formula over very wide ranges it is extremely 
valuable. Numerical illustrations of this equation will be found 
on pages 608 and 512. From the form of the equation it is obvi- 
ous that if one plots on logarithmic paper the partial pressures 
of the gas as ordinates against the equilibrium concentrations 
on the adsorbing solid as abscissas, the equation demands that 
the data fall on a straight line, the slope of which is equal to the 
exponent n. This offers a ready means of testing the applica- 
bility of the Freundlich equation to any given set of data. 

While adsorptive phenomena are to no small degree specific 
in character, it is nonetheless possible to lay down the general 
rule that the higher the molecular weight and the lower the 
volatility of any gas, the greater its tendency to adsorb on any 
solid. So marked is the influence of volatility, f.e., the vapor 
pressure of the liquefied gas in the pure state, that it is often 
, better to express the concentration of the adsorbed gas, not as its 
partial pressure in the gaseous phase, but as the ratio of its 
partial pressure to its saturation (vapor) pressure.* Expressed 
in this way, it is found that the influence of temperature on the 
equilibrium is relatively slight, f The adsorption equilibria of 
water on textile fibers at various temperatures are plotted in Fig. 
194 (page 620). As vapor saturation is approached, the Freund- 
licb equation always breaks down. 

CO* in solid rubber is a case in point. See Venable and Fuwa, J. Ind. Eng, 
Chem,y 14 , 139 (1922). If n is less than unity, the phenomenon is sometimes 
called negative adsorptioUt but is of minor technical 

* In the case of water, this ratio is the relative humidity, ( page 577). 
The term relative humidity is not infrequently to, the concentration 

of vapom other than water when expressed in the same way: h^pjP, 
t In certain cases, as in the adsorption of SO* by silica gel, equilibrium 
data at various temperatures may be correlated by the Freundlich equation 
modified as follows: 

where 7 is the surface tension. Expressing X as cubic centimeters of liquid 
SO* per grams of gel, McGavack and Patrick, /. Amer. Chj&m, 80c., 42 , 
946 (1920), found n to be 2.24 between — 80®C. and +100®O, 
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Seledive Adsorption . — So impoHant is the effect of volatility 
that it is frequently possible for a gas of low volatility to displace 
one of high volatility. Thus, if activated charcoal is brought in 
contact with natural gas, it adsorbs a certain amount of all the 
hydrocarbons of the gas. On the other hand, per unit partial 
pressure, the high-boiling constituents of the gate are adsorbed 
selectively, i.e., far more completely than the low-boiling con- 
stituents. Furthermore, if this same charcoal is treated with 
additional gas, the high-boiling components of thk second 
quantity of gas will adsorb on the charcoal and, in order to do so, 
will to a large degree displace the low-l:>oiling constituents already 
adsorbed. In this way a charcoal that has picked up from a gas 
relatively large quantities of methane, ethane and propane will, 
when treated with further gas, adsorb pentane, hexane and higher 
hydrocarbons by displacing the lower-boiling ones already picked 
up. This is the reason for the fact that by the intelligent use of 
activated charcoal in recovering gasoline from natural gas it is 
possible to produce a product relatively free from gases of low 
molecular weight. 

Importance of Surface . — ^The concentration of adsorbed gas 
or vapor per unit area of adsorbing solid is exceedingly low, i.e., 
the adsorbed film is very, very thin. Therefore, in order to 
adsorb large quantities of gas, it is essential to have aii enormous 
amount of adsorbing surface. This might be secured by having 
the adsorbing agent finely subdivided. Because of the diffi- 
culties of handling powders, however, it is preferable that the 
adsorbing agent consist of a spongy, porous material, agglom- 
erated into granules so that each individual lump is relatively 
large, but, because of its porous structure, the total surface is 
enormously greater than could be realized with a dense solid of 
the same grain size. Thus the apparent density of the individual 
granules (best called “grain density of w<!ll-activated charcoal 
is about 0.83,* while that of the carbon itself is 1.89. Thus the 
granule itself contains 56 per cent capillary voids. 

Solids and Liquids. — Solids cah adsorb solutes from solution 
in liquids by a mechanism entirely analogous to the adsorption 
of gases. Here also the Freundlich equation applies. Cases 
in point are the adsorption of direct dyestuffs by textile fibers, 

* This must not be confused with apparent density, i.e., the weight, per 
unit voliune of the granules in bulk, which in this case is 0.46 gtn. per o.c. 
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Jke adsorption of tannic acids by both hide substance and vege- 
table fibers and the adsorption of organic colors by fuller’s earth, 
bone char, activated charcoal and the like. Computation 
methods do not differ in principle from those employed for the 
adsorption of gases by solids. 

Blustratioxi 2*— Water contains organic color which is to be extracted 
with alum and lime. Five parts of alum and lime per million parts of water 
will reduce the color to 25 per cent of the original color, and 10 parts will 
reduce the color to 3.5 per cent. 

Fetimate how much alum and lime as parts per million are required to 
reduce the color to 0.5 per cent of the original color. 

SoliUt&n , — ^Let y be the residual color in the solution, expressed as a 
fraction of the origimil value, and X be the ratio of adsorbed color to adsorb- 
ent. Since log y=log h-j-n log A". Applying this equation to 

the data, one finds 


log^ = 
2/2 


n log “ or log 


^,25 

0.036 


n log 


75/5 

96.5/10 


whence n~4.45. Also, log (yi/vz) =4.45 log (Xi/Aa) or log (0.25/0.005) = 
4.45 log (15/X8), whence Xz equals 6.23 = 99.5/s and the parts of adsorbent z 
are found to be 16.0. 


Gases and Liquids. — While gases and vapors adsorb on the 
surface of liquids, it is but rarely that liquids can be employed 
in a permanent state of subdivision sufficiently great to furnish 
the surface necessary to adsorb appreciable quantities. On tlie 
other hand, liquids dissolving gases sonictim(js give equilibrium 
diagrams extremely similar to adsorption curves. I'hctse are 
usually liquids which combine chemically with the dissolved 
material. A case in point is that of sulfuric acid and water, 
the equilibrium diagram for which is given in Fig. 13b. In 
such cases computations may be made by the same methods 
employed for solid adsorbents. 

3. Chemical Combination 

When a gas is treated with an absorbent with which it com- 
bines chemically to form a stable compound, *so long as there 
is excess of this absorbing agent, at equilibrium the partial 
pressure in the gaseous phase is negligible. Thus, if ammonia 
is being absorbed in excess sulfuric acid, as in the manufacture 
of ammonium sulfate from illuminating gas, or CO 2 in excess 
caustic, as in gas analysis, or the like, the gas left undissolved 
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after thorough contact between the gaseous and liquid phases 
is negligible* Similarly, if one is absorbing a gas by a solid with 
which it firmly combines chemically, such as CO 2 by calcium 
oxide in the purification of air for liquefaction, the absorptiion 
is complete so long as contact is adequate and the absorbent 
is present in excess. 


4. IncompiiEte Chemical Combination 

In many cases the combination is a loose and unst|ble one, 
i.e.f the compound is subject to partial dissociation. Such 
cases are obviously governed by the law of mass action. Other 
cases undoubtedly involving loose chemical combination are of a 
character such that it is difficult to demonstrate this quantita- 
tively. A case in point is the absorp- 
tion of water vapor by sulfuric acid, 
the equilibrium data for which are 
found in Fig. 136. 

An interesting case of chemical 
combination is found in the distribu- 
tion of certain substances between 
liquids in which the substance in ques- 
tion exists in different degrees of 
polymerization. Thus, acetic acid 
dissolves in benzene in the form of 
double molecules and in ether as single 
molecules. If one grants the presence 
in the benzene solution of a small 
proportion of single molecules, the concentration of which is in 
equilibrium with both the double molecules in that solvent and 
the single molecules in the ether, the law of mass action requires 
that at equilibrium the distribution of the acetic between the 
two solvents be determined by the following'equation: 



2 5 4 

Mob HaO 
MolTTbSOl' 

Flo. 136. — Equilibrium dis- 
tribution of water between air 
and H 2 SO 4 . 


where y is the concentration of acetic acid in ether, x is the 
concentration of acetic acid in benzene and j is the distribution 
constant. 

Wiicn a gas combines chemically with a solid to form a second 
solid phase present as such, the compound must dissociate, giving 
a constant partial pressure of the gas so long as any of the com- 
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pound both its dissociation products are present. Thus, if 
calcium oxide absorbs C0« to form calcium carbonate, so long 
as all three of these substances are present, equilibrium can exist 
only at a certain partial pressure of CO 2 , the value of which 
depends on the temperature and on nothing else. Because 
of this fact it can be laid down as a general rule that chemically 
combining solid absorbents are unsatisfactory; for, if the com- 
pound formed is one readily dissociating, its partial pressure is 
relatively high and, since combination cannot take place if the 
partial pressure of the gaseous component is below the equilib- 
rium pressure, it is impossible to get complete absorption; 
on the other hand, if the compound is a stable one and the 
equilibrium pressure is correspondingly low so that absorption can 
be complete, the very stability of the compound formed makes it 
difficult to decompose it and therefore hard to recover the absorb- 
ent for re-use. Thus, while it is true that calcium oxide is an 
excellent absorbent for CO 2 , to recover tne calcium oxide for 
re-use, the carbonate must be heated to approximately 900®C. 

PART IV. RATE OF ABSORPTION AND EXTRACTION 

Introduction. — All available data indicate that phases in 
contact are, at the interface itself, always at equilibrium, or 
substantially so. For the interaction between liquids and gases, 
the data are quite conclusive; in interaction of solids and liquids, 
equilibrium at the interface has been demonstrated to exist 
when crystals dissolve in suitable solvents; in the case of solid 
absorbents, whether reacting with gases or liquids, the phenom- 
ena are complicated and the available data sufficiently accu- 
rate to serve as a basis for a conclusion are decidedly limited, 
but none of the data are incompatible with the above generaliza- 
tion, and throughout this treatment equilibrium at the interface 
will be assumed. 

This assumption of equilibrium at the interface is equivalent 
of the assumption of such rapid interaction between the phases 
at the exact point of contact that this interaction is not a con- 
trolling factor in delaying the ultimate result. Hence, it follows 
that the thing which controls the rate of interaction of phases is 
transfer through the phases themselves and that, therefore, 
the capacity of every apparatus for absorption or extraction is 
limited by and dependent upon mass-transfer phenomena. C5on- 
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aequently, in process of absorptibn and extraction, the quantita^ 
tive mass-transfer relationships are just as important as the 
equilibrium itself.* As pointed out on page 429 the transfer 
through a single phase involves both the transfer through the 
main body by turbulence or eddy diffusion and transfer through 
the surface film by molecular diffusion. Since the two mecha- 
nisms are quite different, the rate of transfer for each will first be 
considered separately. 

Molectilar Diffusion in Gases. — The fundamental difforentM equations 
for diffusion of gases were first derived by Maxwell. They were later 
reexamined along somewhat different lines by Stefan, who also applied the 
diffusion laws to liquid mixtures. 

Visualize a single molecule of one component A, diffusing unidirectionally 
through a binary gaseous mixture of A and B, The experimental evidence 
is conclusive that the frictional resistance to motion by diffusion is propor- 
tional both to the relative velocity Of the diffusing component past the inter- 
fering one and to the diffusion distance dz. It is to be anticipated that the 
resistance will be proportional to the number of molecules of B which block 
the path, a quantity which is in turn proportional to the partial molal 
density of B, wb. Granting that these two terms determine the friction 
encountered by a single molecule of A, the total frictional resistance to 
diffusion of component A will equal this resistance met by the individual 
molecule times the number of the molecules. This latter quantity is 
proportional to the partial molal density of A, wa, and the total frictional 
resistance to diffusion of A is given by the expression /3AawA<«>a(«A— Ma) dz, 
where ua and ub are the velocities of components A and B, respectively, 
measured in the z-direct ion, and ^ab is the coefficient of resistance to diffusion 
of component A through B, 

Excluding the influence of extenial forces and temperature variations, 
this frictional resistance must be overcome by an equivalent drop in the 
partial pressure of A, —dp a, over the section in question. Li other words, 
— dpA «i^^AB«At*>a(uA’~UB) dz, or 

— dpA/dz»/3AawAwa(uA~Ua). (1) 

Clearly a similar equation may be written for the other component; 

dpa/dz « l3BA<aAo>B (ua ^ub)* (2) 

If there is no major bulk motion of the gas in the direction of diffusion, the 
total pressure P of the gas must be the same at all points in this direction. 

* When a material diffuses from one substance to a second substance 
existing as a separate phase, the principles are the same regardless of whether 
the materials diffused from a gas into a liquid or from a liquid into a gas. 
This applies to the transfer of a vapor from gas to solid, and from solid to 
gas. To cover such diffusion in either direction, the term irUeradion is here 
employed. 
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Ionise the total pressure equals the sum of the partial pressufe, P pa, 
:4iffereutiation gives dj>A and dpB are equal and have 

opposite signs. This last relation combined with Kqs. 1 and 2 results in 
coefficient of resistance to diflfusion of A through B must 
be numerically equal to the corresponding coefficient of diffusion of B 
through A. The subscripts may, therefore, be dropped and /3 considered 
as the Common resistance coefficient for the mixture of the two components. 

It is more convenient to work with molal rather than volumetric units. 
The partial molal density o>a multiplied by ua equals the molal rate of inter- 
change of A per unit interfacial surface, i.e., i^AUA equals dNA/dA and 
similarly b>BUB equals dNu/dA. Also o>a equals pa/ETj where T is the 
absolute temperature and jR is a suitable value of the gas constant, ujb 
equals pb/RT, Equations 1 and 2 may now be written 

-dpA _ -f dps 1 /pa dl^A 7>AdNB\ 

—dr~^"^dr^DZ\ dA ^ 4A ) 


where the term RT/d is replaced by the “ cliff usivity’* Dm^ expressed in 
tnolal units. 

These equations for ** point conditions^' may be integrated iiito several 
fonns depending on the diffusion conditions. 

1. Gaseom Diffusion of One Component Only . — This case was discussed 
by Stefan in connection with a special technique employed by him for 
determining the coefficient of diffusion of a vapor through a gas. Its 
engineering import^ance is very great, particularly in the evaporation of a 
liquid into a gas or the condensation, absorption or adsorption of a vapor 
from a binary gaseous mixture. In sucli cases the va{x>r must diffuse 
through the gas film separating the liquid-gas interface from the main body 
of the gas. 

Where there is no net diffusion of B, dNs is zero, and Eq. 3 becomes 


dNA _ Dm dp A 
dA pit dz t 


(3a) 


which shows that the molal rate of transfer of A between gas and liquid is 
directly proportional to the product of the diffiisivity and the partial 
pressure gradient through the film, and invemely proportional to the partial 
pressure of the nondiffusing gas. 

Where the fractional variation in pB through the film is small, pB may be 
considered constant at an average value, (pii)*v., and Eep 3a may be inte- 
grated across the true gas film from 0 to B/ and from p^i to p^, giving 


_dNA_ Dm / ' _ s 

dA" 


(4) 


Where the fractiotuil variation of pa is too large to be neglected, —dp a in 
Eq. 3o is replaced by dpa, giving upon integration 


-dNA 

dA 


Bf 



( 6 ) 
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Eqtiation 5 may be rearranged to involve the potential differetiee by 

multiplying through by an identity (p^ —pAi) /{psi --Pb)) pving 


dN A _ Dmi PA -pAi) ^ (p' -p i) 
dA B/(pB)Lm, 


(5o) 


where (pj 9 )Lm. is the logarithmic mean of pm and pj, p'--pi represents 
vl'^PAii andr/ is the resistance of the film to diffusion. 

2. Gaseom Diffusion under Steady Conditions in Binary Mixtures, Both 
Components Diffusing But in Opposite Directions , — ^These are essentially 
the conditions obtained at any particular point of contact of, liquid and 
va|ior in a rectifying unit operating continuously. Thus, in thi case of the 
rectification of a mixture of water and ammonia, at a given element of 
contact between vajxyr and liquid in the column, ammonia is diffusing from 
the liquid interface out through the gas film into the vapor and a correspond- 
ing amount of steam diffuses in the opposite direction from the body of the 
vapor through the film itilo the interface. The concentration of water in 



component ,4. 

the vapor at the point in (piestion is maintained constant, despite this 
diffusional loss, by the steady flow of vapor up the column from below. 
Similarly, the ammonia concentration in the body of the liciiiid is maintained 
by the flow of reflux dowj\ the column from above. Thus liquid and vapor 
concentrations at the point are maintained constant and diffusion takes 
place under steady c.onditions. For the usual (‘-ase, where dNjt equals 
— dN A, Eq. 3 b(H!omes 

-dpA I fPAdNA^VB dNA\ dNA 

~dz~^Dm\ dA f'^lfmdA 


Noting that the mol fraction y in a vapor equals pa/P and that dy equals 
dp A IP, Eq. 3 reduces to dN a! dA = -Dm(dy/dz), Integrating through the 
film from 0 to B/ and from yi to y' gives 


dN^ 

lA 


DAVi-yJ 




(7) 


where dN a / d A represents the molal rate of evaporation of the more volatile 
component per unit surface and yi is the mol fraction of the same component 
at the interface between liquid and vapor. 
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Values of Dm and B/ are necessary for the use of these equations. Values 
■ Dm can be satisfactoiily predicted by usini^ Maxwell^s theoretical equation 
Irith ah empirical constant. For a given binary mixture Dm is directly 
proportional to the square root of the absolute temperature and independent 
of the total pressure. For different mixtures Dm is proportional to the 
square root of the sum of the reciprocals of the molecular weights of the two 
gases, and is also a function of the effective volume of the molecules. Table 
1 on page 4(10 gives the diffusivity for a number of common binary mixtures. 

The value of the film thickness, B/, depends on the flow conditions in a 
way similar to the film thickness for heat transfer. In the case of given 
flow conditions and for concentrations of the diffusing substance low enough 
so that the properties of the mixture are not appreciably changed, the film 
thickness should be the same for all substances. It is probable that under 
comparable conditions the film thickness for heat transfer is the same as for 
mass transfer, 

Z. MtiUicompment Diffusion . — Diffusion equations are available for 
systems containing more than two gases, but because of their complexity 
they are much more difficult to use. They indicate that, where the con- 
centrations of the gases undergoing diffusion are small, i.e., the main com- 
ponent is not diffusing, the equation for binary mixtures may be used as an 
approximation for each diffusing component, considering all other gases 
as the stationary component. Thus, in the scnibbing of a dilute mixture 
of ammonia gas and air with cold water, the two-component equation » when 
applied to the diffusion of ammonia or water vapor, will give results within a 
few per cent of the more complicated equation for a ternary system. 

XHffusioti in Liquids. — Stefan has given similar derivations for the diffusion 
in liquids which may be given as 

( 8 ) 

where Dl is the diffusivity through the liquid phase, having the equivalent 
film thickness Bl} is the potential difference, i.e.y the concentration of A 
at the interface between phases, minus the concent ration of A in the main 
body of the liquid; and kt is the diffusion coefficient in Eq. 8. 

The correlation of diffusivities in the liquid phase is less satisfactory than 
for the gas phase; this is undoubtedly due to the complicating effects of 
ionization, association and dissociation, and to the difficulty of eliminating 
natural convection. However, for a given temperature, it is possible to 
correlate Dt for systems in which there is little ionization or association. 
Thus the diffusion of many organic compounds through other organic 
liquids and the diffusion of gases through liquids give values of Dl which 
agree well with certain ‘‘semitheoreticar^ equations. For such binary 
systems the diffusivities are inversely proportional to the square root of the 
sum of the reciprocals of the molecular weights. Owirig to the high vis- 
cosity-temperature coefficient of liquids compared with gases, the effect of 
temperature on the diffusivity in the liquid phase is much greater than in 
the gas phase. Experimental data are meager but indicate that the diffusiv- 
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ity in the liquid phase is approximatdy proportional to the inverse three- 
halves power of the viscosity. Table II on page 461 gi'^J^es values of liquid- 
phase diffusivities. 

Transference in Main Body. — The problem of transference through the 
main body of the gas phase by convection or eddy diffusion has not been 
solved so satisfactorily as the transfer by molecular diffumon. This is 
largely due to the lack of an adequate knowledge of the mechankim of 
convection. 

Experimental data for the evaluation of the rate of transfer by eddy 
diffusion are meager, but consideration of the mechanism would indicate 
that for given flow conditions the current density of tran^r should be 
independent of the physical properties of the component being exchanged 
so long as the latter does not appreciably alter the flow conditions or turbu- 
lence. Thus a turbulent body of fluid would have the same resistance for 
all substances so long as its own properties were not altered signiflcantly. 

Transfer Coefficients. — In engineering calculations the net 
transfer coefficient is desired rather than the individual coeffi- 
cients for the film and main body. 

These rate coefficients are defined by the equation 

-^ = ko{p-pd=-kr(y-Yd (9) 

wh(‘re ka is the coefficient used when the driving force is expressed 
in terms of the partial pressures of the diffusing constituent and 
kr is the coefficient where the driving force (Y—Yi) is expressed 
in mols of A per mol of B in the gas phase. * By analogy with the 
corresponding case in heat transfer (page 109), the mass transfer 
from the main body of the gas to the interface can be visualized as 
meeting two resistances in series, that of the turbulent main body 
of gas and that of the gas film. The gross gas-phase resistance 
r is then the sum of the two individual resistances rc+r/. 
Algebraically expressed, 

dNA_Po-p'_p'-pi_Pa-pi_(po-Pi)_,. 

-TA — — ? — mpo-p<). 

♦ In dealing with problems in humidification and dehumidification, it is 
convenient to express the driving force hi terms of absolute humidity H, 
expressed as a mass ratio of A to J5, rather than in terms of the mol ratio F, 
and to replace dN a/ d A by dW jdA^ where dW is the rate of evaporation 
expressed in mass units. Equation 9 then takes the form 

Wlien using consistent units, kn equals 
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^ shovrai by Eq. 6a, rj equals giving 

1 I Bf(,Ps)um. 


( 10 ) 


At present the only satisfactory evaluation of n is by the use 
of Eq. 10 together with experimental determinations of kg. 
The (hrect experimental evaluation of B/ is difficult but fortu- 
nately is not necessary for the utilisation of the above equation, 
since values of ko can be measured for two substances with 
different diffusivities when these substances are allowed to diffuse 
separately or simultaneously through a third component, under 
conditions such that the diffusing substances do not alter the 
flow conditions of the third component. These two values of 
kof together with known values of Dm and the fact that the flow 
conditions were such that Vc and B/ were the same for both 
substances, allow the calculation of both Ve and B/, These 
values may then be used to predict values of ka for the transfer 
of other substances under similar conditions. Tlie utility of 
Eq. 10 will be demonstrated by numerical examples (Chap. 
XV on Absorption and Extraction). Actually the transfer 
of heat may be utilized in place of one of the substances and 
this illustrates the complete analogy between mass and lieat 
transfer. The applicability of this analogy will be considered 
in Chap. XVII on Humidity. 

Both Tf arid n decrease with increa.sing velocity of the fluid 
past the interface. PrandlFs study of the relation between 
heat transfer and friction would indicate that r; decreased with 
increasing velocity faster than n, and that at v(^ry high velocities 
the main resistance to transfer would be eddy diffusion. The 
experimental data on mass transfer are not sufficiently precise 
to evaluate the effect of velocity on the relative value of the 
two resistances, but they indicate that any such effect is rela- 
tively minor in comparison with the large change in magnitude of 
Tc plus Vf. For given flow conditions the ratio of n. to Vf depends 
on the diffusivity of the system in question: thus in systems 
with relatively large diffusivities the resistance to transfer will be 
mainly in the main body while small diffusivities increase the 
relative importance of the resistance of the film. For a given film 
thickness, in the first ease an increase of turbulence in the main 
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body would materially aid the transfer^ but in the latter case it 
would be of much less value. / 

Transfer ooeflEicients have been correlated by methods similar 
to those for heat transfer, using dimensionless groups. Thus 
is found to be a function of Reynolds number 
and a group fx/MDm, which is analogous to the Prandtl group 
in heat transfer. Another method of correlating mass-transfer 
data has been to visualize a fictive film of thickness B such that 
its resistance to molecular diffusion would equal th§ observed 
transfer resistance: the values of B so 

calculated were then correlated by dimensionless functions. 
The congelations of experimental values of the transfer coeffi- 
cients will be given in the chapters on Humidity, Absorption 
and Extraction, and Distillation. 

1. Gases and Liquids 

The foregoing considerations indicate that transfer through 
the gas phase proceeds at a rate that is proportional to the differ- 
ence between solute concentrations in the main body of the gas 
and at the interface.! Transfer through the liquid phase, on the 
other hand, is controlled by the difference between the concentra- 
tion of the solute in the liquid at the interface and its concentra- 
tion in the main body of the liquid. Since the surface films are 
generally thin, the actual amount of solute contained in them 
at any one time is usually negligible compared with the amount 
diffusing through them. It follows, therefore, that all the 
solute which passes through one film must also pass through the 
other, and tlie two films may be considered as two diffusional 
resistances in series/^^ Under certain circumstances the resist- 
ance of one of the films may be so much greater than that of the 
other that the second film may be neglected and the problem 
treated as if only one film existed. 

* Upon comparing this relation with Eq. 10, it is seen that, except where 
Tc is negligible relative to r /, the fictive thickness B is greater than B/. Never- 
theless this concept of the effective film, whose resistance equals the actual 
resistance is allowable and is frequently used. 

t Resistance to diffusion due to a gas film is, of course, nonexistent in the 
special case where an absolutely pure gas is being absorbed. This problem 
is very rarely encountered in practice, however, since the presence of very 
small amounts of inert- gas, which will concentmte at the liquid surface, is 
sufficient to create an effective gas film. 
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! Th6 acttount of solute transferred per unit time by diffusion 
^^brough the two films is dN (see table of nomenclature on 
page 458 for r^sum^ of all symbols). The rate of transfer is 
obyioudy proportional to the surface of the interface dA and it is 
convenient to refer to the current density dN /dA, This quantity 
is equal to the transfer coefficient (fco for a gas phase or ki for a 
liquid phase) multipli^ by the concentration difference available 
as a driving force, 

~-^==ka(.Pa—pi)-ki.{Ci—Cj,) ( 11 ) 

where p is the partial pressure of the diffusing substance in the 
gas and c is its concentration in the liquid. The subscripts 
O, i and L refer, respectively, to conditions in the main body of 
the gas, at the gas-liquid interface and in the main body of the 
liquid. 

It is clear that the numerical value of the transfer coefficients 
ko and ki will depend upon the units in which the gas and liquor 
concentrations are expressed. The choice of these units is 
purely arbitrary. In this chapter, unless otherwise specified, 
solute concentration in the gas is expressed as its partial pressure 
in atmospheres and concentration in the liquid as grams per cubic 
centimeter because this makes the separate values of ko and kL of 
the same order of magnitude for many cases. 

The data at present available indicate that at the true inter- 
face between liquid and gas the two phases are substantially at 
equilibrium (p< in equilibrium with c<), even though there may 
be rapid diffusion and therefore high concentration gradients 
through the films on the two sides of that interface. This fact 
puts one in a position to visualize clearly what takes place in an 
absorption process. Conditions at the interface are determined 
by two factors: first, the equilibrium between gas and liquor con- 
centrations; and second, the fact that all the solute diffusing 
through the gas film must also diffuse through the liquid film. 
Thus, Pi is a function of Ci, 

Pi^f(Ci)f ( 12 ) 

this function being the solubility equilibrium relationship* 
If the values of ka and of kt are known, the values of pi and c,-, 
the interfacial concentrations, are at once determined by Eq. 11. 
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If, f^ exasople, ko should be just equal to kt, to satiny Eq. 11, 
ipa—pi) would have to equal (<j<— cz,). / ?' 

Overall Ooeffidents. — It is generally convenient to utilize 
an overall coefficient for the gas and liquid phato rather than 
the individual coefficients. However, the concentration diffen- 
ence to be used with the overall coefficients is the total difference 
between the main bodies of the gas and liquid, expressed in 
comparable units. Thu.s, if gaseous concentration is expressed 
as partial pressure p®, the liquid concentration must beitgiven as 
px* corresponding to equilibrium with the actual liquid con- 
centration Cl. Similarly, if the liquid concentration ci is used, 
the gaseous concentrations must be expressed as Ca* (the liquid 
which would be in e<iuilibrium with p®). In these units Eq. 11 
becomes 

-^=Ko(pa-pL*)^Kt{ce*-eL). (13) 

On such a basis of comparable units the ratio of the resistance 
of either phase to the total resistance is given by the ratio of 
the decrease in driving force through that phase to total con- 
centration difference across both films, f.e., the fractional resist- 
ance of the gas phase 1/ko-^l/Ka is {pa—pi)/{po-'P*} and for 
the liquid phase I/Ul'^I/Kl will equal (p*— pz.^)/(pf 7 — p/). 
Comparable expressions may be obtained in terms of differences 
in liquid concentration. 

Effect of Solubility, — ^The overall coefficients are most con- 
veniently obtained in terms of the individual coefficients by 
setting Ap—nACf where n is the proportionality constant of 
solubility, which will usually be a function of both temperature 
and concentration, but for the special case where Henry's 
law applies n will be a function of temperature only. Expressing 
Eqs. 11 and 13 in pressure units: 

-^=^Ka(pa-pL*) ==^(Pfir-p/) =ho(pff-p.) ^~,(Pi-Pi*) 

where n' is equal to {j>i—p*)/{.Ci—ci) and n" equals (po— pt*)/ 
(co* — Ci), from which 

1 1 .n' n" 

Ko’^kirk^Kt 


( 14 ) 
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for Bfenry^s law where p^c/H, and n" are both equal to 

i/H, giving 

1 _ 1 , 1 _ 1 
Ka'^ko^HkL^^HKi,- 


Since in the units specified on page 450 the values of ka and ki 
are often approximately the same, it is apparent that the relative 



C*0m. NHj/Ccm. Solution 
Fig. 138. 

liquid phase controlling/’ 


value of the gas-phase resistance 
I /kg to the liquid-phase resistance 
n' /ki will be largely controlled by 
the value of n'. The value of w' is 
determined by the solubility rela- 
tionships of the system involved. 
Thus for gases of high solubility the 
value of n' will be very small and 
the resistance to diffusion will be 
essentially 1/fcp, and the condition 
is called one of *^gas phase controll- 
ing”; for very slightly soluble gases 
the value of n' will be large and 
n//kL will be large relative to l/fco, 
and the main resistance will be the 
liquid phase, giving a condition of 
Gases of intermediate solubility will 


give conditions intermediate between the above extremes, and 


the resistances of both the liquid and the gas phases will be 


significant. 


These conditions are easily visualized by graphical representa- 
tion in a plot of partial pressure vs. concentration. Equation 11 
when rewntten as kL/ko — {pa’-pi)/{ci-‘CL) represents a line of 


slope — ^ in a partial pressure-concentration diagram. Like- 


wise the equilibrium curve l>etween gas and liquid may also bo 
plotted and, since p< and Ci must be on the equilibrium curve, 
a graphical representation of Eq. (11) is possible. Figure 138 
represents such a plot for the system ammonia-water (a case 
of intermediate solubility) at a temperature of 30®C. where OA 
represents the equilibrium curve. Consider the abg^ption 
of ammonia from a gas in which its partial pressure 0.300 
atmosphere, by an aqueous solution containing 0.005 mg. of 
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amtapnia per e.c. These conditions can be represented by the 
point F, whose ordinate is pa and whose abscissa is If the flow 

conditions were such that kt. were equal to ko, the equation would 

indicate that a line through point F of slope — ^ would interact 

the equilibrium curve at the point p<, c<. Thus for the case given 
above p< would equal 0.195 atmosphere and Ci 0.105 gm. per c.o. 
The value of pt* is seen to be approximately zero and the ratio 
of the gas-phase .resistance to the total resistance, ^po— pO/ 
(po~p£*), is 0.105/0.3 or 0.35, and in this case the gas phase 
offers about 35 per cent of the total resistance and the liquid phase 
65 per cent. The value of n' is the elbpe c4 the chord pa^ng 
through Pi, Ci and pi*, Cl, or through points O and D. It is 
apparent that the significant factor is 
the ratio of the slope between points 
kt, 

F and D, which is — to the slope 
between 0 and D, which is n'.* If n' 

kt. 


0.4 


0.3 


is equal to 


the resistances of the 


two phases will be equal; if n' is 

ICf 

greater than —t*? the liquid-phase 

fCy 

resistance will exceed the gaR-phase 
resistance; and if n' is smaller than 
kt 


£ 

< 

c 


0.2 


o 

a 


0.1 


kit 


the reverse will be true. * These 


F 

/ 

1 


J 


4 

1 


0,01 


0.02 


c*M9.02/Ccm.H^O 


conditions are illustrated in Figs, 139 Fig, 139,— Absorption of O 2 in 

and 140 where .similar constmetions are water. 

given for the system oxygen-water (high value of n!) and the 

system HCl-water (low value of n') for — ^ equal to 1 and for 

the same liquid and ga.s concentration as used in Fig!^ 138. The 


* In terms of liquid concentrations the ratio of the gas-phase resistance 
to the total resistance Ci)/(co^— ci:) is 0.04/0.145 or 0.276.. In 

general, the ratio of gas-phase resistance to liquid-phase resistance will be 
different when measured in pressure units than when measured in liquid 
concentration units, but, for the case where the equilibrium curve is a 
straight line between cl and co, the ratio will be the same in both units. 
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ifigute^ indicate that in the first case the resistance to diffusion 
is almost completely (99+ per cent) in the liquid phase, while 
in the latter the reverse is true (98+ per cent gas phase). 

It is posrible for the solubility relationships to be such that 
under one condition in a particular system the gas-phase resist- 
ance may be controlling while under other conditions the same 
system may offer the main resistance to transfer in the liquid 
phase; and there must obviously be conditions under which the 
resistances of both phases must be significant. These changes 
of relative resistance can be brought about by concentration 

changes in either or both of 
the gas and liquid phases, or 
by changes in temperature. 
These conditions are shown in 
Fig. 140, for the system HCl- 
water. First consider the 
conditions rejpresented by 
point F, which give the inter- 
facial conditions represented 
by point and it is apparent 
that the liquid phase offers 
less than 2 per cent of the 
total resistance. However, if 
at the same liquid concentra- 
tion and temperature the gas- 
phase concentration is raised 
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Fig. 140.- 


0ms H C l/cc Sol ution 
-Abaorption of HCl in water. 

to the condition represented by F', then the interfacial conditions 
are those at D’ and the liquid phase offers approximately 30 per 
cent of the total resistance. 

Other Variables. — ^The discussion has so far considered only 
the effect of solubility of the gas in determining absorption rate 
per unit area. The other important variables are the transfer 
coefficients ka and kt, which can be varied considerably by 
the character of the absorption process. Any factors that 
tend to cut down the thickness of the surface films or to increase 
the main body turbulence should increase the coefficients and 
correspondingly speed up the absorption rate. Thus, amtation 
of liquid increases transfer through the liquid, while hif^er gas 
velocities past the surface cause more rapid transfer through 
the gas (see pages 499 to 506). 
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The effect of such factors will be decidedly dependent upon 
whether the process is controlled by gasrphase pr liquid-phase 
resistance. Thus, a change that decreased the resistance of the 
gas phase but did not affect the liquid phase would increase, the 
absorption of hydrogen chloride but would not affect the rate of 
oxygen absorption. 

Changes in temperature influence several factors, and it is 
necessary to distinguish clearly between the eiffect of temperature 
on the equilibrium and its effect on the transfer coifficients. 
Increase in temperature makes the gas less soluble, thus tending 
to lower the rate of absorption. The transfer coeflScients them- 
selves may, however, be either raised or lowered by temperature, 
depending upon the changes in turbulence, film thickness and 
diffusivity . Liquid-phase coefficients k r. rise rapidly with increas- 
ing temperature, both because of decreased film thickness and 
increased turbulence due to lowered viscosity and because of 
greater dlffusivities. On the other hand, data regarding effect 
of temperature on the gas-film coefficient ko are inconclusive, 
but the effect of temperature is not large (see page 502). 
Although the molal diffusivity of gases increases as the square 
root of the absolute temperature, it seems probable that this 
effect is less than that due to decreased turbulence and to 
increased film thickness. 

A type of aijparatus in which gas bubbles uj) through a liqqid 
would represent vitally different conditions from one where liquid 
drops are sprayed through a gas. In the first instance, a rising 
gas bubble would continuously expose fresh liquid surface and 
the liquid-phase coefficient would be high, whereas the gas 
phase would be relatively undisturbed. Such a device should 
therefore be most satisfactory for absorbing the less soluble gases 
where liquid-phase resistance is controlling. In the other case, 
a falling drop might be expected to have only a very thin gas 
film but a fairly stagnant liquid phase. Apparatus of a spray 
type will therefore, other things equal, be well suited for absorbing 
very soluble gases. 

From these suggestions it is evident that the ratio of the trans- 
fer coefficients {kJkQ) varies with the type of apparatus and with 
the conditions of operation. It is therefore quite possible that 
the absorption of a gas of intermediate solubility might be con- 
trolled primarily by liquid-phase resistance in one ‘piece of 
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4qui^m«nt and by gas-phase resistance in another. This point is 
;illto8trated by the case of sulfur dioxide, which is almost entirely 
governed by the liquid phase when pasSed over a free surface of 
liqriid, but which is largely affected by the gas phase when 
absorbed by bubbling through water. 

It is possible to predict comparative performances of different 
solutes in the same equipment on the basis of this general concept. 
Under similar operating conditions the effective film thicknesses 
will in most cases be independent of the solute that is being 
absorbed. 

2. Fluids and Solids 

In the majority of cases solid absorbents pick up gases by 
..adsorption, the equilibria being of the type shown in Fig. 135. 
The data available on adsorption rates are incomplete, but the 
indications are that the mechanism is one of gas-phase transfer, 
the film being, however, not merely on the outside of the grain 
but also to no small degree within the solid. Consequently 
there is a very definite limit to the possibility of reducing the 
gas-film resistance by high gas velocity past the adsorbent. 

The reason lies in the structure of solid ad.sorbents. Thus 
the individual^grain of activated charcoal is not a dense solid, 
but is permeated by a labyrinth of exceedingly fine capillaries 
upon the walls of which the adsorbed gas is held (see page 439). 
It has been estimated that in the case of highly activated charcoal 
the active surface of these capillaries is of the magnitude of 20 
acres to the pound. Gas is adsorbed not merely in those capil- 
laries near the outer surface of the grain but in the inner ones as 
well. To penetrate the grain, however, the entering gas must 
diffuse along the capillaries, and this, rather than diffusion 
through the gas film around the outside of the grain as a whole, 
offers the major resistance to rapid adsorption. This resistance 
increases as adsorption proceeds, for at the start the entering gas 
is adsorbed and held at the very mouths of the capillaries, whereas 
later increments of gas adsorbed must diffuse farther into the 
capillaries, past the outer layers of carbon surface already 
saturated, to points located progressively deeper in the grain and 
not yet saturated with gas. In the case of gases and vapors, 
however, this diffumon is rapid — so much so, that for small 
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grain sizes equilibrium rather than adsorption rate is often the 
controlling factor in the process. r 

In the adsorption of solutes from liquids by solid adsorbents, 
the situation is very different. While the capillary structul?e of 
the adsoi^bent granule remains the same, these capillaries in the 
interior of the grain are normally ineffective, because the naaterial 
adsorbed from liquids almost always possesses very high molecu- 
lar weight. For example, the organic color removed ffom sugar 
syrups by bone char and from oils by fuller's earth |s in both 
cases complex in stnicture and colloidal or semicoUoidal in 
character. In consequence, the diffusion rate through the 
capillaries is exceedingly slow and, indeed, the indications are 
that the capillaries act in a certain sense as filters, their mouths 
on the outer surface of the grain becoming choked with adsorbed 
color. 

There are two important consequences. In the first place, 
wlien the mouths of the capillaries closely approach equilibrium 
with the color in the external solution, further adsorption 
becomes exceedingly slow, despite the fact that the total adsorp- 
tive (capacity of the grain has been only partially utilized. In 
other words, there develops a false equilibrium, which, however, 
sets a practical limit to the adsorptive capacity of the solid. 
It is this false equilibrium in which the engineer is interested and 
which must be experimentally determined as the basis ior 
computations and design. In the second place, the total effective 
adsorptive capacity of the solid is proportional, not to the total 
surface of the capillaries (/.«., to the total weight of the solid), 
bxit rather to tlie surface of the grains themselves, because the 
effective capillary surface is limited to that in a thin layer below 
the outer surface of the grain. Thus, whereas it has been found 
experimentally that grinding 20-mesh carbon to particles less 
than 0.001 mm. in diameter increases tTie total adsorptive 
capacity for gases only 8 per cent, the capacity of sijnilar solids 
for decolorization is approximately proportional to the total 
grain surface exposed, t.c., for h given weight of adsorljent, 
inversely proportional to the average grain size (see page 468). 
Consequently, while it is advantageous to use solid adsorbents 
for gases in the form of coarse grains, because this avoids the evils 
of dusting and high-pressure drop without introducing serious 
concomitant disadvantages, when employing similar ai^rbents 
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lor liquids, the use of them in the form of relatively fine powders 
greatly increases both adsorbing capacity and rate per unit weight 
of adsorbent employed. 

While from the preceding discussion it is obvious that the 
mechanism of diffusion of a solute from a liquid into a solid 
adsorbent is complicated and, even for the same concentration 
difference, will be more rapid at the start of the adsorbing process 
than toward its end, nonetheless the data indicate that the 
adsorption rate is substantially proportional to the total surface 
of the adsorbing grain and to the difference in concentration 
between that in the solution around those grains and that in a 
solution in equilibrium with the material already adsorted. 

Because the total adsorptive capacity of the material is 
proportional to its surface rather than to its weight, the determi- 
, nation of the adsorption equilibrium is very unsatisfactory. 
It is difficult to get two samples of material of the same grain size 
and the same size distribution. Indeed, if one takes a granular 
material and separates it into two parts, there is a very marked 
tendency toward segregation of grains of varying size, and of 
these two samples the one with the smaller average grain size 
will have both the higher adsorptive capacity and the higher 
adsorption rate. Added to this is the still greater difficulty of 
duplicating the quality of an adsorbent in the preparation of 
separate samples. Thus, in the activation of charcoal by selec- 
tive oxidation, it is difficult, if not impossible, to carry the activa- 
tion to exa«;tly the same point in successive runs. Obviously, 
in the regeneration of old adsorbent for re-use, as is practiced in 
the reactivation of charcoal, bone char and fuller^s earth by fur- 
nacing, the chances for variation in quality of product are even 
greater. Because of these facts it is difficult to get satisfactory 
experimental checks in detenninatioii of either equilibrium or 
rate. In practice, it is best to secure these data from analysis 
of operating data under plant conditions, but it is imperative to 
making sure that the data obtained are representative, by using 
results of a large number of tests. Furthermore, in employ- 
ing such data as the basis for design, liberal factors of safety must 
be used. 



GMNBRAL PEmCIPlES OF DIFFUSION AL PB0CE8SEB 469 

KomescUtiire 

A«area. ^ 

6»constant. 

Bfj Bhi thiekness for tme gaseous diffusion, liquid diffusion and 

effective film thickness, respectively, 
c, a* liquid concentration. 

Dmy Dl s'diffusivity in gas and liquid, respectively, 

Drf* diameter. 

d» prefix indicating differential. 

H « Henryks law constant, in p ^c/H, 
h « relative humidity. * 

K'o, Kt « overall transfer coefficients, 
kot A;y« transfer coefiicient for the gas phase, with driving force 
expressed in partial pressure, mpl; ratio and mol fraetion, 
respectively. 

kh ** transfer coefficient for the liquid phase. 

M « molecular weight. 

N «molal rate of transfer. 
n« exponent, slope of chord. 

P -total pressure. 

VOi =» partial pressure in the main body of the gas, at the outside 

of the true gas film and in equilibrium with the liquid, 
respectively. 

R — gasdaw constant, in molal units. 

**/> re=» overall, film, and core resistances, respectively, 
u-net diffusional velocity in z-direction. 

K ~ ratio of adsorbed material to amount of adsorbent. 

X =moi fraction in liquid. 

Vf y'f »^"mol fraction in the main body of the gas, at the outside of the 
true gas film, and in equilibrium with the liquid, respec- 
tively. 

Y « molal ratio of solute to carrier. 
z« distance. 

=s resistance factor in Stefan equation. 

7 « gamma, surface tension. 

A «= potential difference, driving force. 

M=mu, absolute viscosity. 
ir»pi, total pressure. 

(a s omega, partial molal density ^ p/BT. 

Subscripts 

Af B refer to components. 
c refers to core, i.c., fluid lying outside true film. 

/ refers to film. 

G refers to main body of gas. 
i refers to liquid-gas interface. 

L refers to main Iwdy of liquid, 
l.m. refers to logarithmic mean. 
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TABJiB I. — DiFFTTSIVmBS IK GaSBS AT 25®C. 

mols/(cm.) (sec.) 


jSystem 

1 

System 

D„X10* 

Air — H*0 

0.090 

Air— CH.COOC.H 4 

0.034 

Air~^NH, 

0.089 

Air-<3HsCOOH 

0.046 

Air — :GOa 

0.062 

Air— CHaOH 

0.062 

Air — H 2 

0,281 

Air— C 2 H 4 OH 

0.048 

Air-^O* 

0.077 

Air — Celle 

0.036 

Air — 8 O 2 

0.055 

Air — — CeHis 

0.026 

Air-~~CO 

0.090 

Hr““CH»COOC.ll4 

0.137 

Hr-SO. 

0.227 

Hr~-CH®COOH 

0.182 

Hir-N,0 

0.248 

Hr-CH.OH 

0.225 

Hr-CHi 

0.268 

H.— C 2 H 4 OH 

0.183 

Hjp— ^C*H4 

0.239 

Hr-CoHe 

0.146 

Hs— Nj" 

0.278 

CO.— CH,,C00C.H5 

0.027 

CO.— N, 

0.062 

COr~-CH.COOJI 

0.037 

COr-CH4 

0.072 

CO.— CH.OH 

0.050 

COr-C,H4 

0.055 

CO.— C.HaOH 

0.038 

■ '"n't 


CO. — Celle 

0.029 


_ ' — 

^^(^oulated from Eq. 6, Ind, JSng. Ckem., SS, 681, (1034). 

JNBr corample, tlie diffufiivity of the system air — NH® is O.OOOOIOS gm. mol8/(cm.) (r.cc., 
Nc4a where I>« ia expressed in volumetric units. 
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TaBLS H. — DiFFTJSmTIBS DT LlQtTlPS 


Solvent 

1 

Solute 

Temperature, 

DiXlO* 

Reference 

Water 

H, 

20 

5.94 

1 


O2 

20 

2.08 

1 


CO, 

20 1 

1.74 i 

1 


NH, 

20 

2.04 

1 


CH,OH 

20 

1.48 “I 

1 


CjHfrOH 

20 

1.16 

1 


CH,COOH 

20 

1.02 

1 


HCl 

12 

2.3 

1 


H,S04 

20 

1.78 

1 


NaCl 

18 

1.20 

1 

CH,OH.. 

CHjCOCHi 

20 

2.68 

8 


CCI4 

15 

1.69 

8 


C«H«C1 

15 

2.07 

8 

CjHjOH 

CHCU 

20 

1.23 

6 

C,H, 

CHCL 

15 

2.11 

8 

1 


iCeHftCl 

15 

1.90 



For example, the diffusivity D of O2 in liquid water is 0.0000208 cm.*/sec. 
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CHAPTER XV 


ABSORPTION AND EXTRACTION 
PARTI. METHODS OP OPERATION: EQUIPMENT 

1. Treatment of Gases by Liquids (Gas Washing and Scrub- 
bing). — ^EflScicnt absorption of gases from gases by liquids 
demands both coxmterflow and large interfacial contact between 
the phases (see page 430). The problem is entirely analogous to 
that arising in rectification, and the apparatus employed in 
that art is also frequently used in absorption (see pages 547 to 
561). Attention should be called to the fact that filled towers 
give less efficient contact than bubble-plate columns but possess 
the advantages of much less back pressure and smaller liquid 
coadtent. The latter advantage may be particularly important 
where frequent starting and stopping are necessary. All filled 
towers, however, are likely to channel badly, especially at low 
liquor rates; and under this condition contact is lost because only 
a small fraction of the surface is properly wetted. In conse- 
quence, filled towers are unsatisfactory where under operating 
conditions the rate of liquid flow is subject to wide variations 
(see page 550). 

Many types of tower filling are available. Thus, colunms 
packed with coke are employed in the absorption of CO 2 from 
flue gas in bicarbonate solutions; slat-packed towers are some- 
times preferred for absorption of light oil in mineral seal oil; 
packings of quartz, earthenware and tile are valuable for acid 
liquids, and perforated sheet metal is also used in various cases. 
In absorbing light naphtha in suitable hydrocarbons, as in the 
washing of refinery gases, horizontal screens may be placed in a 
vertical column to expose fresh surfaces of the oil flowing down 
the tower. 

Spray chambers of the type shown in Fig. 190 (page 597) may 
be used for absorption, but, where liquid is recirculated through 
the sprays, it is necessary, to obtain an approach to counterflow 
of gas and liquid, to employ a number of chambers in series. 

462 



ABSOWPflON A^D EXTRACTION 4fi3 

The Ceco epmy device secures contact between gas and liquid 
by feeding the liquid upon a revolving diak. J%ure 141 shows 
a section of the B.-H. washer, a recent modification of the Fels 
scrubber, designed to give a contact between liquid and gas 
which is independent of the net flow of liquid through the tower. 
This type is especially suited to cases where extenrave coiitact 
is required and the amount of liquid is small* as in absorbing 
very soluble gases. Within limits, the amount of contact can 
be controlled by regulating the speed of the shaft whijph rotates 
the inclined vanes attached thereto. 

2. Treatment of Gases by Solids. — ^Wh^ver a fluid, gas or 
liquid, is to be treated by a solid, one is handicapped by the 



Fig, 141. — Longitudinal section of Bartlett->Hayward washer. 


difficulty of moving solids smoothly and continuously. This 
difficulty is so serious that it is the almost universal practice to 
place the solid in position and pass the fluid over it, leaving the 
solid undisturbed until its interaction with the fluid is complete. 
Thus, in the absorption of gasoline from natural gas, the absorb- 
ent charcoal in granulated form is packed in cylindrical con- 
tainers several feet deep, through which the gas to be treated is 
allowed to flow. Three of these cylinders are operated together, 
the gas first entering a cylinder partly saturated with gasoline 
from previous treatments and flowing thence to a cylinder 
recently stripped of its gasoline content. The third cylinder is 
out of the gas circuit, in process of being stripped of its gasoline 
content by passing superheated steam through it. The mixture 
of gasoline vapor and steam leaving this cylinder is condensed 
and the gasoline recovered by decantation. When the charcoal 
in the first cylinder in the gas circuit becomes saturated with 
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it is cut out, the gas now entering what was previously 
the second cylinder in the line and flowing thence to the gasoline- 
free charcoal in the third cylinder, now stripped of its gasoline. 
The cylinder cut out of the line is then subjected to the stripping 
operation. It is thus seen that the plant operation is divided 
into three cycles, at the end of which conditions return to those 
ori^nally obtaining. By this means the charcoal is used repeat- 
edly with no physical movement or handling so long as it remains 
in process; this has the important advantage of lessening deterio- 
ration and loss of char by dusting. Such an operation is described 
as semicontinuous and represents two stages of countercurrent 
action. As many stages may be introduced as desired, the use of 
less than three being unusual. This system of operation involves 
th^ same principle employed in rectification (page 547), counter- 
current drying (page 631) and countercurrent transfer of heat 
(page 118), but the principle is applied as in the operation of the 
ring furnace (page 209). 

Attempts have been made to secure a continuous movement 
(rf? tfae solid treating agent in a direction opposite to that of the 
fluid treated. For example, it has been proposed to employ a 
traveling belt or screen to carry the solid, in an apparatus 
analogous to the band-type drier used for soap (see Fig. 199, page 
627). For solids that do not dust easily, the so-called Jacobis 
ladder^' type of apparatus has been suggested, in wdiich the solids 
slide down over a series of inclined shelves alternately projecting 
from the sides of a vertical container. Another proposal is that 
the gases be brought into contact with the pulverized solid, in a 
stepwise countercurrent apparatus involving dust collectors and 
bag filters. 

3. Treatment of Liquids by Gases or Vapors (Stripping or 
Denuding). — ^These operations are carried out in the same types 
of apparatus as described above for the treatment of gases by 
liquids. A familiar illustration is the stripping of benzene from 
absorbent oil, accomplished by blowing steam up through a 
tower at the top of which oil to be treated is fed. The denuded 
oil leaving the bottom is cooled before returning to the absorptiim 
tower, and for this purpose heat exchange is generally employed 
so far as practicable. The mixture of benzene vapor and steam 
leaving the top is condensed and the benzene is separated by 
decantation. In order thoroughly to strip the oil and at the 
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same time conserve steam, tbe temperature must be maintained 
high. If this be done by the condensation of. Iwe steam alone, 
the temperature limit is that corresponding to the pressure of 
steam in the stripping tower, e.g., at atmospheric pressum to 
about 2i2®F. There is no need to adhere to this temperature 
limit, and less steam is required as the temperature is raised. 
The column should be heated, usually by steam condensing 
under pressure in closed coils. The temperature in the lower 
part of the column can be raised above that at the Jnp of the 
column, even though a certain amount of vaporization of the 
absorbent oil results, since this vaporization can be rectified out 
in the upper part of the column by the reflu»ng action of the 
feed or, if desired, by the use of a refluxing section above the 
feed plate. It is important to realize that the closed coils used for 
heating should be distributed throughout the column l)elow the 
feed plate, in proportion to the heat consumption due to vaporiza- 
tion and rise in temperature occurring in each section. A further 
large saving in the live steam injected directly into the column 
may be made by applying vacuum (see pages 539 to 643). If one 
wi.shc.s, the whole separation may be made by ordinary rectifica- 
tion, but the temperature required at the bottom of the still 
may cause decomposition. 

4. Treatment of Liquids by Liquids. — These operations are 
usually carried out in tanks, provided with the proper auxiliaries 
to prevent loss of solvent, if volatile, with agitating devices of 
various types for securing intimate contact. After the treating 
agent has extracted its quota of material, the agitation is dis- 
continued and the two layers are separated by decantation 
(see pages 315 to 316). 

6. Treatment of Liquids by Solids. — Where necessary to 
remove a component from solution in a liquid by means of a solid 
adsorbent, the classical method is to allow the liquid to flow 
throxigh a deep ted of the adsorbent in granular form. The mass 
is called a percolation filter, although the mechanism of removal 
is in no sense filtration, the vdkls between the grains of the 
adsttrbent being far too large to prevent the passage of the largest 
particles of the solute. The mechanism of removal is pure 
adsorption (see pages 436 to 440). 

Countercurrent flow is desirable, but study of the equilibria 
relationships (see Fig. 161, page 509) makes it clear that the more 
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: iatenae the adsorptioB the greater the value of n in the 
Freun<Mch equati<Mi, page 437), the le^ the advantage of counter- 
current floVr over batch operation. Consequently, such filters 
are frequently employed in single units, the solutions flowing 
through them until the concentration of the effluent liquor is 
no longer satisfactory. Where liquids of varying initial concen- 
tration are available for treatment, a filter is frequently employed 
first for weak liquors and later for stronger ones, without attempt 
to make the flow positively countercurrent. The flow is usually 
by gravity. Whether the liquid should flow upward or down- 
ward depends upon the change of density produced by the 
adsorption; if treatment makes the liquid lighter, it should flow 
upward and, if heavier, downward, in order to avoid the mixing 
by cpnvection currents of purified liquid with impure material in 
earlier stages of filtration. Because the rate of adsorption is very 
small (see page 457), time must be allowed, t.e., flow of liquid 
through the filter must be slow. It is frequently possible to 
increase the adsorption rate by increasing the temperature of the 
^^ration, the increased rate of diffusion more than compensating 
for the decreased affinity of the adsorbent for the solute. 

By far the most serious difficulty encountered in the operation 
' of percolation filters is channeling. It is impracticable to produce 
a granular adsorbent of absolutely uniform grain aze and shap«, 
and, when diarging the filter, the tendency for segregation of 
granules of varsdng size is marked, the more so the greater the 
variation in size. Thus, if the material entering the filter is 
discharged at any given point, a cone is built up at that point and 
the larger granules roll to the bottom, while the core of the cone 
consists of the finer particles. If the adsorbent is fed to the 
middle of the filter, this segregation of la^ge particles at the 
side is very serious. This coarse material offers far less resistance 
to flow of liquid; hence the major portion of the liquid goes 
throiqgh this section and the flow through the finer material is 
negligible. Various mechanical devices have been tried for secur- 
ing uiuform distribution of the granules while charging the filter 
but, though it is possible to localize segregation, it is difficult 
to eliminate it altogether. So long as segregation is sufficient to 
offer through the filter some path of relatively low resistance to 
liquid flow, channeling occurs and the utilization of the adsorbent 
is greatly impaired, because the liquid fails to flow through the 
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finer material^ which is most efficient from the points of view of 
both capacity and rate.* Where the adsorption produces in the 
liquid an, appreciable change in density, the evils of channeling 
may be reduced to a mimmum by using such lOw liquor velocities 
that the differences in liquor density developed by the adsorption 
itself maintain uniformity of liquor concentration at each hori- 
zontal section through the filter. Thus, assume that adsorption 
decreases the density of the liquid. In such case the liquid should 
obviously flow upward through the filter. At the start^ithe liquid 
at any particular horizontal level in the bed tends to flow pre-» 
dominantly through the coarse material, but this soon saturates 
that material and consequently there is no further decrease in 
density of this liquid. This develops an additional pressure head, 
which does not exist through the fine material, in which, owing 
both to the smaller liquor flow through it and to its greater 
adsorptive capacity, adsorption and consequently decrease in 
density have gone much further. Hence, there is developed a 
greater pressure gradient through the fine material than through 
the coarse, and, provided the velocity is sufficiently low so that 
the greater friction through the fines does not overbalance this 
excess-pressure gradient, the liquid will now flow predominantly 
through the fines. Unfortunately, howtiver, in the majority of 
cases the change in density due to adsorption itself is too small 
to make this method of overcoming the evils of channeling 
effective. 

Percolation filters are frequently employed for removing 
from liquids or solutions a relatively small amount of impurity, 
as, for example, in the decolorization of oils by fuller's earth 
or of sugar syrups by bone char. When tiie adsorbent has 
become saturated, it is obvious that the liquid held in its voids, 
both those between the grains and the capillary spaces within the 
grains themselves, must be recovered. From the voids between 
the grains a certain amount can be removed by draining the filter. 
The rest is usually removed by washing; in the case of oils this 
may be done with petroleum ether, and in the case of sugar syrups 
with water. The wash liquid is usually lower in density than the 
liquid under treatment, and consequently downward flow should 
be employed to prevent convection. It is frequently best not to 
drain the filter before starting the washing operation, since others 

♦Seep. 467. 
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wise a gt‘eat deal of unnecessary mixing results, due to the rush 
of the washing liquid applied to the top of the filter down through 
the empty voids between the grains. The rate of washing should 
be low, particularly at the start, so that the heavy liquid, even 
that entrapped in the capillary voids within the grains, may flow 
down and out from the filter ahead of the wash liquid, which 
follows it through the filter like a piston. Insofar as this piston 
action is effective, it results in removal of the original liquid 
without dilution with the wash liquid, but the final removal is 
always by diffusion and is correspondingly slow^ 

The wash liquid is almost bIwbjs removed from the adsorbent 
by evaporation. In the case of vrater, the adsorbent is usually 
removed from the filter and dried; in the case of organic solvents, 
sucl^ as petroleum naphtha, the solvent is usually vaporized by 
blowing in steam, the vapors going to a suitable condenser for 
recovery. It is frequently j>ossible to revivify or reactivate the 
adsorbent. Thus, in the adsorption of organic color by bone char 
and fuller’s earth, these materials are ignited to a moderate tem- 
perature in the presence of a ceitain amount of air. This chars 
the color that was adsorbed, burning out a certain amount of it 
and converting the residue into a carbon which is itself decidedly 
adsorbent. It is thus possible to re-use the material a large 
number of times. In the case of the bone char, the limit to the 
life of the adsorbent is often dusting, but the fuller’s earth 
becomes less effective with revivification and is seldom employed 
more than ten to fifteen times. After furnacing, the adsorbent 
must, of course, be cooled and reintroduced into the filter. 

The potential advantages of increasing adsorbent capacity 
and adsorption rate by the use of finer granules are very attrac- 
tive, but fine material clogs the percolation filter. The possibility 
of securing the necessary contact between solid and liquid by 
agitating the adsorbent in the liquid in the form of very fine 
granules and separating the adsorbent after saturation by filtra- 
tion is obvious, but, before the development of the modern 
leaf and rotary filters, the filtering operation was too expensive 
to make this method practicable. In recent years, however, 
the method has come into widespread use. The rotary filter 
has proved best suited to the purpose. The grain size of the 
adsorbent must not be so small that the filtration rate is seriously 
reduced or that dusting develops in any subsequent operations. 
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such as revivification. The smaller the amount of adsorbent rela- 
tive to the volume of liquid treated, the simpler and more efficient 
is the process. Hence, this method is particularly advantageous 
when employing treating agents of high adsorbent capacity such, 
for example, as activated charcoal. Unfortunately, in this 
system the advantages of counterflow can be secured only at the 
expense of multiplicity of operations. In practice one seldonl 
employs more than one or at the most two agitations with a 
given body of liquid. However, where adsorption is*^ marked, 
f.c., the value of n in the Freundlich equation is high, the advan- 
tages of countercurrent action are far less than where adsorption 
is low (see pages 508 to 512). 

Systematic sedimentation (see page 472) oilers certain obvious 
advantages for this treatment of a liquid by a solid and will 
sometimes commend itself. Sedimentation is impossible under 
conditions of violent agitation, however, and for adsorption filtra- 
tion agitation is very essential because of the extremely high 
molecular weight and correspondingly low diffusion rate of the 
material removed from the solution (see page 457). Conse- 
quently, therefore, agitation followed by mechanical filtration of 
the solid from the liquid in which it is suspended is usually the 
better method. 

6. Treatment of Solids by Gases or Vapors. — ^The operation 
is the reverse of the treatment of vapors by solids but the princi- 
ples governing it are identical. Furthermore, because of the 
difficulty of handling the solids, it is usually conducted in the 
same container used for the original adsorption. The removal 
will be the more complete the larger the amount of gas swept 
over the solid and the higher the temperature. In the case of 
adsorbed organic, liquids, the best treating agent is steam, 
because, by condensing both it and the adsorbed vapor, the two 
can be separated by decantation. It is obviously desirable to 
keep the amount of steam neceasary for treatment down to a 
minimum, and this can be done by raising the temperatures. 
Most solid adsorbents, however, are very poor conductors of 
heat, and the problem of distributing the heat throughout the 
adsorbent is a very real one. Sometimes coils are imbedded in 
the adsorbent, for water cooling during the adsorption phase 
of the operation and steam heating during the stripping. The 
danger of leakage is serious, and the coils should be so constructed 
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that, where necessary, leaky units can be shut off without stop- 
ping operation. Where the concentration of vapor adsorbed is 
high, cooling units of this sort are often essential during the 
adsorption operation, since it would otherwise be impossible to 
disripate the heat, but where the adsorbent is dilute, f.e., under 
those conditions for which solid adsorbents are peculiarly advan- 
tageous, the heat capacity of the diluent gas is enough to prevent 
serious temperature rise during adsorption. In stripping it is 
usually best to supply the necessary heat in the form of highly 
superheated steam. This has the advantage that the very flow 
of the steam itself distributes the heat perfectly throughout 
the adsorbent mass, despite its poor heat conductivity. Further- 
more, during the evaporation of the adsorbed vapor from the 
solid, the heat absorption lowers the temperature of the steam, 
while, as soon as stripping is complete, the temperature of the 
steam leaving the unit rises substantially to that at entrance. 
This gives a convenient and dependable control of the stripping 
operation. After stripping, the adsorbent mass can be cooled by 
blowing through it cold air or inert gas. 

Toward the end of the stripping operation it is obvious that a 
unit amount of steam can remove but little adsorbed vapor, 
because of the low partial pressure of the latter. Such steam still 
possesses a large vapor-carrying capacity, which can l:>e utilized 
by allowing the steam to flow through a number of containers in 
^.ries. Owing to the complications involved, however, this is 
seldom done. 

7* Treatment of Solids by Liquids (Lixiviation or Leaching). — 

The technique of the art of lixiviation was developed in connec- 
tion with the leaching of taniiiii from various barks and in similar 
important processes, and led to the adoption of what has been 
described above as a stepwise countercurrent system. In the 
extraction of solids by liquids it is called the Shank’s system. 
In the common case where water is used as the treating agent, the 
fresh bark is treated with a solution already rich in tannin, while 
the exhausted bark is given a final wash with fresh water. In 
Shank’s system the solid to be extracted is charged into large 
tanks, where it remains undisturbed until the extraction is com- 
pleted, then to be replaced by fresh charge. Where necesssary, 
the charge is first broken up into granules. The grain size should 
be as nearly uniform as possible, since for large lumps extraction 
is slow, whereas fine material packs and interferes with flow of 
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liquid through the mass. For the reasons given on page 466, in 
charging the tanks precautions should be taSken to prevent 
segregation of particles of varying size, though usually the change 
of density of the liquid as extraction proceeds is sufficient to 
overcome this evil if rate of flow is slow (see page 467). Since the 
liquid almost always increases in density, the flow is downward. 
The tanks are usually arranged in parallel rows, similar in princi- 
ple to the arrangement of the cells in a ring furnace (see page 209). 
They should obviously be identical in size and level. n?The water 
or other lixiviant enters the most nearly exhausted tank of the 
series, flows down through it, and thence up to the top of the next 
tank in order. 

Where gravity head is used, there must be a difference in liquid 
level between tanks sufficient to overcome the friction through the 
material and, in addition, the head corresponding to the differ- 
ence between the density of the effluent liquor from the tank and 
the average of that in the tank itself. Where the number of 
tanks in series is large, this difference in head becomes a serious 
factor, because the charge in the fresh tank must be covered with 
liquid and consequently the full depth of the tank cannot be 
utilized for charge. The lixiviant is usually employed hot, to 
increase both solubility and rate of extraction. Where extrac- 
tion is slow, heat losses, not only by radiation and conduction 
but also by evaporation, are sometimes serious. 

A difficulty sometimes encountered is the packing of the 
charge due to its reduction by the extraction process to a finely 
subdivided residue. This is particularly likely to develop when 
the percentage of solute in the charge is high. Thus, in the 
manufacture of black ash in the LeBlanc process, it is essen- 
tial to modify the composition of the charge to the black-ash 
furnace to secure a product that will, to a reasonable degree, 
retain a porous structure and mechanical strength as leaching 
proceeds. Fortunately, however, solids containing a high per- 
centage of soluble matter can usually be leached by sirnple 
agitation, followed by separation of the residue by sedimentation. 

The Shank\s system was originally developed primarily 
because of the mechanical difficulties of moving solids under 
proper conditions of control. This difficulty was avoided by 
leaving the solid stationary and letting all the movement, during 
the extraction process itself, be that of liquid past the solid. The 
advent of the modem developments in the mechanical conveying 
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of $oH^ obyiousJy m»<i« possiHe a new teclmique in lixiviaticm. 
It became practicable to move both solid and liquid simultane-^ 
dusly, countercurrent to each other, in intimate contact, inde- 
pendently of the state of subdivision of the solid. The Dorr 
cla^fier (Fig, l03, page 310) consists essentially of a scraper con- 
veyor which drags a granular solid up an inclined plane against 
a countercurrent of lixiviant. The solid is fed at the lower end 
of the incline and is discharged at its top. While the motion of 
the scrapers is slow, nonetheless their agitating action is such 
that this type of equipment is not well suited for the treatment of 
finely subdivided slow-settling solids. Furthermore, the agita- 
tion distinctly interferes with the countercurrent action, owing to 
the mixing of liquids at different points in the trough. This may 
be offset by using these units in series. The apparatus havS large 
capacity and low operating cost. The grain size can be suffi- 
ciently small so that extraction is rapid. An important illustra- 
tion is the leaching ^f copper salts from pyrites cinder. 

For finer materials it is best to reduce the agitation to a 
nunimum and to let the solid move through the liquid by gravity 
secfimentation. This is accomplished in the Dorr continuous 
tBlikener (Fig. 105, page 321). The suspension is fed into the 
middle of the top, the clear decanted liquor overflows at the 
periphery, and a concentrated sludge is continuously removed 
from the bottbm. There is no countercurrent flow in a given 
unit, but the units may be successfully used in series. A typical 
applicationis found in the extraction of caustic soda from calcium 
carbonate sludge in the causticization of soda ash. 

In principle the washing of a sludge in a filter comes under 
this heading. This has already been discussed in Chap. XI. 

PART U. DESIGN: GASES BY LIQUIDS 
1. Packed Towers 

In the absorption of gases by liquids the conditions of operation 
are usually countercurrent and continuous or at least reasonably 
so over definite time intervals. Consequently the discussion 
of quantitative methods of design will be restricted to such 
conditions. * 

* Computatian methods adaptable to other cases will, however, be found 
on pages 506 and 51S. 
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Figure 142 represents a countercurrent absorption unit. 
The incoming gas is indicated entering at the bottom and leaving 
at the top and the liquid absorbent is flowing in the oppoi^te 
direction. Thfe entering gas carries the material to be absorbed, 
which dissolves as solute in the liqtiid absorbent. The exit gas 
carries only the resadual solute not dissolved in the absorbent 
liquid flowing from the bottom. It is advisable to e3q>Tes8 the 
concentrations of material being absorbed, i.c., of solute as parts 
of solute per part of solute-free gas for the gas phase and parts 
of solute per part of solute-free absorbent for the liquid phase. 
Unless otherwise stated, both gas an4 liquid concentrations will 
be expressed as mols per mol. 

CaU the mols of incoming, solute-free gas per unit time 0 
and the mols of liquid absorbent L. The concentration of 
solute in the liquid, expressed as mols 
per mol of absorbent liquid is X. This . | 1^2 

has the value Xi at the bottom of the '^2 

tower in the effluent liquid and X 2 at the 
top of the tower in the incoming liquid. 

Y is the concentration of solute in the 
gas, expressed as mols of solute per mol 
of solute-free gas. Its value is Fi in 
the incoming gas and F 2 in the outgoing. Y 

Consider any section in the middle of the 
tower, taken at right angles to its axis. 

At this section the concentrations are X 
and F, the numerical values of these 
quantities differing of course with the 
point at which the section is taken. 

Consider a second section at a differential BoHomVi 
distance dl below the first, at which point ^ 

the corresponding concentrations are FtG. 142.— steady cGua- 
X+dX and F-j-dF. Since equality of terfiow of liauid and ga» 
input and output demands that any ^ ^ tower, 

solute removed from the gas in this section be taken up by the 
liquid, it follows that GdY ^LdX, Furthermore, since continuity 
of operation is assumed, L and G are constants for any fixed con- 
ditions of operation. It is, therefore, possible to integrate this 
equation directly, obtaining Cr F « LX+ constant. This equality 
may also be written 
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I'- ' G(Y-Y»)’>^LiX~x\) il) 

■f," ■ 'i 

In^^tion of this equation shows that in any such continuous 
wuntercurrent system, Y must of necessity be linear in X, 
Booatise this relation was derived solely from an equality of 
input and output, it must hold whatever the character of the 
equilibria l>etween the phases, the type of apparatus, the intimacy 
of contact, the relative velocities of flow or any other similar 
relationships, however important from other points of view. 
It does, however, postulate steady rates of flow of both gas and 
liquid. 

Ratio of Liquid to Gas. — Consider a countercurrent gas 
viphing system in which not only the component desired is 
Jmuble in the absorbent but also some other component of the 
gas is 'at least somewhat so. Both these components will dissolve, 
but the second less than the first. If one emj)loys an absorption 
column sufficiently long and efficient, one can saturate the 
absorbent with the desirable component at the point where the 
al?sorbent leaves the column, but it is impossible completely to 
dis^lve the desired component with a smaller amount of absorb- 
ent %han this; in general, one will have to use more absorbent, 
the excess quantity depending upon the size and efficiency of the 
tower. Even this minimum amount of absorbent vdll, however, 
dissolve some of the undesirable constituents and, furthermore, 
the greater the quantity of excess absorbent, the more of the 
Undesirable constituents will go into solution. Since, however, 
excess absorbent cannot possibly dissolve more of the desired 
constituent, because the tlieoretical quantity, properly usedy will 
di^lve it all, excess absorbent merely increases the ratio of 
undesirable to desirable material. 

Minimum Ratio of Liquid to Gas.— As a specific case con- 
sider the drying of air by sulfuric acid. The equilibrium rela- 
tionship between air and sulfuric acid is given by the curve 
OABC in Fig. If one assumes air entering such a system 

with a moisture content Fi =*0.028 (Fig. 143) being treated with 
MSOi with an initial moisture content Z 2 = 2 , the moisture 
in the air being ultimately reduced to K 2 “ 0.008 and the water 
content of the acid rising to Xi=*9, it follows from the preceding 
paragraph that the concentrations of moisture in both the air 
and the acid throughout the apparatus must be represented by 



; ABSOjRPTmNANPS^RACTI^ir 

the line EF. Such a line must always lie to the 2^11 of the equiiib* 
rium curve, and furthermore it can never (Cross that curve,, 
although, theoretically at least, it can touch it. However, if 
it touches the equilibrium curve, tangentially or otherwise, at 
that point gas and liquid are at equilibrium or only differentially’ 
separated from it, so that rate of transfer of solute froni' gas to 
liquid in the neighborhood of that point is negligible, requiriiig, 
therefore, infinitely large surface of contact, which is equival^t : 
to a negligible capacity for any apparatus of finite ^e. 



iTio. 143. — Absorption diagram, using mol-ratio units* 


Inspection of Eq. 1 shows that the slope of the line EF is 
the ratio of liquid absorbent to gas treated, in this case 0.0028$ 
mol of H 2 SO 4 per mol of bOne-dry air. Since, in general, it is 
desirable to use as little absorbent as practicable, it is important 
to keep this slope low. Assume, for example, that it is required 
to dry air down to a moisture content 0.008 "with acid enter- 
ing the system with a concentration Xt^2. Thl§ corresponds 
to point F on Fig. 143. The flattest line that can be drawn 
through F and reach the high 'Water content Fi =0.028 without 
crossing the equilibrium curve is obviously the line FH, tangent 
to the equilibrium curve at J. The slope of this line (0.028— 
0.008)/(14.2— 2)=0.00164 mol of HjSO* per. mol of bone-dry air 
therefore represents the smallest ratio of acid to air which it is 
theoretioally possible to employ in drying air of high moisture 
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■ jcontmt to the low moisture content F»by the use of acid wifii 
dtdtaiJ water content of Xt- Furthermore, since in such a system 
’one would of necessity approach equilibrium in the middle of 
, ^ j^^i^ber, it follows that the air-treating capacity of the 
absorber would be negligibly small or else the size of the absorber 
be infinitely great. 

If, however, the initial air to be treated contains less moisture 
than corresponds to point J, it then becomes possible to dra\r 
flattOT lines, t.e., to use less acid per mol of air and still stay on 
the left of the equilibrium curve. This diagram therefore makes 
it posable for one to determine directly the theoretically mini- 
mmn amount of liquid absorbent necessary for any particular 
case. It is obvious that the amount actually employed will of 
necesaty exceed this minimum by a margin sufficient to furnish 
reasonable capacity. 

^Materials Obeying Henry’s Law. — If the vapor dis.solved in 
the absorbent follows Henry’s law, (p=Hx), the equilibrium 
, relationships are greatly simplified. While the following dis- 
cussion will be general, it will be illustrated by the case of benzene 
vapor dissolved from flue gas by absorbent oil, the oil being later 
denude by distillation with steam. It is assumed that both the 
absorption and the stripping are conducted by countercurrent 
itow, under steady conditions of operation. At constant tem- 
perature the equilibrium pressure over the liquid is given by 
the expression p-HX/il-^-X), while the partial pressure of 
benzene in the gas is p, «=iry /(I -)- Y), where r is the total pre.ssure. 
At equilibrium p, equals p whence _ ^ 

h'* ' ,Ty 

y- ' (2, 

ie—{H—v)X hiOry 

/Cn-tu^ro^l ■ 

For the special cases to which Raoult’s law applies, H becomes 
equal to P, the vapor pressure of the pure benzene at the tempera- 
ture of the operation. This equation represents a rectangular 
h 3 q>erbola with axes parallel to the major aras. 

Case 1: H>t . — ^When stripping a volatile component from 
a nonvolatile absorbent by steam, it is advantageous to have 
the temperature as high and the pressure as low as possible (see 
page 46fi). Generally, therefore, the operating conditions are 
such that H>t. In this case inspection of the equilibrium 
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(Eq. 2) shows that Y becomes infinite when the denominator on 
the right-hand ^de is asero, when where 

is the asymptotic value above which the concentration of the 
dissolved constituent in the absorbent liquid cannot exist. 
If the absorbent enters the stripping column richer than this/ 
the excess of dissolved vapor boils out spontaneously, reducmig 
the concentration to the asymptotic vriue. The equilibrium 
curve is represented by Fig. 

144 . 

If, in this figure, repre- 
sents the concentration of the i 
incoming rich absorber stock, | 
inspection will make it clear > 
that, if one wishes to secure 
complete stripping, i.e., to have 
the operating line go through 
the origin, the steepest line 
that can be drawn is one tan- 
gent to the equilibrium curve at the origin, cutting the vertical 
line through at the point B, this point corresponding to the 
highest possible degree of saturation of the steam leaving the 
stripping column under these conditions. 

Inspection of the equilibrium (Eq. 2) shows that its slope 
at is dY/dX^HIw or dX/dY ^GfL, where 

is the mols of steam required per mol of oil. Furthermore, it is 
obvious in this case that the equation of the operating line is 
Y ^{H/t)X and that the steam consumption is proportional 
to the total pressure on the system and inversely proportional 
to the Henry's law^ constant at the operating temperature. In 
other words, the lower the total pressure the less the steam 
consumption necessary for complete stripping, and the lower the 
volatility of the absorbed component the greater the steam 
necesvsary to do the work. Inspection, both of the diagram and 
of these equations, shows that the steam consumption for 
complete stripping is independent of the initial concentration 
of the rich absorber stock. From this it follows that, if one is 
stripping from the oil a mixture of a number of dissolved compo- 
nents, since the more volatile strip out first, the steam necessary 
for complete stripping is that computed for the le^t volatile 
component, just as though the others were not present. 
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3; If one wishes to saturate the steam leaving the stripper^ i.6., 
■to it into equilibrium with the mcoming rich stock, the 
steepest operating line attainable is a tangent to the equilibrium 
curve at point 4, cutting the horizontal axis at point X, cor- 
lesponriing to the best possible stripping compatible with the 
assumption made. The equation of this line can be calculated 
from its slope, and at the bottom of the apparatus, where F »0, 


X-X2- 



Hie ■“ ' 


This value of X represents the lowest attainable concentration 
of the stripped oil compatible with steam saturation at the top. 

If X^^Xay inspection of the diagram makes it clear that it is 
imposrible to strip at all and at the same time have the vapors 
leaving the stiU at equilibrium with the absorber stock entering 
it. This is true because, under these conditions, the partial 
pressure of the entering absorber stock is equal to the total pres- 
sure on the still, so that the presence of any steam whatever would 
lessen the partial pressure of the solute and therefore destroy the 
equilibrium. 

If, as is usually the case, a large fraction but not all of the 
benzene in the feed is to be removed, then Xi is small but finite. 
The minimum steam consumption would then correspond to 
equilibrium at some value of X intermediate between Xi and Xi, 
the operating line being tangent to the equilibrium curve at X< = 
ir). Obviously this value of X is independent of X 2 
and depends only on Xi, ir and H, Since the values of K#, and 
X 2 are known, is computed by proportion: F 2 = Fe(X 2 — Xi)/ 
(X,^Xi). 

Cme 2: H<ie, — Absorption should take place at the highest 
practicable total pressure and the lowest possible temperature, 
i.e., at high values of ir and low values of //.. In other words, 
the conditions of this case (F<r) are those normally existing in 
absorption processes but not in stripping. 

Inspection of the equilibrium equation makes it clear that it 
corresponds to the curve of Fig. 145, being asymptotic to the 
horizontal line, F if). 

It is obvious that, if one desires denude the gas completely, 
the operating line must go through the origin and cannot possibly 
have a slope less than that corresponding to tangency there. 
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Since at X *0, dY jdX tir, the Gorrei^|> 0 !ndin| operating line is 
Y =jffX/ir and the amount of absorbent requir^ per mol of inert 
gaa treated is LfG^H/v. It will be noted that the absorbent 
required for a given amount of gas is proportional to the vola-? 
tihty of the solute absorbed and inversely proportional , to the 
total pressure on the system. Here, too, the absorbent needed 
is independent of the initial concentration in the other phase at 
the other end of the unit. Since Y^HXfv, it is obvious that 
Xs= 7 rys/H“the maximum saturation of oil con^atible with 
complete denuding of the gas treated. 


t 

Y 


0 

To bring the oil into equilibrium with the gas entering the 
absorber, 

Y _V HirX2 

[T+{w-H)X2i^^ 

This gives the lowest value to which the concentration of solute 
vapor in the exit gas can be reduced if the oil is brought up to 
equilibrium with the entering gas. 

Case 3: — For this case at equilibrium and it is 

therefore possible to have equilibrium at all points in the system, 
provided the capacity of the equipment is sufficient to carry 
out the absorption under a negligible driving force. 

It is worth noting that, in both stripping and absorption, one 
normally operates on the unfavorable side of the equilibrium 
curve, i.e., it is theoretically impossible to secure equilibrium 
at both ends of the operating line. However, this disadvantage 
is more apparent than real, because the height of the equilibrium 
curve corresponding to stripping conditions, secured by raising 
the . temperature and lowering the pressure, far piore than 
compensates for its unfavorable shape and the same is true of 
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llte advaiitages gained by lowering the equilibrium, curve for 
l^bscnrpriDn, through decreased temperature &nd increased 
^■i^stare. 

Absorption Rate.— ^n pages 442 to 456 it was shown that the 
inistahteneous rate of transfer of material from the one phase to 
the other is proportional to the surface of contact between, the 
phases and to the concentration gradient through each of the two 
suiface films on the two sides of the interface, the two phases 
beihg at equilibrium at the interface itself. It tlierefore follows 
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Fio. 146. — Alyaorption diagram. 
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that in Fig. 143 the equilibrium curve OABC reprevsents the 
interfacial conditions, t,e,j at each point in the apparatus the 
concentrations there existing at the interface must fall somewhere 
on tliis curve. Calling ky and ki the individual or film coefficients 
of the gas and liquid films, respectively, S the area of cross 
section of the apparatus, a the interfacial surface of contact 
between the gas and the liquid per unit volume of the apparatus* 
and Xi and Yi the liquid and gaseous concentrations at equilib- 
rium and therefore also at the interface, the rate of transfer of 
material can be expressed as follows: 

i 

dN^L dX^kiASiXi^X)dl^G dY^kraSiY- Y^dl. j (3) 

* Olmously A, the total interfaoial surf^, equals aSl. \ 
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Xiquid*<*phase ControUiag.— In Fig* 146 the equiUbrium cuirve 
and the line FE of Fig- 143 are reproduced* The point P on the 
line FE r^resents the conditions in liqind and gas, respectiyely, 
at a certain point in the absorber, where the liquid and gas con- 
centrations are X and Y, respectively. Assume for the i^ant 
that in this particular case the type of equipment and the 
operating conditions are such that the resistance to transfer is 
mainly in the liquid phase and that the gas-phase reidstanoeia 
negligible, t.c., that the liquid phase is the controlling factor 
(see page 452). This is equivalent to 
saying that the concentration gradient 
through the gas phase is negligible, or 
that the gas concentration at the 
interface is essentially identical with 
the concentration Y in the bulk of the 
gas. It therefore follows that the ^ 
interfacial conditions are represented -L* 
by point B in Fig. 146, at which the ^ 
concentration in the gas film at the 
interface is equal to that in the main 
body of the gas, while the concentra- 
tion in the liquid film at the interface 
has the value X"*". Therefore, the 
driving force causing transfer in Eq. 3 
is numerically equal to X^ — X, corres- 
ponding to the length of the line PB, I47.;^raphical int©- 

Rewnting Eq. 3 in the form controlling. 



dX _ktaSdl 
X*-X~ L ’ 


(4) 


it is seen that granting a knowledge of the constants fct, a and S, 
one can calculate the length of absorber necessary by evaluating 
dX 

the integral This may be done by plotting the 

reciprocal of (X* — X) vs. X. This has been done in Fig. 147 and 
the crosshatched area represents the value of the integral in 
question, and is numerically equal to kuaSl/L. In this way it is 
possible to determine the height I of absorber necessary for any 
desired operation, once the constants of the equipment are known 
for the case in question. 
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l: Coati:olli£^.~A88ume, on the other hand, that 

the equipment and operating conditions are modified until 
the gas phase is controlling, the resistance of the gas phase 
is conmderable and that of the liquid phase negligible (see pages 
461 to 452), Since the concentration in the liquid phase at 
the interfsee will be substantially equal to that in the madh 
body of the liquid X, it follows that the interfacial copltions 
will correspond to the point A (Fig. 146). Furthermd«j| the 
driving force causing transfer through the gas phase is F— F*, 
corresponding to the line PA in Fig. 146. It is obvious that 
Eq. 3 can be graphically integrated for this case by a method 
entirely analogous to that given above, i.e., by plotting 1/ 
(F— F^) vs. F, the area under the curve being equal to kyaSl/O, 


Blttstration 1. — In drying air for a certain process, a sulfuric acid absorp- 
tion tower is employed. The entering acid contains 92 per cent H 2 S 04 by 

weight, and its concentration drops to 
47.6 per cent H 28 O 4 in passing through 
the tower. The air enters at 25*^0. 
with a relative humidity of 70 per cent, 
and analysis of the effluent air shows 
3,09 gni. of moisture/cu. m. of bone-dry 
air at 25 ®C. and normal barometer. 
The tower is equipped with lead cool- 
ing coils to maintain it at substantially 
constant temperature throughout and 
operates at 25 '^C. 

It is necessary to build a second tower 
for tin* same capacity as the present 
one, to meet the same operating con- 
ditions, except that the new tower is 
to be designed for a rate of flow of acid 
^ Mols H 2 O twdec that now employed. What will 

Mol H 2 SO 4 ]yQ necessary size of the new tower, 

Fio. 148.— Abeorptioii diagram for expressed as a percentage of the size of 
Illustration 1 . present tower? 

Notes . — For equilibrium data, see Fig. 143 (page 475), Vapor pressure 
of water at 25®C. is 23.76 mm. of mercury. Assume the gas-film resistance 
of controlling importance. 

Solution. Present Conditions: 





mols HsO 


mols H2SO4 
mols H 2 O . _ . j 


in entering acid 
(100 


( 100 - 


92) (98) 
(18)’ 


(47.6) 


(92) 

(98) 
(18) 


"0.473. 


=6.99. 
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The partial pressure of water vapor m the entering air is (23.76) (OJO) ** 
16,63 mm. of mercury. ? 


, »0 0224 -5 

(760-16.6) m 

, (3,09) (273 +26) (22.4) 


0.0224 ^—-5!^. 
mol dry air 


2 

mois dry air 


Figure 148 shows the operating line OA^ based on these coordinates, plotted 
on the equilibrium diagram. 

The following table gives the value of Y* corresponding to the values of Y 
as read from Fig. 148, based on the operating line for the preeisit tower. 


F 

Y* 

Y-Y* 

1/(Y-Y*) 

0.0042 

0 

0,0042 

238 

0.006 

0.00007 

0.00593 

169 

0.008 

0.0005 1 

0.0076 

133 

0.0120 

0.0029 I 

0.0091 

110 

0.016 

0.0067 1 

0.0093 

107.5 

0.020 

0.0110 1 

0.0090 

111 

0 0224 

0.0131 j 

i 

0.0093 

107.5 


In Fig. 149 the values of 1 /(F — F*) are plotted vs. F for values of F from 
0.0042 to 0.0224. 

The area under the curve BC is 56.5 squares, Each square is (20) 
(0.002) =0,04 units; hence the area is 2.26 units, i.e. 

fYx »o.0224 dY _ r> _ fcroSl 
J »0.0042 F - F> ” ^ " Ij ~ ’ 

New Caiulitions , — The slope of the opt^rating line eciuals mols HsS 04 /mol 
of bone-dry air. The operating line for the new conditions will have a 
slope twice as groat as in the present tower. 

Slope for present (iouditions =0.0033. 

oi r ^ 0.0224-0.0042 ^ 

Slope for new conditions = 473 ^ =0.0066 

whence A'i =3.23. 


F 

j F’" 

Y-Y* 

. Mor-Y*) 

0.0042 

0 

0.0042 

238 

0.006 

0 

0.006 

167 

0.008 

0.00008 

0.00792 

126 

0.012 

0.0005 

0.0115 

87 

0.016 

0.00145, 

0.01455 

69 

0.020 

0.00295 

0.01705 

68,5 

0.0224 

0.00405 

0.01835 

54.5 
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t Figure 148 al«o shows the operatiug liue for the mew tower. The table at 
&e bottom bf page 483 gives the values of corresponding to vaiious values 
i>f F as read from Fig. 148, based on the operating line for the new tower. 
These values of 1/(K — F*) for the new tower have been plotted vs. Y in 

Fig. 149, for values of Y from 0.0042 
to 0.0224. 

The area under the curve BD is 
44.0 squares. Therefore the area is 
44 X 0.04 « 1.76 units kraSl/G. 

Inasmuch as the exact effect of 
gas velocity on kya for this case has 
not been determined, the gas veloc- 
ity G in the new tower will be made 
the same as in the present tower, 
reqtiiring the same value of the cross 
section S as at present. 

Hence 



i*iQ. 149.--r-Oraphical integration 
Illustration 1. 


for _ (1.7^ /kyaS) n ew ^ 

/old (2 . WG / kyaS ) presen t 


0.78. 


Therefore the height Of the new tower should be 78 per cent of the height 
of the present tower. 

General Case. — ^In those important cases in which both gas- 
and liquid-phase resistances must be taken into account, the 
l^aphical method of computation is of especial v alue. It is clear 
from Eq, 3, page 480 (see also page 452), that kL/ky^iV —Y i)/ 
(X,'— X). Granting now 
that the ratio of the liquid- 
and gas-pha^e coefficients is 
known, by drawing through 
point P a line Pi) (Fig. 150), 
the slope of which equals 
kh/kyy it will be clear that the 
intersection D of this line 
with the equilibrium curve 
OABC is the only point on 
the equilibrium curve which 
can possibly fulfil this last 
♦relationship. 
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0 X 2 5 X X, 10 15 

mols HgO 
mo) H 2 SO 4 

Fig. 160. — General case. 

It therefore follows that for such a case the con- 
centr^ion gradient through the gas phase Y—Yi is equal to 
the line DM or PAT, and that tha gradient through the liquid 
phase Xi—X is equal to the line DN or PM, In such a case the 
area curve is obtained by using these lines instead of one of the 
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lines PJL or PB, as before. From inspection it is seen that PN is 
always less than PA, and PM less than PB, i.s., the area under 
the reciprocal curves is always greater. In other words, the 
rate of transfer through two resistances in series is less than if 
only one resistance were substantial. 

The preceding discussion has been based on the assumption 
that the driving forces or differences in .potential Ap and Ac 
are proportional to the concentration differences AY and AX, 
respectively. It can readily be shown that, where concentrations 
are low, this is substantially true, but, where concentrations are 
high, it is not true. In the latter case the diagrams of Figs. 
146 to 160 should be constructed, not in terms of Y and X, but 
in terms of partial pressures and concentrations p and c, or of 
whatever units of concentration must be chosen such that 
differences in concentrations expressed in these units are pro* 
portional to transfer rates. On this diagiam of p vs. c the equilib- 
rium curve should be drawn. The actual curve, corresponding 
to the line FE, can be drawn by computation most conveniently 
by constructing first an auxiliary X-F diagram and transferring 
the corresponding points from this diagram to the p-c plane. 
The FE line will not be straight in the p-c plane. 

Henry’s Law. — Figure 151 is a diagram similar to the two 
preceding ones for tlie case in which the equilibrium concentration 
in the liquid j)hase is directly proportional to that in the gaseous 
phase. Study of this diagram will show that, whatever the 
ratio kh/kr^ provided only that this ratio remains constant 
throughout the apparatus, at any particular cross section of 
the apparatus, th#^ actual driving force PN through the gas phase, 
divided by the vertical line PA, i,e,, the driving force on the 
assumption that tlie re^sistance is entirely in the gas phase, is 
numerically identical with this ratio at any other point. Since 
this ratio is constant throughout the apparatus, it therefore 
follows that the assumption of gas-phase resistance only or, 
what is the equivalent to the same thing, the use of the linej PA 
as the driving force will give a computed driving force propor- 
tional to the true one. In other words, it is allowable to assume 
a single resistance for such a case, for, while the coefficient 
thus computed will differ from the true one, it will be constant 
and can be employed without hesitation. Similar analysis 
will show that it is equally allowable to assume the liquid phase 
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: controlling, for analogous reasons. In consequence, in those 

i'cases where Henry 'S law applies, it is usual and entirely allowable 
to asstikiae either gas-phase or liquid-phase resistance only, 
neglecting the other one. It must, however, be kept in mind that 
the csoefficients thus computed are not true gas-phase or liquid- 
phase coefficients, but are overall in character. Furthermore, 
their numerical values will vary with any changes in operating 
conditions which modify either the absolute or the relative 
resistances of the two phases. 

Further study of Fig. 151 (shown below) will make it clear that 
in this case the average driving force is the logarithmic mean of 



mo(s NHj 
mol H2O 

Fig. 151. — Henry’s law. 

the driving forces at the beginning and end of the system.* 
The possibility of using the logarithmic mean makes it easier 
to compute the performance of such a system algebraically 
thn-n by the use of the graphical method outlined above, the 
equations to be employed being as follows: 

G(Yi-Yi)=N^KraSKAY).,. (5) 

where (AF).v. is the logarithmic mean of the overall driving 
forces at the top and bottom of the tower. 

* TOie logarithmic-mean driving force is the proper driving force not only 
for cases in which Henry’s law applies but for all cases where the operating 
line and equilibrium line are straight over the region in question, i.e., tho 
equilibrium curve may be of the form Y*=gX* +p, where g and p arc 
constants. It is to be noted that for the case of gas-phase controlling the 
logarithmic mean requires the equilibrium curve to be straight from X a to T i , 
but for liquid-phase controlling the straight portion of the equilibrium curve 
must be between Fj and Kj. 
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i/(Xi-X2 ) jrLaZig(AZ)... 


(6) 


where is the logarithmic mean of the overall driving 

forces at the top and bottom of the tower. 

In Eqs. 5 and 6, for low concentrations the values of AX 
and AF may be expressed in the stoichiometric units defined bn 
page 473; for higher concentrations, AJ^ must, 
in general, be expressed in terms of pressure differ- ^2 ^2 

ence Ap, and AX as concentration difference Ac ^4^— 

(see page 45d). For very high concentrations the 
graphical methods must be used in terms of Ap 
and Ac. 




m! 


ESfn-'/ 


TTir 

Y, X, 


2. Plate Toweks 

Plate towers (see page 548), as *well as packed 
towers, are used in absorption, stripping and 
extraction. The most convenient design method 
for plate towers is based on the toncept of a theo- 
retical plate. Consider the diagrammatic sketch 
of a plate column shown in Fig. 152, where the 
horizontal lines represent plates. The concept of a Fig. 152 .— 
theoretical x^late assumes that the contact between of plate 

the liquid and gas on a plate is sufficiently good, 
that the vapor and liquid leaimig a plate are in equilibrium with 
each other. The material balance for such a tower can be 

written in general terms for the nth 
plate as 



Fn-.1 






( 7 ) 


This balance, represents the oper- 
ating line of slope L/G on a F— X 
plot and passes through the points 
F 2 , X 2 and Fi, Xi. These conditions 
Fia. 153. -Diagram for plate- are showu in Fig. 153 where OM rep- 
typo absorber. resents the equilibrium curve and AI 

represents the operating line of slope L/G through the coordi- 
nates of the terminal conditions. Starting at bottom of the 
absorber, the compositions of the gas entering and of the liquid 
leaving the bottom plate are represented by point A . Now, using 
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'lUxB concept of a theoretical plate, the vapor rising from this plate 

4|nuat be in equilibrium with the liquid leaving the plate, t.c., in 
equilibrium with Xi, This condition is represented by the point 
the equilibrium curve corresponding to a vapor composition 
pf F', which is in turn related to the composition of the liquid on 
the plate above by the operating-line equation at point C, giving 
as this liquid composition. In this way it is possible to reach 
the point I, aiid such a stepwise procedure gives the number of 
theoretical plates required, four in this case. 

Algebraic solutions, instead of the above graphical procedure, 
have been developed^^'^ for the cases where the equilibrium curve 
is a straight line through the origin. Using the material balance 
(Eq. 1) and the equilibrium expression Y* = where is the 

slope of the equilibrium curve, the relation of the terminal 
conditions is given by 

Y^ ~ Y, _ (L/K^GY^^ - (L/K^G) ... ^ 

Yi-K*X2 


where n is number of theoretical plates in the tower. 

A number of quantitative conclusions were derived for packed 
towers under the limiting condition for which the operating line 
touched the equilibrium curve (see pages 474 to 480). All these 
<! 5 onclusions are directly applicable to plate towers, because, when 
the operating line touches the equilibrium curve, an infinite 
numl)er of plates is necessary and the steps become differential 
in this region, causing the differences between a stepwise counter- 
current (plate tower) and a tme countercurrent (packed tower) 
ope|*ation to vanish. 

Plate EflB.ciency. — In general, the number of plates in an actual 
column is greater than the number of theoretical plates although 
in some cases it may be less. This is due to the fact that the 
vapor rising through the liquid on the plate does not come to 
equilibrium with the liquid. This inefficiency is somewhat 
offset by the concentration gradient across the plate, a condi- 
tion which was neglected in the definition of a theoretical plate, 
but this gradient aids the operation by making it more nearly 
true countercurrent. Also droplets of liquid are thrown into the 
vapor space above the liquid by the rising vapor; this increases 
the contact surface between the liquid and vapor and makes the 
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approach to equilibrium more complete, but increaaee the 
pog^sibility that liquid droplets will be Carried from oue plate to 
the plate above, a process that tends to destroy the counter- 
current action of the tower. Depending on the relative magni- 
tude of these effects, the efficiency of an actual plate nmy be 
smaller or greater than that of a theoretical plate. 

There are several definitions of plate efficiency, of which the 
overall plate efficiency is the simplest. This efficiency is defined 
fl.fi the ratio gf mimher of theoretical nlates t ojthe number 
o f actual plates required for the, opemtinn; t hus it is the factor 
bv which the numb er of theore ticff.] 

to give the actual nnmher of plates required. Experimental data 
indicate overall plate efficiencies of 7 to 90 per cent, but are 
too meager to enable a correlation suitable for the prediction of 
overall efficiencieR, These efficiencies varied with the design of 
the plate, with the chemical and physical properties of the system 
being treated and with the operation conditions. Except where 
data are available on an operation very similar to the proposed 
design, the estimation of overall plate efficiencies becomes largely 
a matter of guesswork, and pilot plant data on the proposed 
operation are extremely desirable before constructing a large 
unit. 

H.E.T.P. — In the design calculations for given operating condi- 
tions, the equilibrium curve and operating line are identical for 
both plate and packed towers. However, except' for the case of a 
straight equilibrium curve for wliich algebraic methods can be 
used, a graphical integration is necovssary for a packed tower, 
which is more time-consuming than the simple stepwise operation 
involved for plate towers. For this reason one of the common 
methods of designing packed towers has been to determine 
the number of theoretical plMes that would be required if the 
operation wore carried out in a plate tower, and then to convert 
to the height of a packed tower by multiplying the number of 
theoretical plates by the height of packing equivalent to one 
theoretical plate, called H.E.T.P.^^®^ In other words, the 
H.E.T.P. is the height of packing that will give the same separa- 
tion as one theoretical plate, i.e,, a section of packing of a height 
such that the vapor leaving the top of the section will have the 
same composition as the vapor in equilibrium with the liquid 
leaving the bottom of the section. The H.E.T.P. values are 
experimentally determined by calculating the number of theo- 
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plates necessary to be equivalent to some actual packed 
jiow^; tbe H.E.T.P. is then simply the height of the packed 
tower divided by the number of theoretical plates. Such a 
unit varies with mixture being treated, the operating conditions, 
the diameter of the tower, the size and type of packing and the 
concentration of the gas and liquid. Values ol H.E.T.P.’s 
have been reported from a few inches for small laboratory columns 
. up to several feet for large towers with coarse packing. Theo- 
retically, the use of the H.E.T.P. is unsound because it sub- 
stitutes a stepwise countercurrent for a true countercurrent 
operation; however, where the operation is such that the number 
of theoretical plates is large and the change in concentration 
per plate small, the error so introduced is well within the accuracy 
with which such towers can be designed. 

H,t.U . — Another design method^^ for packed towers is the 
use of" the height of a transfer unit, H.T.U. The number of 

transfer units is defined as equal to F*) —kraSl/6, 

and a similar expre-ssion in terms of X may be obtained from 

page 481. The H.T.U. is then 
the height of the tower divided 
by the number of transfer 
units. Its advantage over the 
H.E.T.P. is that it is defined on 
the ba.sis of the true differential 
countercurrent process rather 
than the incorrect stepwise 
countercurrent. Ordinarily 
over the height of one tran.sfer 
Fia. 164.— Graphical dotormination ot unit the difference F— F* does 
number of transfer units'*”). not change greatly and the arith- 
metic average may be used without introducing appreciable error. 
This may be approximated by the use of a relatively simple 
stepwise calculation for the detorniiuation of the number of 
transfer imits*^®'. In the usual de.sign diagrams (Fig. 154), the 
line CD is drawn so that its ordinates are equal to the arithmetic 
mean of the ordinates of the equilibrium curve and the operating 
line. On the above assumptions, one transfer unit would cor- 
respond to a step giving a change in F equal to the arithmetic 
average of F— F* at the two ends of the step. Thus, if one starts 
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at the point I and proceeds not to J (as would be the ease for 
a theoretical plate) but to if, so that lE^EKj Wd then steps up 
to L, it is easily shown that Lit, the change hi F, is equal to GF, 
which, if the curvature of the equilibrium curve is not tod great, 
approximates closely the arithmetic average of F*— F.at X' 
and X"; thus the step corresponds to one transfer unit. Such 
a stepwise procedure is continued to the other terminal of the 
tower; the number of steps so obtained is the immber of transfer 
units. If the design calculation is based on X instead of F, the 
midway line must be drawn at the average abscissa of the operat- 
ing line and the equilibrium curve rather than the average 
ordinate. The H.T.U/s thus found used similarly to the 
for the case where the and thi> 

equilibrium^curve are parallel the two unita become identical. 

3. Heat Effects 

The foregoing discussion has assumed isothermal operation, 
an assumption that is usually satisfactory w^here dilute gases 
and liquid are being handled. However, in cases such as the 
absorption of hydrochloric acid gas in water, the heat evdiution 
is sufficient to raise appreciably the temperature in the tower. 
The changes in temperature may be sufficient to alter the 
equilibrium conditions, and, since the temperature effects are 
usually such as to hinder the desired operation, the capacity of 
the operation may be seriously limited. Hence, in the absorption 
of hydrochloric acid in water, it is customary to provide cooling 
simultaneously with the absorption, in order to maintain equilib- 
rium conditions favorable to the production of a strong acid 
solution. These temperature effects may be allowed for by the 
use of the nfiaterial balance line and a heat balance. 

The material balance relates F to X, and, on the assumption 
that the temperatures of the vapor and liquid are the same at any 
given section, using thermal data, such as heats of solution, 
specific heats, etc., it is possible to estimate by a heat balance 
the temperature difference between the section in the tower where 
the liquid composition is X and either of the terminals. Thus 
it is possible to obtain the temperature gradient in the tower 
as a fimction of the liquid composition. In constructing the 
design diagram, the equilibrium curve is not constructed iso- 
thermally, but the temperatures corresponding to various values 
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pf liquid composition chosen for plotting the equilibrium cuive 
iwpe us^ to determine the equilibrium values of This 

equiUbrium curve is then used in the same manner as the usual 
isothermal curve. 


4. AnnowABUE Gas and Liquor Velocities 

Flooding in packed towers is caused by the friction of the 
rising gas holding up a certain amount of the liquid in the tower. 



Fio. 155. — Maximum allowable actual volocitios of gaeea and liquids through the 
free areas in packed towers. 

The gas friction is given by the familiar expression /Lp<yu<?^/2grm 
where / is a friction factor, I is the length of the tower, po is the 
density of the gas, Ua is the actual gas velocity, g is the accelera- 
tion of gravity and m is the mean hydraulic radius (free volume 
divided by the total contact area).^ However, the friction effec- 
tive in holding up liquid is clearly not the total friction, but the 
friction per unit length. The friction factor / is undoulitedly 
some function of the liquid and gas velocities, and it seems 

* u equals uq/F and m equals F /a where «o is the superficial velocity, 
t.e., volumetric rate of flow per unit ground area, a is the specific contact 
are (square feet per cubic feet of tower), and F is the friction voids, ie., 
Ic^hie feet of free volume per unit volume of packed section. 
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poseibie tbat the^ two velocities should occur a raiAO. At 
the flooding velocity this friction may be looked upon as the head 
necessary io bold up the liquid in the tower. This latter bead 
should be proportional to density pi, of the liquid being held up. 
Equating the friction head to the liquid head and rearranging, 

P0 

pL2gin^^\Ut/^ 


The data of several investigators are correlated hi Fig. 155, 
including data on both absorption (air-water) and distillation 
for a variety of different packings. 


v.'''^ustration 2. — Ammonia is to be removed from a 10 per cent NHs-OO per 
cent air mixture by countercurrent scrubbing with water at 1 atmosphere 
pressure. The tower will , be provided with adequate cooling^ so that the 
entire operation may be carried out 
at 68°F., and the scrubber is to be 
designed to recover 99.5 per cent of 
the ammonia in the entering gas. 

Equilibrium data for ammonia 
and water are given in Fig. 

An entering gas rate of lb. /(hr.) 

(sq. ft.) will be used, (a) Calculate 
the minimum water rate necessary 
for such an absorption. (5) If a 
water rate 20 per cent greater than 
the minimum is employed, calculate 
the necessary height of an absorption 
tower filled with 3-iii, spiral tile, 
using the logarithmic driving force. 

(c) Repeat (b) using the graphical 
integration of the driving force. 
id) Calculate the number of theoretical plates required for the same opera- 
tion. (e) Calculate the average H.E.T.P. (/) Calculate the number of 
transfer units required for the absorption, (g) Calculate the average H.T.U. 

Solution,--ia) Fi « 0.10/0.90 *0.1111 mol Nlf»/mol air. 



Fio. 156. — Absorption diagram 
Illustration 2. 


for 


Ks « Fx(.006) * (0.1U1)(.005) «0.000655 mol NHs/mol air. 

Since the water enters with no dissolved NH», Xa*0. The slope of the 
operating line is L/0 and the minimum L Will eorre.spond to the straight line 
with the lowest slope that can be drawn through Fa* ^ 2 * without cutting 
the equilibrium curve. In the accompanying figure this is seen to be the 
line OA, which just touches the equilibrium curve but does not cross it, and 
the maximum liquor concentration consistent with the design condition that 
can be obtained is Xj* 0.1 143, Per square foot of cross section, the air 
rate is 

O 735(0.9) 23.8 lb. mols air 

S“(0.»X2»+0.1Xl'ir)” (hr.)(sq. ft.) , 
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' tlie minimum wat^er rate is obtained by an overall material balance* 

(23.8)(0.1111 -a(KK)656) «L'(0*1143-0)/^ 

giving i/V^ *"28.0 lb. mols HsO/(hr.)(sq. ft.). 

6. A 20 per cent increase in the minimum water rate will give L/8 «23 X 
1.2 «27.6 lb. mols HaO/Chr.Xsq. ft.). 

The operating line may be constructed either by drawing a line of slope 
L/G through the point Tj, jf* or by calculating Xi and drawing a line through 
X^f and Xu Yi; using the latter method, 


23.8(0.1111 -0.000555) --27S(Xi -0), 


from which Xi »0.0953 lb. mol NHs/lb. mol H^O. The operating line OB 
Is then drawn through these terminal concentrations. 

Prom Fig. 166 the driving force (F— K^) at Xa«0 is (0.000555 —0) » 
0.000655 and at Xi *0.0953 is (0.1111 -0.0881) *0.023. The average 
driving force is then 


i 


{Y-Y*)„. 


(0.023) -(0.000556) 
In (0.023/0.000555) 


*0.00604. 


The transfer c^eflScient for this system may be taken as 0.122 

(P*r,)®‘* where F«v. is the average of mass rate of flow entering and leaving. 
__ 735 -flTSS- (0.1 111) (0.995) (17) (23.8)1 _ 713 lb. 

2 “ “(hr:)(sq."ft:)‘ 

ferO"=A^<?n = (0.122)(713)® ®*23.6 lb. mols/(hr.)(cu. ft.) (mols NHa/mol air) 
and the height of the tower ^ *<?(Fi — F 2 )/X(?cnSf(F~F^)»v. -(23.8)(0.1111 
-0.000565)/(23.6)(0.000604) «18.5 ft. 

c. For the graphical integration the equilibrium curve and operating 
line are used to obtain the required values of F — F^ at several values of F . 


F 

yit 

Y-Y* 

(i/r-K*) 

0.000555 

0 

0.000555 

1800 

0.004 

0.0021 

0.0019 

526 

0.0071 

0.0044 

0.0027 

370 

0.0119 

0.0073 

0.0046 

218 

0.0233 

0.0150 

0.0083 

121 

0.0350 

0.0230 

0.0120 

83 

0.0681 

0.0408 

0.0173 

58 

0.0815 

0.0609 

0.0206 

48 

0.1111 

0.0881 

0.0230 

43 


A plot is then made (Fig. 157) of 1/(F — Y*) vs. F and the area under the 
curve is found to be 12.7 units, and 

. O rrx«o:nii dY (23.8) (12 .7) 

“ KoaSj y8«o.ooo556 (F— F^) * 23.6 

*12.8 ft* 
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A To obtain the number of theoretical plates^ starting at Xi»« 0.0953^ 


Fi-'O.llll, steps are drawn between 
the operating and equilibrium lines 
down to X8«0, as shown in Fig. 156. 
The number of theoretical plates is thus 
found to be 10.5. 

c. The average H.E.T.P. « 
12.8/10.6 *1.22 ft. 

/. The number of transfer units is 
obtained by constructing the curve 0€ 
(Fig. 158) so that its ordinatei? are 
midway between the equilibrium curve 
and the operating line, and steps are 
laid off such that the horizontal length 
of each step is twice the distance from 
the operating line to the midway curve 
OC. A little more than 12 such steps 
are required to pass from Fa to Fi, 
indicating that 12 transfer units are 
required. * 

g. The average H.T.U. *12.8/12* 
1.07 ft. 


/ 



Y 

Fia. 167. — Graphical integration, for 
part (c) of lUustration 2., 


Design Methods for Multicomponent Systems 


It is often desired to absorb or 



Fia. 158.“— Graphical determination 
of number of transfer units, part (/) of 
Illustration 2. 


Strip two or more solute vapors 
simultaneously. This is par- 
ticularly true in the absorption 
of benzene, toluene, xylene and 
other high-boiling hydrocar- 
bons from coke-oven gas and in 
the absorption of volatile hy- 
drocarbons in natural or petro- 
leum gases. Both of these 
absorptions are followed by a 
stripping operation to recover 
the absorbed materials. Where 
it is desired to recover a num- 
ber of components, one should 
design an apparatus for re- 
covering the least soluble of 


these. The others will then be recovered even more completely 


than the first, provided they are not present in preponderating 


amounts. In the latter case the absorption system must be 
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tieirigTOd for the one most difficult to dissolve in view of both 
4ts solubility and its quantity. 

Equation 1 for the operating line applies to any one solute 
component regardless of the number of other components present, 
and indicates that for any component the operating line is a 
straight line of slope L/G, passing through the points Y 2 , X 2 and 
Fi, JTi for the particular component in question, f.e., the operating 
lines for the different components will be a scries of parallel 
lines* In the systems involving hydrocarbons the equilibrium 
relationships can usually be expressed by y^K*Xy where y and x 
are the mol fractions of one component in the vapor and liquid, 
respectively, and K* is an equilibriiim constant, which is a func- 
tion of temperature, of pressure and usually to a small degree of 
the liquid and vapor composition. In mol ratio units this 
^becomes 

k._£L- 

l+sr* 1 + 2X* 

where 2F^ is the sum of all the mol ratios per mol of Carrier gas 
in the vapor except the carrier gas itself, which corresponds to 
the 1 ihol, and is the analogous function for the liquid 
phase. Often, the compositions are sufficiently low so that 
SF* and may be neglected and Y* — K*X* for each compo- 
nent. This is identical with conditions developed on page 485 
for a single solute gas, and for dilute gases the conditions are 
essentially the same for eatrh solute in the multicomponent 
mixture, as though the other solute gases were not present; for a 
plate tower Eq. 8 may be applied to each component. In the 
case of a packed tower it was shown that for such a case (straight 
equilibrium curve) the logarithmic-mean driving force was 
applicable, and the amount of each solute absorbed will be 
proportional to the product JCr(AF),,,^. for that particular 
component since the wetted area, volume of the tower and height 
of the tower are the same for all components. 

nittstratioa 3. — In a continuous light-oil recovery plant, light oil is 
absorbed from coke-oven gas by solution in mineral oils in a coimterflow 
absorption tower. The mineral oil enters the top of the tower with a neg- 
ligible concentration of light oil, and the lich oil leaves the bottom with 2 
lb. of benzene/100 lb. of mineral oil. The gas treated contains 1.2 per cent 
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by volume of beussene, toluene, xylenes and similar hydrocarbons. The 
absorber recovers 86 per cent of the benzene in the entering gas and operates 
at 20^C. and at substantially normal barometric pressure. 

What percentage recovery of the toluene, xylenes and other hydrocarbons 
may be expected in tliis tower (a) if it is a plate tower? (6) if it is a packed 
tower? 

Data , — ^The light oil in the entering gas contains 67 mol per cent of ben- 
zene, 12 per cent of toluene and 7.1 per cent of xylenes. The remaining 
hydrocarbons, while constituting a very complex mixture, have an average 
l>oiling point of approximately 136®C. and an average moleeplar weight of 
110. The light-oU solutions at 20®C. follow RaouH's law when the average 
molecular weight of the oil is taken as 220. The gas-iilm resistance may be 
assumed to be of controlling importance. 






Remaining 

Vapor pressure at 20'^C. 

Benzene 

Toluene 

Xylenes 

hydro- 

carbons 

Millimeters of mercury 

75 

22 i 

5.2 

5.4 

Average molecular weight 

78 

92 

106 

110 


Solution, a. Since the gas is dilute, Eq. 8 may be used (see page 488). 
Basis: 100 mols gas entering tower: 



Mols entering 

Yi 

Carrier gas 

98,8 

1.0 

Benzene 

1,2 X0.67 - 0.804 

0.804/98.8 =0,00813 

Toluene 

1.2X0.12 « 0.144 

0.144/98.8 =0.00146 

Xylene 

1.2 X0.071= 0,0852 

0.0852/98.8 =0.00086 

Remaining 

hydrocarbons 

1.2X0.139= 0.167 

0.167/98.8 =0.0017 


For benzene: 


r* -0.804(0.14) /98.8 = 0.00114. 

At the top of tower A'2=0. 

The oil leaving the tower contains 2 lb. of benzenc/100 lb. of oil, and 

Since Raoult's law holds and the gas is dilute Y* =P/irZ^, or is the 
vapor pressure divided by the total pressure, for benzene =75/760 = 
0.0987. 






m 
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The mole of oil required arc 


, ^(0*804) (0.86) 
^“'“"0.0564 


12.^ mois 


and L/G * 12.26/08.8 «0.124. 


L _ 0.124 
""6.0087 


1.259 


and from Eq. 8 the number of thesoretical plates in the tower can be estimated 

Yt - F* {L/KG)^^^ - (L/KO) 

Yt “ {L/K^G)^^ A ~ 1 

0.00813 -O^llj^ ^(1.259) ^-^ ^- 1.259 
0.00813"~0.0987(0) (1.259)^“^* - 1 

from wlxich (n+1) -4.55. 

By using this same value of (n+l) together with appropriate values of K* 
in Eq. 8, the per cent recovery for the other eomponcnts may l>e estimated. 
Thus for toluene: 


K* *0.02895 

L 0.124 . 

fC^<? “0,02895“^*^® 

% reoovery-10o(y^-J^ J J =99.6%. 

Similar calculations for xylene and the remaniing hydrocarbons indicate 
approximately 100 per cent absorption. 

6. For a dilute gas the absorption (page 486) in a packed tower is 

G{Yi - Fs) ^KaaSKAYh 

or the relative absorption of benzene to toluene is 

GjY r - Y,)^^. ^ \KoaSl{AYh ^ lun.«»e. 

fjr(Fi — F 2)toluen« lKaaSl(AY)l m 1 lulueno 


The values of F are the same as those calculated in part (a) and O, *8, n 
and I are the same for all components. 


For benzene: 


Fi* - K*Xi « )(0.0564) «-0.()0556. 

AFi-0 00813 -0 005.56 * 0 00257 
AF2*0 00114-0*0 00114 


(AF)i™ 


0.00257 -0.00114 
”ln (0.00257/0.00114) 


*0.00176. 


Data are not available on the ratio of the Kaa^a for benzene and toluene, but 
as an approximation they will be assumed proportional to the square root 
of their molal diffusivities. Taking the carrier gas to be methane, these 
are estimated to be 
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i>- i 

J.' . 

■Si 


Benzene 

4.16X1Q-* 
3.8 XlO--* 
3.5 XIO-^ 

2.04X10-'* 

1 05 

Toluene ...................... 

1.95X10-* 

1.87X10“* 

Xylene+H.C : 

1 .04 




giving, for toluene, 

0.00813 -0.00114 . (0.00176) 

o.oor46-F; 7(o.ooi46-yj*)-(r,--o)-|‘ 

[ — J 

Ki^«(*?feo)^i-*0.029Jti (B> 

and 

(Fi-n)«(L/{7)(Xi-X0 

(0.00146 -F,)-0.124Xi. (C) 

Trial-and-error solution of (^1), (B) and (C) gives Ft ®= 0.00006, 

^ , 0.144 -98.8(0.00006)^-^ 

Recovery of toluene i X 100 =* 96 %. 

A similar computation for xylene and other hydrocarbons indicates an 
absorption of these two approximately equal to 97.2 per cent. 


Summary 

Recovery, per cent 

Plate tower 

Packed tower 

Benzene 

86 

86 

Toluene 

99.6 

96 

Xylene 

100 

97.2 

Other hydrocarbons 

100 

1 

97.2 


Capacity Coefficients for Processes of Absorption 
AND Desorption 

This section of the chapter is devoted to a discussion of the 
quantitative capacity coefficients for different types of apparatus 
as affected by factors such as gas velocity, liquid velocity, 
temperature, nature of gas and liquid used and the dimensions 
of the apparatus. As shown on page 451, the relationship 
between the overall coefficients K and the individual >eoefficients 
fc is given by the following equations: 
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Ka ko kt Kl 

or for Heniy ^s law 

1 _ 1 , 1^1 
Kt, ko^HkjT'HKi 

Unless otherwise specified, data will be given in the following 
units given under nomenclature, page 512. 

Absorption in Packed Towers. Gas-phase Controlling , — For 
the case of gas-phase controlling, the resistance of the liquid phase 
becomes negligible and the overall resistance 1/Ko is equal to 
l/ka^ The experimental data indicate that the transfer coeffi- 
^ent ka varies with the mass velocity in a manner similar to 
coefilcient of heat transfer. Since the wetted area per unit 
volume of tower, o, is not usually known, the data are expressed 
as the product koa. For wide variations in tower sizes, types of 
packing and operating conditions the gas-film coefficients may 
be satisfactorily correlated as 

koa^<t>V^'^ 

Table I gives experimental values of 4> for absorption in packed 
towers under conditions such that the major resistance was in 
the gas phasB. 

For the absorption of SO 2 in water in towers packed with wood 
grids, the following empirical equation^®^ has been given: 

, __6.7XlO~f 

where kg is the pound mols of SO 2 per hour per square foot per 
atmosphere, V is the superficial mass velocity of the gas as 
pounds of gas per hour per square foot of total cross section, 
ds represents the clearance between grids in feet, dg represents 
the height of the individual grid section in feet and dr is the 
thickness of the grid slats in feet. 

Generally the liquor rate affects the gas-phase coefficient. 
This is undoubtedly due largely to an increase in the wetted 
area o with increasing liquor rates, and to a minor degree to an 
inca-ease in kg due to increased relative velocity between the 
liquid and gas. Thus, in the absorption of ammonia by water 
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expressed in lb. rools/(hr.)(eu. ft.Hatm.} and V is expressed in lb./(hr.)(sq. ft. ground am). These ralnes koa are aUbstaaiialty equal 
to hr« exjpressed in lb. moIs/Chr.)(cu. ft.Xunit AF in mod ratio unite). H.T.U. in ft. is approximately equal to . 
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in a packed tower 4 ft. high and 16 in. in diameter filled with 
3-in. spiral tile, the transfer coefficient koa at a given gas rate 
doubled for an increase in the water rate from 60 to 600 lb, per 
hr. per sq. ft. of tower cross section. 

The data on the effect of temperature on koa are meager, but 
on the whole substantiate the conclusion given on page 456 
that the effect is very slight, the increase of the diffusivity with 
temperature being offset by an increase in thickne.ss of the gas 
film due to increased viscosity. 

Liquid-phase Controlling , — ^When the liquid phase is controlling, 
the liquor rate has a large effect on the rate of absorption, while 
the effect of gas velocity is much less than for the case of gas-phase 
controlling. The small amount of experimental data available 
may- be expressed as Table II gives the values 

of ^ and n for the results of four experimental investigations. 

The effect of temi^erature on the rate of transfer where liquid 
phase is controlling is very large, owing to the rapid increase of 
the diffusivity and convection with small increases in tempera- 
ture. The effect is so large that it often more than compensates 
for the less favorable absorption equilibrium that results from an 
increase in temperature, and in such cases there is usually an 
optirhum temperature of absorption. 


Table II. — Compabison of Packings for Mass Transfer with Liquid- 
film Controlling, Carrier-gas Air 


Packing 

Solute 

G 

kia 

1 

Tower 
dimen- 
sions, di- 
ameter X 
packed 
height, in. 

Inves- 

tigators 

1-in. carbon rings 

CO 2 

150-157 

o.oiaLoo* 

10 X56 

15 

0 . 73-m. glass balls 

CO 2 

5-27 

0.0185L»« 

3.5X33 

19 

1,0-in. coke 

CI 2 

47-116 

0.028L»™ 

6 X48 

1 

Small glass rings, 0 . 4- X 
0.25-m. o.d 

CO, 

10 

0.108L"*" 

3.5 X33 

3 


General Case , — ^The absorption of sulfur dioxide by water is a 
case in which the resistance of both phases is significant. Henry's 
law may be assumed to apply to this system and the treatment 
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of page 462 used to interpret the data. The overail resistance 
rnay be expressed as + 

(1/^F®**^), where has been introduced for koa. This equa- 
tion indicates that, if I /Koa is plotted vs. l/F®*® under conditions 
such that kia is substantially constant, a straight line should 
result with an intercept of X/Hhija at This xnethod 

of plotting is not a crucial test of the data, since the occurrence 
of an intercept does not necessarily indicate that the liquid-phase 
resistance is significant. The same data plotted against the 
reciprocal of the mass velocity to a power slightly different than 
0.8 gives about the same correlation but with differing values 
of the intercept. It is also very 
probable that changes with the 
gas velocity and is not constant as 
assumed. However, the method is 
convenient for presenting a quali- 
tative picture of the various resist- 
ances. Figure 159 shows data on 
the absorption of sulfur dioxide 
plotted in this manner. 

Spray Towers. — The spray type 
of absorption tow^er is best suited 
to cases in whi(?h the gas-phase 
resistance is controlling, since there 
is little motion within the liquid 
drops as they fall through the gas, 
which results in low transfer rates through the liquid. They 
are often used for humidification, where the liquid-phase resist- 
ance is negligible. Figure 160 gives the values of Koa for 
the absorption of ammonia in water, obtained in spray towers 
as a function of the liquor rate. In this absorption the value 
of increased as the 0.7 to 0.8 power of the gas velocity. 
CoeiBficients for humidification and dehumidification in spray 
towers are given on page 607, 

Wetted-wall Towers. — Wetted-wall towers have been widely 
used to obtain experimental data on the transfer through a gas 
phase, because of the definite interfacial area and controllable 
flow conditions in the gas stream. By evaporating pure liquid 
in such an apparatus, it is possible to eliminate the liquid phase 
and have a system with the entire resistance in the gas phase. 



Fia. 159. 
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11i« data OQ tbe evaporation of various liquids into air have bem 
coirdated for the turbulent-flow region as 


Z)« 

1 




whei« Dt represents the diameter of the wetted-wall tower; Dm 
the molal diffusivity; V, it and M the mass velocity, viscosity 
and average molecular weight of the gas stream; and B the 
Active film that would offer a resistance to true molecular diffusion 



Fia, 160 , — Absorption of ammonia in water in spray towers. 


equal to the observed resistance to transfer (see page 449.) 
This method of correlation, while convenient, is undoubtedly 
unsound since in the film the rate of transfer is proportional 
to the first power of the diffusivity, while in the turbulent core 
the transfer should be independent of Dm and the actual effect 
of diffusivity will have to be between these two extremes. A 
correlation based on the sum of the resistances of the core and 
film is probably better than an exponential function of Dm* 
Thus these same data may be satisfactorily correlated by 

1 , /0.008\1/ M . 1080 

Ko D« jJvDiFj 1080-1- (0.008/2)*) 
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sen is the fraction of the total resistance due to the turbulent 
0.008/i>« 


core and 


represents the fraction due to the 


1080+(0.008/i[>«) 
film.* Data on the absorption of ammonia in water in wetted- 
wall towers give lower values of Kq than predicted by the above 
equation, indicating that for this case the liquid*phase resistance 
is not negligible. 

Estimation of Transfer Coefficients , 


The prediction of an overall transfer coefficient involves 
the estimation of the transfer coefficients for both the gas and 
liquid phases. For transfer in a wetted-wall type of apparatus, 
when the liquid-phase resistance is negligible, the coefficients 
may be estimated from the equations given for the evaporation 
of pure liquids in wetted-wall towers. The effect of different 
components on the gas-phase resistance in packed towers is not 
known, but this resistance is undoubtedly a function of the 
diffusivity. This function is probably of the form s+(b/Dm)l 
however, since data are not available for the evaluation of the 
constants $ and 6, it is generally more convenient to assume the 
function to be of the form 1/D% where n will have to be between 
zero (turbulent transfer) and 1 (molecular diffusion). A value 
of n equal to 0.5 is probably satisfactory. Thus, to convert the 
gas-phase resistance for one gaseous system to another under 
comparable transfer conditions, it is necessary to correct the 
resistance as the inverse ratio of the square roots of the diffusivi- 
ties. For variations in gas velocity, the experimental data 
indicate that the transfer coefficients vary as about the 0.8 
power of the mass velocity. The experimental data relative to 
the liquid-phase resistance are even less conclusive than those 
for the gas phase, but the liquid-phase transfer coefficients vary 
as the 0.6 to 1.0 power of the liquor rate, and are dependent on 
the physical properties of the system, particularly upon the 
viscosity. By the use of these approximations it is possible to 
obtain a rough estimate of the transfer coefficient for one system 
when the coefficient for another system is known. 

For cases where the gas phase is controlling, it is possible to 
estimate the transfer coefficient from heat transfer in a similar- 
type apparatus by substituting fi/MDm for the Prandtl group and 
koDt(pn)\MjDm for kDi/k, 


* Dm in these equations is gram mols per second per centimeter. 
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PASJ in. DESIGN: GASES BY SOLIDS AND SOLIDS BY LIQUIDS 

The adscn^tion rate of gases and vapors by solid adsorbents 
is usually rapid. Thus, the air inhaled through the canister of a 
gas madk is, under extreme conditions, in contact with the adsorb- 
ent a total time of only 0.1 or 0.2 sec., and yet in this time the 
adsorbent will reduce the concentration of mustard gas, for 
example, to a point below 1 part in 60,000,000 of air. In conse- 
quence of this rapidity of adsorption, rate is seldom a controlling 
factor in determining the capacity of equipment, at least where 
the adsorbent is in a reasonably fine state of subdivision and 
possesses high activity. Theoretically, therefore, the amount of 
solid adsorbent necessary for treating gaseous mixtures is exceed- 
ingly small. Thus, for continuous treatment of gas, one could 
employ two containers, stripping the adsorbed gas from the solid 
adsorbent in one container while passing the gas through the 
other. With only a small amount of char in each container, the 
adsorbing and stripping periods would be very short, requiring 
too frequent shifting of the gas from one container to another. 
Hence, the amount of adsorbent employed is ordinarily deter- 
mined by the practical engineering considerations governing the 
length of this cycle. This also determines the size of the 
apparatus. , 

Under normal conditions it is found inadvisable to move solid 
absorbents, and consequently true continued coxmtercurrent 
operation is not encountered. Where, however, one employs 
containers of solid adsorbents in sy.stematic rotation (see page 
463), the action is substantially continuous and countercurrent, 
provided the number of absorbers in series at any one time is 
considerable (5 or above). The effective length of the system, 
however, is less than the total number of absorbers in operation 
at any one time. The net length may be assumed to be the 
total number in actual operation in series, less one-half a unit. 
Otherwise, the computation methods for such a case are identical 
with thcffle developed above for continuous countercurrent inter- 
action of gases and liquids. 

Frequently, however, one employs a small number of absorb- 
ent containers, or occasionally gases pass through a single 
absorber under semi-batch conditions, the gas flowing continu- 
ously but the absorber being us^ until its absorbing capacity is 
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exhausted and then being regenerated or else replaced by a new 
one. 

niustratioii 4.— Assume that one has 3000 cu. ft. /min. of a gae^ at 
25^0. and normal barometric pressure, containing 1 volume per cent of ben- 
zene, It is desired to recover this benzene by adsorption on activated 
charcoal. Laboratory data show that, at this temperature and concentrar 
tion, equilibrium will correspond to 0.08 lb. of benzene /lb. of carbon. This 
is somewhat less than the adsorptive capacity of fresh charcoal to allow 
the slight decrease in activity that results from continued us«>. Assume that 
stripping can be satisfactorily accomplished in 2 hr. 

Estimate the minimum number of tanks it is advisable to use and the 
total tons of char required. 

SoliUion. — Inspection of a characteristic adsorption diagram, such as Fig, 
160A, shows that in a true countercurrent system equilibrium is approached 
only at the end of the system, whereas in the middle conditions are far 
removed therefrom. Evidently, therefore, in a stepwise countercurrent 
system the entering gas will saturate successive layers of the absorbent to 
equilibrium with itself, the cleanup of the gas taking place in the remainder 
of the system. If, now, the first unit which the gas enters is not too large a 
percentage of the whole system, it is entirely practicable to have this unit 
completely saturated when it is cut out for stripping. Furthermore, because 
of the extreme rapidity of adsorption in the middle of the systom consequent 
upon the large distance from equilibrium there obtaining, the final unit need 
be but a small percentage of the total. Normally, 33^ per cent is enough; 
that is, if one operatt^s with three imits in series, it is possible to saturate 
the first unit, at least where the adsorption is at all strong, i.e., where the 
value of the exponent n is great (page 437). Obviously, it is advisable W 
cut out a tank each 2 hr., t.c,, to operate with four tanks in all. 

The amount of benzene removed per hour is calculated as follows; 

3,000 (60)(||)(|«)(78)»3591b. 

The char required per tank = (2)359/0.08(2000) =4.5 tons. With four tanki^ 
one would need a total of 18 tons. 

Figure 1604 is a modified case of Fig. 146, showing the equilib*' 
rium curves OAB for benzene on charcoal and OC for benzene 
in straw oil* at 26*^0. Since in any absorption operation the 
operating line must always lie to the left of the equilibrium, 
inspection of this diagram makes it clear that, if one wishes to 
treat a gas of reasonable benzene concentration, such as repre- 
sented by Fi, and reduce its concentration to a low figure 72, 

* The equilibrium curve for the oil is based on Raoult’s law and on 
average molecular weight of 230 for the oil. 
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not only will it be possible to do this with the use of a much 
smaller quantity of charcoal than of oil, but, in the range of 
operation where the concentrations are low, it is possible to build 
up a far higher driving force with the charcoal than with the oil. 
In other words, from the point of view of both rate of absorption 
and carrying power of absorbent, charcoal has the advantage. 

Btustration 6. — Referring to Fig. 160A, assume that the value of F is 0.10 
lb. of benzene/lb. of flue gas in the entering gas and 0.02 in the exit gas, 
corresponding to 80 per cent recovery. Further, assume the operating 



Fig. 160^. — Removal of benzene vapor from fl\ie ga» (lUuatration 4). 

lines as shown, FE for the oil and FG for the charcoal, the fresh treating 
agent being free of benzene in both cases. Per pound of benzene-free 
flue gas, this requires only 0.20 ll>. of charcoal a.s compared with 0.47 lb. 
of oil. Inspection of Fig. 160^ makes it obvious that the driving force 
Y — F* is on the average far higher for the char than for the oil. Moreover, 
this advantage is greater the lower the concentration of benzene in the 
initial gas and the more completely it is necessary to strip the gas. It is 
found that for high concentrations of benzene the many advantages of 
liquid absorption make the use of straw oil advisable, but for very lean gases 
the charcoal is superior. 

lllustratioSL 6. — A batch of sugar syrup is io be decobrized by finely 
divided activated vegetable char, free from color. It is proposed to agitate 
the char with the syrup at a temperature of approximately 180°. As soon as 
the syrup is decolorized to 5 per cent of the initial color, the suspension will 
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be eent to a filter iot the separation of the decolorised syrup and the spent 
char, Laboratory data show that at equilibrium between the color to be 
removed and the char employed in this case the value of n in the Freundlich 
equation is 3. 

Per unit of syrup treated, calculate the ratio Of the minimum weight of 
char, required for batch decolorization to the minimum weight of char 
necessary for ideal countercurrent treatment. 

Solution ^ — ^Figure 161 is a plot of the concentration of color in the syrup 
vs. the color on the char X. The curve OAE represents the eqmlibnum 
data. For the ideal single batch treatment, it is obvious that at the end 
of the operation the char will be in equilibrium with the syrup, i.c., the 
abscissa represents the final color on the char. 



X= Units of Color per lb. of Char 
Fig. 101. — Docolorisation of sugar syrup (Illustration 6). 


The line FE in Fig. 161 represents the operating line for the ideal, con- 
tinuous, counterflow percolation filter. Since the equilibrium curve OAE 
is concave upward, the best one can do is to obtain equilibrium at the point 
E where the syrup enters, corresponding to the value Xi on the char. Since 
in both cases the color is reduced from Fi to Fa and the initial char is free 
from color, a color balance shows that the ratio r of the minimum weights of 
char in the two cases is equal to Xi/Xa. The values of Xi and X* can be 
read quantitatively from Fig. 161, or one can use the Freundlich equation; 

1 1 11 

Xi«( 6 Fi)^, and X 2 «( 6 F*)^ whence r *(Fi/F 2 r- 20 »- 2 . 7 i. Hence, 
for this case a single batch treatment would require 2.7 times as much char 
as continuous countercurrent percolation, both processes operating under 
ideal conditions. It iB interesting to note that the ratio of the minimum 
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char requirements of single batch to continuous countercurrent percolation 
depends only upon the ratio of initial to final color and upon the vMue of n 
in tile equation for the adsorption equilibrium, and is independent of the 
value of ihe constant h of the Freundlich equation. Furthermore, the 
smaller the value of n, the greater is the advantage, as regards minimum 
requirements of char, of continuous counterflow over a batch treatment. 

XUttStratioii 7* — Sugar syrup is to be decolorized by vegetable char as 
outlined in the preceding illustration, except that two successive batch 
agitations with color-free char are to be employed instead of one, ultimately 
r^ucing the color to 5 per cent of the original value. 



X= Unifs of Color per Lb. of Char 
Fio. 162. — Deoolorization of sugar syrup (Illustration 7), 


Calculate the total minimum char required, expressed as a ratio to the 
minimum char required in a continuous countercurrent decolorization, and 
report what percentage of the total char should be used in the first of the two 
batch treatments. Also, compare the total minimum char necessary for two 
batches with that required for one batch, as computed in the preceding 
problem. 

Sohdion, — ^Figure 162 shows a plot of the equilibrium data, with Y 
expressed as units of color per pound of syrup, and X as units of color per 
pound of char. The color in the syrup is reduced from Fi to F' in the first 
batch, and from F' to Fa in the second. As specified, Fa Fi *=0.06. In 
the ideal case, at the end of a batch treatment, the color in the liquor would 
be in equilibrium with the color on the char. Thus, at the end of the first 
batch, each pound of char would contain Z' units of color, and after the sec- 
ond batch, Xi* From a color balance, based on 1 lb. of syrup, remembering 





ABmBPTION Am EXTRACTION 511 


that the char added in each case m free from color, the total char required 


Wh would be 


Fi-r , 


For the ideal countercurrent treatment, since the equilibrium curve 
OAE"^ is concave upward, one could have equilibrium at the point E, where 
the operating line FE intersects the curve. Hence the minimum char for 
countercurrent Wc would equal (Fi — Hence the ratio B of the 
total char for double batches, to the minimum char for continuous counter- 
current, is given by the following equation: 


F,-F' . F'-F, 
TFfc__ X* 'X; 

Wc Ti-t; 

Xi 


(A) 


One can determine the minimum value of numerator by several methods. 

First Method . — If Fig, 162 is drawn to scale, one can arbitrarily select 
a value of Y\ and, by reading the corresponding value of X', the total char 
for the case is determined by the above equation. After assuming various 
values of Y'y R could be plotted vs. X' and the minimum value of B deter- 
mined by inspection. From the value of X' corresponding to the minimum 
value of Ry a material balance would immediately show what fraction of the 
total char should be used in the first batch. 

Second Method . — If Fig, 162 is not drawn to scale, an algebraic solution 
can be made as follows; IkH z represent that fraction of the initial color Fi 
removed in the first batch. The following equations can be written by 
inspection; 

1 l 

Fi-F'-5:Fi; Y'^il-z)Yt; F^-O.OSFi; Xi-(6Fi)«; X'^(hYT; 

1 

Xs-(6F*r 

By combining these expressions with Eq. A, one obtains 


0.95 


^ + (0.95-*)20"l- 


L (!-*)» 


The minimum value of R may now be found by differentiating R with 
respect to z and equating to zero, or by assuming various values of z, t.e., 
by trial and error. One finds that the minimum value of R is 1.81, corre- 
sponding to z «0.7. Since 70 per cent of the original color is removed in the 
first batch, F'«0.3Fi, and the proper value of X' is determined. From a 
color balance, one finds that 60.4 per cent of the total char should be used 
in the first batch. 

In order to reduce the color to 5 per cent of the original value, the mini- 
mum total char for two successive batch treatments is 1.81 versus 2.71 
for the single batch, both expre^ssed in terms of the minimum char required 
for the continuous countercurrent decolorization. 

"^See Fig. 161, p. 509. 



612 PRINCIPLED m CBEMlCAt ENGINEERING 

V tSiar consumption may be still further reduced by using fresh char only 
/ lor the second batch and treating the original syrup with spent char from a 
prior second operation. This may be called stepwise countercurrent 
operation. 

Nomenclature"' 

A » total interfacial surface, sq. ft. 

0 »interf acini surface per unit volume, sq. ft. per cu. ft. 

effective film thickness, ft. 

6 « constant. 

I)wi«molal diffusivity, mols/(hr,)(ft.). 

Pi » diameter of tower, ft. 

G «=mols solute-free gas per hr. 
g «= acceleration due to gravity. 

H =* Henryks law constant. 

Kr^ Xo® overall transler coelneieuts, units same as hy^ ke. 
overall transfer coefficient in 

lb. mols/(hr.)(£q. ft.) (driving force in AO. 

fcy, fccfs® gas-phase transfer coefficients, see footnote page 501 for units, 
liquid-phase transfer coefficient, units same as Kl* 

L^moh solute-free absorbent per hr. 

1 =« height of packed tower, ft. 

M = molecular weight. 

m *mean hydraulic radius. 

N »mols solute transferred i)cr hr. 
n « exponent and number of plates, 
p « partial pressure, 
constant. 

S «area of cro.s.s rection, sq. ft. 

8 — constan t. 

UQt wr. *= actual velocities of gas and liquid, respectively, in packed 
towers. 

F *niass velocity, lb. gas/(hr,)(s<i. ft. of ground area). 

X concentration of solute in liquid, mols/mol of solvent. 

equilibrium value of X corresponding to F. 

F « concentration of solute in gas, mols/mol of solute-free gas. 

F^« equilibrium value of F corresponding to X. 

X, y^mol fraction of solute in liquid and gas, respectively. 
d^Ume, 
fi « viscosity, 
w —total pressure. 

* Throughout this hook the Nomenclature closely follows the “Tentative 
Standard System of Nomenclature for Chemical Engineering Unit Opera- 
tions’^ adopted by the American Institute of Chemical Engineers on 
Oct. 11, 1935. 
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/><?, px."* density of gas and liquid, respectively, 

V' * constants* ' 

SuhBcriptB 

1, 2 » conditions at gas inlet and outlet, respectively. 

a = asymptotic value, 
av. « average value, 

G^gas. 

L== liquid. 

I. in. —logarithmic mean. 

tangential value. 
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CHAPTER XVI 


DISTILLATION 

INTRODUCTION 

In Chap, XII the phenomena of vapor pressure were dis- 
cussed in detail, and it was pointed out that, if two substances 
at any temperature possessed a marked difference in their vapor 
pressures, this difference could be made the basis of a method 
of separation of the two; and if one or both of the substances were 
recovered by condensation, the process was called distillation.* 
As there explained, an equilibrium is established at any tempera- 
ture between a liquid or a mixture of liquids held in a containing 
Vessel, and the vapor existing above it. Since it is this vapor 
which ultimately passes out of the containing vessel and when 
condensed forms the product of the process, the question arises, 
what is the relation of the composition of this vapor to the 
composition of the liquid from wliich it came and with which it 
is in equilibrium? The answer to this question is different for 
differesfe kinds of mixtures; and to comprehend the problems of 
distillation, these kinds of mixtures must be considered from this 
point of view. 

Obviously, if a volatile component is to be separated from a 
nonvolatile one, the operation is comparatively simple, and has 
in principle been described under Evaporation on page 385. 
It is necessary only to volatilize it in one vessel and to condense 
it in another to accomplish this purpose. 

In a mechanical mixture of two mutually insoluble liquids 
suflBiciently well agitated to prevent stratification (for example, 
turpentine and water, heavy fatty acids and water), a dynamic 
equilibrium is established between the liquid and the vapor 

* Destructive distillation may be described as a thermal decomposition of 
nonvolatile material with the formation of products that lend themselves 
to separation by the methods here described. 

614 
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when the number of each kind of molecules leaving the liquid is 
just balanced by the number of molecules of ^ch kind again 
entering the liquid. Since they are not mutually soluble, each 
liquid will exert a vapor pressure of its own just as though it 
alone were present. The pressure existing over the liquid mix- 
ture will, therefore, be the sum of these individual pressures, and 
it follows that a pressure equal to the aimosphere will be reached 
and boiling will therefore result at a temperature below that at which 
either of the component liquids would boil alone,"* These facts 
form the basis of a highly important type of distillation in which 
a high-boiling liquid is distilled at a comparatively low tempera- 
ture by the injection of some low-boiling immiscible liquid or 
its vapor into the still (see Steam Distillation, page 537). 

Referring again to Chap. XII, it is noted that, where two 
liquids are mutually soluble, the vapor pressure of each is 
decreased by the presence of the other, and therefore the sum of 
their vapor pressures is less than the sum of the vapor pressures 
of the two liquids before mixing, f In this case the composition 
of the vapor is not independent of the relative amount of the 
components of the mixture, but is profoundly influenced thereby. 
Sometimes this composition can be calculated from the known 
vapor pressures of the individual pure liquids. When the 
molecules of two liquids are of relatively the same size, and when 
there are no complicated effects when mutually dissolved, :?uch 
as molecular association, chemical reaction and the like, the 
composition of the vapor is given by what is known as RaouWs 
law. This law states that that part of the total vapor pressure 
of a solution of two liquids which is caused by one of the compo- 
nents will equal the product of the vapor pressure of that compo- 
nent in its pure state, and its mol fraction in the liquid. This 
law, together with Henryks law, wall be further discussed and 
applied in the design of distillation apparatus. But it may be 
said that, in general, the composition of the vapor arising from 
a solution of one liquid in another is an empirical function of 
the composition of the solution and must be experimentally 
determined. 

*If the liquids are to any extent mutually soluble, the individual vapor 
pressures are decreased, and the mixture must be heat^ to a higher tem- 
perature to reach its boiling point (see pp. 367 to 369). 

t However, see p. 529. 
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Liquid Mixtubsjs, with Components Volatile and 
Miscible in All Proportions 

Simfdie BistUlation. — mixture of liquids that are mutually 
soluble evolves a vapor, the composition of which is usually 
different from that of the liquid. If such a liquid mixture is 
partially volatilized, the residual liquid will be poorer in the 
more volatile component, and the vapor evolved correspondingly 
richer. But the vapor will not be free from the less volatile 
component, and the separation will be incomplete. Such a 
single vaporization used to separate partially two or more volatile 
liquids will be called simple dutillaiion. 

Such distillation processes have heretofore been mucii used in 
the refining of crude coal tar, petroleum and materials of this 
kind* The stills consist of very large boiler-plate cylindrical 
vessels with rounded ends and are direct-fired. In the refining 
of petroleum it was common practice to build these stills in mul- 
tiple, setting each succeeding still somewhat lower so that the 
residuum from still 1 might overflow by gravity to still 2, and 
so on through the series. A more intense fire is maintained 
under each succeeding still so that there is a temperature gradient 
from the first to the last, thus producing a series of products 
of progre^vely increasing boiling point. The condenser is 
generally a tubular heat exchanger. When the condensate is 
insoltible in water and can be easily separated from it by stratifi- 
cation, an efficient and economical condenser is made by passing 
the vapor and water countercurrent over packing material in a 
short tower. 

The separation of the components in such a still must of 
necessity be incomplete, and the product is rerun to obtain the 
fractions sought. More recently such stills are being equipped 
with rectifying columns which function as described on page 547, 
and thus a better separation with larger capacity and less expense 
of fuel is effected. 

The transfer of heat is low in such a still, and in the more 
modern installations pipe or tube stills are used in which the 
charge is heated by forcing it at high velocity through a bank 
of tubes set in a direct-fired high-temperature furnace and dis- 
charging the same into a vessel where the vapor is separated from 
the liquid. 
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Simple distillation processes are divided into two classes 
depending on whether the process is continuous or batch. In 
the first case the material to be distilled is fed continuously to 
the still or vaporizer, from which a certain fraction is evaporated 
and taken overhead, and the unvaporized portion, or residue, is 
continuously removed from the still. Such a continuous process 
is called equilibrium distillation. A simple distillation can also 
be carried out as a batch operation, in which case^ tJbe mixture 
is charged into the still, and the distillation of this charge is 
then carried out without feeding additional material. This 
latter operation is termed batch or differential distillation. 
Simple equilibrium distillation has all the advantages resulting 
from continuity of operation, such as constant rates of flow 
for all fluid streams, constant temperature and constant heating 
and cooling requirements, but has the disadvantage that with one 
still it is jKissible to obtain only one overhead and one bottom 
product, and, as will be shown later, the relative composition of 
these two products is fixed by equilibrium relationships. In 
batch or differential distillation, the process is differential in that 
a given cliarge of material is vaporized and the vapors are 
continuously removed from the still. Since the vapors, in 
general, are of different composition than the liquid from which 
they come, it necessarily follows that in such cases the vapor 
leaving the vStill and the liquid remaining in the still must 
continuously change in composition, which for constant-pressure 
operations results in a changing still temperature. However, 
Mince the overhead vapor does continuously change in composition, 
batch distillation allows the production of a large number of 
fractions or products, by simply condensing successive portions of 
the overhead vapor separately. Since the first portions of dis- 
tillate of a differential distillation will be rich in the volatile 
component, it is apparent that for a given per cent of the original 
mixture vaporized the combined distillate of a differential 
distillation will contain a higher percentage of the more 
volatile component than the distillate from an equilibrium 
distillation. 

Vapor Enrichment; Redistillation. — Since the separation of 
two volatile liquids by simple distillation is so incomplete, means 
for its improvement must be developed. In the last analysis 
there are but two methods of accomplishing this; one is by con- 



518 PEINCtPLM OF CHEMICAL ENQINEERING 

densixig the vapor obtained from a simple distillation and 
revaporiring it, namely, redxstillation. The first distillate is 
richer in volatile component than the original liquid. If this 
is condensed and redistilled, the second distillate will be yet 
richer. By repeated redistillation the separation can be carried, 
theoretically at least, to any desired point. It is obvious, how- 
ever, that such repeated redistillation involves a large number 
of steps and a large heat consumption. 

Partial Condensation. — The second method for improving the 
separation is to cool somewhat the mixed vapors from a simple 
distillation producing a partial condenmtion of the vapor. From 
the structure of the liquid-vapor equilibrium curves on page 526, 
it will be seen that the condensate will be poorer in volatile 
component than the remaining vapor, and that the vapor has 
therefore been enriched in volatile component. In other words, 
the partial conden.sation of a vapor has the same sort of effect 
on its composition as has redistillation. Thus, simple distillation 
coupled with properly controlled partial condensation is capable 
of effecting the separation of two volatile liquids as completely 
(though not so easily or efficiently) as can be done by more 
complicated distillation processes. 

Partial condensers have been built in many forms, one of the 
older and more simple types consisting of a scries of metal bulbs 
immersed in cooling water, from each of which the condensate 
collecting therein may be drawn. An ordinary tubular surface 
condenser may be employed and, to insure effective cotinter- 
current action, it should be long relative to its diameter. As 
explained on page 551, when efficient separation in the condenser 
itself is desired, it is best not to use it a.s a preheater, as is often 
done. Condensers of this type have been built as a com- 
bination of plate tower and feed-liquor preheater, but the be.st 
results are realized by building tower and condenser separately, 
each designed to perform its own function. The cooling medium 
must be under accurate control with a very low temperature 
difference between it and the condensed vapor; so far as possible, 
localized total condensation should be avoided. For effective 
partial condensation a large area of condensing surface is required. 
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Quantitative design calculations for simple distillation require 
knowledge of vapor-liquid equilibria for the mixtures being 
distilled. Although quantitative relationships of vapor pressures 
of liquid mixtures are extremely complex, certain quantitative 
relationships may be established which are valid in some impor- 
tant cases and which apply within narrow limits to a great many 
cases. Possibly more important, the laws that may thus be 
laid down serve as valuable criteria for estimating the normal 
behavior of a distillation process, and help to clarify and explain 
the divergencies that are frequently UfOted. In the following dis- 
cussion isothermal conditions are considered first, after which is 
given an analysis of constant-pressure operations of a character 
sufficiently general to serve as the basis of the solution of most 
industrial problems in distillation. • 

Vapqk Pressxjbes of Completely Miscible LiQxnn 
Mixtures at Constant Temperature 



Raoult’s Law. — When one liquid is dissolved in another, the 
partial pressure of each is decreased. Assume two liquids, 
the molecules of which are the 
same size, which mix without 
the complicating effects of 
molecular association, chemical 
combination and the like. In 
an equimolecular mixture of 
two such liquids, each unit of 
surface area of the liquid mix- 
ture will have in its face half 
as many molecules of each com- 
ponent as exist in the liquid 
surface of that component in 
the pure state. Hence, the 
escaping tendency or partial pressure of each component in the 
mixture will be half that of the same component in the pure state. 
Similarly, in a mixture containing 25 mol per cent of the first 
component and 76 mol per cent of the second, the first will exert 
a partial pressure 25 per cent of that of tliis component in the 
pure state. Therefore, in more general terms for any such 
nuxture, the partial pressure of any component will equal the 
vapor pressure of that component in the pure state times its 
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Fig. Raoul t’s law diagram for 

a binary mixture at conatant tem- 
perature. 
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mol fraction in the liquid mixture. This generalization is known 
Bs BaottU^s km. It is expressed in the relationship, pa^PjO^aj 
where Pa\b the partial pressure of the component A in the solu- 
tion, oja is its mol fraction in the solution and Pa is the vapor 
pressure of the component A in its pure state. If Pb is the vapor 
pressure of pure P, and pj» that in the mixture, pb —PbXb^ This 
relationship is shown graphically in Fig. 163, where the abscissas 
are the mol per cent or mol fraction of the two components, A and 
P, in the liquid portion. The ordinates are pressures, C being the 
vapor pressure of pure A, and D that of pure P. The lines AD 
and PC represent the partial pressures of the components over 
any mixture, while the line CD is the total pressure of the mixture. 

Deviatkms from Raoult’s Law. — In view of the above assump- 
tions as to equal molecular size, absence of association, etc., it is 
not surprising to find JLaoultis law honored more in the breach 
than in the observance. Nonetheless some organic liquids, such 
as benzene-toluene, deviate from it but little. The deviations 
of mixtures of hydrocarbons of the same series can usually 
be neglected for a great deal of engineering work, and even for 
mixtures of a number of series this is often tnie. For mixtures 
of aromatic and aliphatic compounds, however, the deviations 
are often large, though never of the order of magnitude of such 
mixtures aa hydrochloric acid and water, and the like. Organic 
stereoisomers obey it quantitatively as would be expected from 
the considerations upon which it is based. However, the great 
majority of other liquids when plotted as shown in Fig. 163 devi- 
ate largely from the lines PC and AD except when very near to 
the points C and Z), i,e.y the deviation for any component is slight 
(except where dissociation is involved) if that component is 
present in very large amount. This is ordinarily expressed by 
sa 3 dng that in dilute solutions Raoultis law applies to the solvent 
Since the deviation from Raoultis law may be either positive or 
negative, great or small, where results are presented graphically 
this generalization serves as a convenient standard of comparison. 

Henry’s Law. — A modification of Raoult’s law applies to the 
vapor pressure of the solute in dilute solutions, just as Raoultis 
law applies to that of the solvent Henry's law states that the 
partial pressure of the solute is proportional to its concentration in 
the solution. In analogy with Raoult's law it may be expressed 
by the equation pA-kxA^ where Pa is a partial pressure of the 
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solute, xa is its mol fraction and fc k an experimentally deter^ 
mined constant. Comparison with Raoultk liw Pa ^PaXa shows 
that they differ only in the constant that determines the slope 
of the line. This constant is P in the one case, while it must be 
experimentally determined in the other. A typical partial 
pressure curve for one component of a liquid mixture is shown in 
Fig. 164, where BD is the range 
over which Henry's law applies, 
while Raoult's law holds over the 
section ECy where C is the vapor 
pressure of pure A, 

Volatility.— The term ‘^volatility” is 
loosely used in the literature, generally 
as equivalent to vapor pressure when 
applied to a pure substance; as applied 
to inixturcs its significance is very indefi- 
nite. Because of the convenience of the 
term, the volatility of any substance in 
a homogeneous liquid will be defined as 
its partial pressui’e in the vapor in equilibriuin with that liquid, divided 
by its mol fraction in the liquid, F the substance is in the pure state, 
its mol fraction is unity and its volatility is identical with its vapor 
jiressure. If the substance exists in a liquid mixture that follows 
Rm)ult’s law, its volatility as thus defined is still obviously equal to its vapor 
pr(‘ssure in the pure state, i,e,y its volatility is irwrmal. If the partial pre^i^ure 
of the substance is lower than that corresponding to Raoult's law, as, for 
example, that of hydrochloric acid in dilute aqueous solutiotis, the volatility 
according to this definition is less than tliat of the pure substance, i.c., is 
abnormally low. Similarly, if the partial pressure is grciater than that indi- 
cated by Raoult’s law, e.g., that of aniline dissolved in water, the volatility 
is abnormally high. The volatility of a substance in mixtures is therefore 
not necessarily constant even at constant temperature but depends on the 
character and amount of the components. 

Relative volatility is the volatility of one component divided by that of 
another. Since the volatility of the first component of a mixture, is its 
partial pressure pa divided by its mol fraction xa, and that of the second, 
the volatility of the first relative to the second is vaJvb^PaXb/ 
Pbxa^ Since the relative amount in the vapor of the components of any 
mixture (expressed in mols) is j/x/ya = Pa/pa, 

VB Vb xa 

In any constant-boiling homogeneous liquid mixture the composition of 
the liquid is identical with that of the vapor in equilibrium with it, t.e., 
X hence the relative volatility a is unity. 



Fio. 164. 
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Volatility, like vapor preasure, increases rapidly with rise in temperature. 
The ratio of the pressures of pure substances does not change rapidly with 
ch^ge in temperature and the same is true of relative volatilities, but, 
whereas vapor pressures always increase with temperature, relative volatility 
inay, in a given case, either rise or fall, depending on the nature of the com- 
ponents. At constant temperature the relative volatility is independent 
of the Uquid composition for systems that obey Raoult’s law; however, for 
most systems « is a function of the liquid composition, and frequently will 
be greater than unity for one range of concentrations and less than unity 
for another range. Relative volatility is the most important factor in 
determining ease of separation of components by distillation. 

Dishem Bquation. — A general isothermal relationship based upon the 
second law' of thermodynamics and upon the gas laws, and hence approxi- 
mately applicable to all binary mixtures, is the Duhem equation, 

dlnpi /dlnp2 ^ —(l--x)/x. 


It can be used as a check upon the accuracy of empirical determinations of 
vapor compositions, but is otherwise of little practical help. Assume a 
solution where Raoult's law applies to the solvent. Differentiating the 
equation of Raoult's law, and substituting in the Duhem 

equation, one obtains upon integra- 
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tion Pi —kx. In other words, if one 
component of a mixture obeys 
Raouh/s law over a definite range, 
within that range the other compo- 
nent must follow Henryks law. 

Partially Miscible Liquibs 
AT Constant Temperature 

In those ranges of concen- 
tration within which partially 
miscible liquids are soluble in 
each other, they fall under the 
preceding classification. As 
soon as the limits of solubility 
are exceeded, the two liquids exist as separate layers or phases side 
by side, each being a saturated solution of the other in itself. The 
vapor pressure of each phase is exerted independently of the 
presence of the other, and, since the two phases are in equilibrium, 
the partial pressure of either component in one liquid phase must 
equal that of the same component in the other. These facts 
are represented graphically in Fig. 166 for the system phenol- 
water at 58.4**C. The partial pressui^ of each component 
divided by the vapor pressure (Po) of the pure component at 
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Fia. 165. — Equilibrium data for phenol 
and water at 68.4°C- 
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68.4®C. is lotted vs. the mol fraction in the fiquid. The Hmit 
of solubility of water in phenol corresponds to a mol fraction 
of water erf 0.776, while the solubility of phenol in water is 
0.045 mol fraction phenol. For mol fractions of water betw:eeB 
0.776 and 0.955 the components exist as two layers of liquids. 
Throughout this range in which two liquid phases are present, 
and where the compositions of these phases are therefore con-- 
stant, the partial pressures remain constant and are represented 
by the horizontal lines EF and CD. Both compenemts deviate 
appreciably from Raoult’s law (the 45^eg. lines) even when the 
other component is present in only small amounts; however, 
Henry’s law is seen to apply approximately for values of p/Po up 
to about 0.3. 

The two points of importance regarding this diagram are, 
first, constancy of the partial pressures so long as two liquid 
phases are present, and second, the character and extent of the 
deviations from Raoult’s law. The diagram shows that the 
partial pressure of phenol when diasolved in water is abnormally 
high, i.e., is much greater than is called for by Raoult’s law, the 
line AD'. Limited miscibility of two liquids implies that the 
molecules of one find it difficult to force their way into the other. 
Thus it requires a relatively high pressure of phenol to force a 
relatively small amount of it into water. This is equivalent to 
saying that, when phenol is dissolved in water, the volatility 
of phenol is abnormally high. The less the mutual solubil- 
ity, the more abnormal is the vapor pres.sure, and hence the 
greater the volatility of the dissolved component. The 
practical results of these relationships are shown in the following 
examples. 

Despite the fact that aniline boils SO^C. liigher than water, 
the volatility of aniline in an aqueous solution is greater than 
that of water, i.e., the vapor given off by such a solution is richer 
in aniline than the solution itself. If, therefore, one distills an 
aniline-water solution in a column still, the water is discharged 
from the bottom substantially free of aniline which is found in 
the distillate. The vapor from the top of the column is con- 
densed and allowed to run into a separator, from which the 
aniline layer (saturated with water) is withdrawn as product 
while the water layer (saturated with aniline) returns to the 
column as reflux. 
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Another important application is found in the dehydration of 
organic solvents. Thus, while wat^r boils 20°C. higher than 
benaene, benzene saturated ndth water can be successfully 
dehydrated by tiie distillation of less than 5 per cent of the 
mixture, as the volatility of the water in the solution is abnor- 
mally high. 

Asstime a binary mixture in which one component when present in small 
amount exerts an abnormally high pressure, pi >PiX, Since the value 
of pi when x equals unity must be Pi, the curve beconies abnormally flat 
at higfh values of x and dpi/dx^Pi, CJombined with the Duhem equation 
(page S22), these inequalities give --dpi/p 2 <dx/{l--x). In words this 
means that the fractional lowering of the pressure of the second component 
must within these limits of concentration be less than that corresponding to 
Eaoult’slaw. In other words, in the range in question, if the pressure of 
one feomponent is higher than predicted by Rtioult’s law, that of the other 
will be higher, and consequently the total pressure of the mixture will be 
higher; there is then a tendency to form a mixture with minimum boiling 
point. Similarly, if the partial pressure of one component is abnormally 
low, that of the other tends to be low. 

Complete immiscibility is the case in which the mutual solubilities are 
negligibly small and the points L and M coincide with the points B and A, 
The lines EF and CD would then correspond to the pressures of the pure 
/^mponents A and B. It is perhaps true that absolute immiscibility never 
occurs. 


Binaey Liquid Mixtures at Constant Pressure 

Boiling Point — Composition Curves. — It follows from the pre- 
ceding discussion that, if isothermal conditions are to be pre- 
served, arbitrarily predetermined pressure diflferences must be 
maintained. This is so impracticable that distillations are 
never carried out at constant temperature, but rather at con- 
stant pressure and variable temperature. The vapor composition 
and boiling point which correspond to any definite liquid mixture 
are sometimes plotted as showm in Fig. 166, the abscissas being 
liquid compositions and the ordinates boiling points. In this 
figure the curve ABC represents the boiling points at atmos- 
pheric pressure of all mixtures of benzene and toluene from pure 
benzene (100 per cent of benzene) at the right to pure toluene 
(zero per cent benzene) at the left. A second curve, ADCy 
can be constructed from empirical data which will show, by 
following a horizontal line, the composition of the vapor in 
equilibrium with any mixture of the two components at its 
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boiling point. Suppose, for example, a mixture of 20 per cent 
benzene and 80 per cent toluene is heated. It will boil when 
the temperature reaches the point E (102^C.) on the curve, and 
the vapor that comes off will have the composition represented 
by the point F on the second curve. This vapor if condensed 
would give a liquid of the composition 38 per cent benzene and 
62 per cent toluene. Obviously the liquid remaining in the 
still will now contain less than 20 per cent benzene and will 
boil at a higher temperature, i.c., farther up the curve ABCj 
and will yield a vapor of a composition determined by the curve 
ADC. It is seen that, while by such an operation the distillate 



Mol Froic+ion Benzene 

Fiu. IGO. — Boiling point as a function of composition of liquid for benaene- 

toluene. 


will at any time be richer in the lower boiUng component than 
the liquid remaining in the still, complete separation is impossible. 

Liquid-Vapor-Composition Curves. — For the solution of prob- 
lems at constant pressure, the diagram just considered, though 
frequently used, is inconvenient because it is indirect and 
because a change in pressure makes a relatively large error on 
the vertical temperature scale. The value of greatest interest 
is the relation between liquid composition and vapor composition, 
plotted as shown on the ethanol-water diagram (see Fig. 167, page 
626). This method is advantageous, first, because the data 
are actually obtained in this form as the result of experimenta- 
tion, and, second, because the values thus expressed change but 
slightly with moderate variation in pressure or temperature. A 
single curve obtained at an average pressure can generally be 
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used over a pressure range of 20 or 80 per cent ifdth an error of 
not mere than 2 per cent. 

Again, assume a mixture of two liquids A and B, in which 
Pa is the partial pressure of A in a mixture in which the mol 
fraction of A is xa, and po that of B. The mol fraction of compo- 
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Flo. 167. — ^Equilibria for ethanol- water at 1 atmosphere absolute: y vb. a;, and 

t vs. X. 

nent A in the mpor evolved from this mixture is yA* Hence, as 
shown on page 621, 

Va Xa 

'll OLaB -i 

\—yA 1 -~xa 

where a is determined experimentally. This states that the 
mol ratio in the vapor is a times that in the liquid. The relative 
volatility a changes very little with moderate changes in tem- 
perature, from which it follows that changes in temperature 
have little effect upon vapor composition. The amoimt of low- 
boiling constituent in the vapor is 


(XXa 
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It can be shown algebraically that the equaton is identical in 
form, when x represents fraction by weight in the liquid and y 
fraction by weight in the vapor, the numerical values of ^pha 
remaining unchanged. If both of the Uqtuds follow Raoult’s 
law then u^Pa/Pb where Pa and Pa are vapor pressures of pure 
A and B, respectively. 

The great majority of mixtures of liquids miscible in all pro- 
portions do not follow Raoult's law even appro^ieimately, and 
hence the vapor compositions must be deteriained experi- 
mentally. * This may be conveniently done by boiling the liquid 
mixture and analyzing the vapors given off from it. Experi- 
mental results show that the vapor evolved from such a boiling 
liquid is in equilibrium with it as it escapes from the surface, 
owing doubtless to perfect agitation incident to boiling. In 
this distillation, entrainment must be rigoroiisly avoided on the 
one hand, and partial condensation on the other. It is well to 
jacket the portion of the flask above the liquor line with hot gas, 
inasmuch as superheating does not change the composition of a 
vapor while partial condensation does. 

With these precautions the experimental determination of 
vapor composition is relatively easy, and a convenient apparatus 
for carrying out these determinations has been developed/®^-^^® 

In this discussion the composition of both liquid and vapor 
will be expressed as the mol fraction of the lower boiling constitu- 
ent (see page 521). The percentage of this component in the 
liquid is called x, while the percentage of this same component 
in the vapor is called y. When in equilibrium, y is a definite 
function of x and can best be expressed graphically by what will 
be termed the y vs. x curve. For most liquid mixtures this 
y vs. X curve has been determined at atmospheric pressure only; 
but fortunately the shape of this curve changes but little with 
moderate changes in either temperature or pressure. 

The y vs. x curve of any knovni binary liquid mixture of com- 
ponents miscible in all proportions has a shape similar to one 
of the five types shown in Fig. 168. In this figure the vertical 
line at the left corresponds to the pure high-boiUng component 
B, while that at the right represents the low-boiling substance A, 
numerical values referring in all cases to the mol fraction of 
A in the mixture. The vapor-composition curve of the first 

• However, see p. 620. 
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1$pe k tiie straight 45-4eg. line, curve 1, indicating that the 
vapor evolved from all possible nu^ures has the same com- 
portion as the liquid from which it came. In this case no 
separation whatever by distillation is possible. lUustmtions of 
this type found in mixtures of stereoisomers. The second 
t 3 rpe, which may be described as the normal one, is represented 
by curve 2. In this case the vapor evolved from the liquid 
contains more of the low-boiling component than the liquid from 
which it came. An illustration is methanol-water. In curve 3 



Fto. 168 . — Five types of vapor-liquid equilibrium curves. 



are represented liquids which, when they contain small amounts 
of Ay evolve a vapor richer in A than themselves, but when the 
amount of A in the liquid reaches a certain value the composi« 
tion of the vapor becomes identical with that of the liquid, 
while beyond this point the liquid evolves vapor richer in the 
high^boiling component B than themselves; that is, the vola- 
tility of the components is reversed. Curve 4 represents a 
mixture in which a dilute solution of the low-boiling substance A 
evolves a larger percentage of B than it contains. In all solutions 
coming under this type a concentration of A is finally reached at 
which liquid and vapor compositions are equal, and beyond which 
the behavior of the mixtures is normal. Curve 5 represents the 
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'vf^poT-jiqiud rt^tionship for a system o{ .partially misc^tfr 
liquids. Those liquids having curves of Ty^ 3, which cross the 
diagonal nith a slope flatter than the slope of the diagonal« 
possess minimum boiling points at the intersection, while the 
intersection of curves of Type 4 (curves with steei^r i^pes 
than the. diagonal at the point of intersection) are mixtures 
that possess maximum boiling points at the point where y**®. 

The constant-boiling mixtures of the type represented by th» 
intersection, of curves 3 and 4 with the diagonal are termed 
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Fig, 169 , — of total pressure on the vapor^liquid equilibrium curves for 
mixtures of n-CaHi© and n-CgHu- 

azeotropic mixtures, while the type represented by curve 6 is 
termed pseudo -azeotropic. 

Effect of Pressure. — It was pointed out (page 527) that a 
moderate change in pressure had only a slight effect on the 
y-x curve; however, large changes in pressure significantly change 
the vapor-liquid equilibria. As a general rule, as the pressure 
is increased, the relative volatility decreases and the y-x curve 
approaches the diagonal, and the difficulty of separating the 
mixture increases. At pressures higher than the critical pressure 
of the mixture only one phase can exist and separation by 
distillation becomes impossible. In a binary mixture, one 
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o6m{)onea?.t will generally have a lower critical pressure than 
the other, and, as the pressure is increased above this lower 
critical pressure, the y-^x curve will exist in the region of concentra- 
tions where a sufficient concentration of the component with the 
higher critical pressure is present to make the critical pressure of 
the mixture greater than the total pressure. However, in the 
region of high concentrations of the component with the lower 
critical pressure, only one phase is possible and the y^x curve 
becomes discontinuous. These conditions are illustrated in Fig. 
169 for the system n-butane--n-hexane/®^ This figure shows that, 
as the pressure increases, the y-x curve approaches the diagonal, 
and that at a pressure of 33.6 atmospheres, w^hich is above the 
critical pressure of n-hexane, the equilibrium curve becomes 
discontinuous in the region of high concentrations of w-hexane. 
High pressures are often used commercially for low-boiling 
materials since the increased difficulty of separation is more than 
offset by the increased ease of condensation. Similarly a vacuum 
may be used to increase the relative volatility and thereby 
facilitate separation, but is more often used to reduce the tem- 
perature of distillation where materials sensitive to high temperfi- 
tures are being handled. 

The composition of an azeotropic mixture also generally 
varies with the pressure, and by suitable distillations carried 
out at different pressures it is possible to separate a constant- 
boiling mixture. 

lUttstratioii 1. — A mixture of benzene and toluene is boiling at 45'’C. 
under a total pressure of 200 mm. Evaluate, using Haoult's law, the com- 
position of the vapor and liquid in equilibrium under these conditions. At 
45’’C. the vapor pressures of pure benzene and pure toluene are 224 and 
76 mm., respectively, 

224xb 4-75(1 -xb) =200 

from which xb =0,839. The mol fraction of benzene in the vapor is obtained 
by dividing the partial pressure of benzene by the total pressure, i.e., 
|/B “ (^4) (0.839) /200 =*0.940. Thus a mixture of benzene and toluene 
containing 0.839 mol fraction benzene would boil at 46®0. imder a total 
pressure of 200 mm., and would evolve an equilibrium vapor containing 
0.940 mol fraction benzene, giving a relative volatility equal to ('0 940) 
{0.161)/(0.839){0.060)«(224)/(76)«3.0. A similar calculation for the 
s^e liquid boiling at 760 mm. gives a temperature of 84®C. and an equilib- 
rium vapor of 0.93 mol fraction benzene corresponding to a relative volatility 
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of 2,66. It is to be noted that for a given liquid composition, increasing the 
total pressure almost fourfold, made only a small change/ in the equilibrium 
vapor composition and the relative volatility, but made a large change in 
temperature. . 

Complex Meotjbes 

In the case of more complex mixtures these relationships are 
extremely involved. Mixtures of hydrocarbons, the types and 
boiling points of which do not differ widely, usulliy follow 
Raoult’s law within the experimental error. For other mixtures 
the vapor compositions mtist be determined experimentally 
(see page 527). 

Petroleum. — In the distillation of petroleum the number of 
comfK)ncnts in the mixture is very great and it is not usually 
desired to separate the individual substances but rather mixtures 
of these within certain limits. However, it is often desirable to 
fractionate the lower hydrocarbons present in refinery and other 
petroleum gases to obtain relatively pure fractions of ethylene, 
propane or butane. In these distillations it is advantageous to 
use relatively high pressures in order to raise the condensing 
temperatures. Under 5?uch conditions, it is found that deviations 
of the vapors from the perfect gas laws often constitute the major 
error in the application of Raoult^s law. Generalized corrections 
for such deviations have been developed^^^'^®^'^*^^ which allbw 
satisfactory prediction of the y-x relations of such mixtures. 

Ethanol. — ^The behavior of fusel oil (amyl alcohol) in the 
distillation of the fermented mash in the manufacture of ethanol 
is interesting. The fusel oil boils at about 130®C., but is only 
sparingly soluble in water. Therefore, as shown on page 523, its 
volatility when dissolved in water is abnormally high. If in an 
ethanol column fusel oil gets down on tha lower plates where 
there is practically nothing but water, its volatility is such that 
it is carried up the column. On the other hand, aiiy fusel oil 
that gets into the top of the column is in the zone of nearly 
pure ethanol and here, because of its complete miscibility, its vola- 
tility is normal. It is obvious, therefore, that the fusel oil must 
concentrate in the middle of the column. In a batch operation 
it will remain in the middle until a large part of the ethanol is 
over and then it will distill with the low-test tailings. In a 
continuous column its concentration reaches such a point that 
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i it be removed continuously from one of the plates in the 
; middle of the column. The liquid removed contains both ethanol 
and water but the fusel oil has been concentrated to such an 
extent that its recovery from this liquid is easy. 

METHODS OF CALCUIATION 

Equilibrium DistillatioiL — In the case of a continuous (steady 
state) simple distillation, a material balance relates the composi- 
tion of the feed to the composition of vapor and residue produced. 
Conader the operation during the period of time such that F 
mols of feed with a mol fraction of A equal to X/ enter the still. 
In this same period of time V mols of vapor are removed with a 
vapor composition of y and (F— V) mols of residue with the com- 
position Xw are removed from the still. By material balance 
in component A, 

Fxf = Vy+iF^V)x^. ( 1 ) 

Similar equations may be written for (n— 1) of the component 
present in the feed mixture. If the equilibrium relation between 
jf and Xv, is known, it is possible for a given value of Xf to solve 
fiEq. 1 for F/F, the per cent vaporized, as a function of y or 
Xw) or for a given per cent vaporized it is possible to calculate y 
and x^. 

Biff erential BistiUation, Rayleigh Equation. — ^The computation 
of the separation realizable in this type of simple distillation 
was first made by Lord Rayleigh. 2) gince the composition of 
the liquid in a still will change continuously during distillation, 
the analysis must be a differential one. 

At any given time during the distillation the still contains L mols of liquid 
whose composition with respect to one component is x. Distill off the small 
amount — dL, the composition of which will be y, where y is determined as a 
function of x by the equilibrium curve. The total mols of this component 
in the still, Lx^ will change an amount equal to '-d(JLx)y which must equal 
the mols of this component vaporized, dL, t.e., —?/ --d(JLx)y giving 

dx 

L (y-x)' 


which is the Rayleigh equation in the differential form. Integrating between 
the limits Xi and a;*, with corresponding values Li and La, 
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In the few cases where a nmthematical relationship Ijfetween « aad y is 
knowny this integral may be evaluated thereby, but in jjeneral resort timst 
be had to the graphical determination of the area under the curve of l/(y — «) 
ys. ■ 
For the special case of a binary mixture in which Raoult’s law applies and 
in which, over the temi>erature range imder consideration, the ratio of the 
pressure of the two components, Pi/Pj, is approximately constant, y^az/ 
[I -h (a — l)aj] and this equation integrates to 


1 ^ 1 

In^r’ 1 

Lt « — 1 


Xt(i-Xi) 



a-xi) 




where a * Pi /P** relative volatility (see page 521), 

For the special case of dilute solutions which follow Henry’s law, one 
may write y^kXy whence the integral becomes 



1 

k-l 


Ine 


5.^ 

X2 


Obviously, L and x may be expressed in mols and mol fraction, respec- 
tively, or in weight and fraction by weight. 

Another form of the Raleigh equation applying to any two components 
of a multicomponent mixture is 

-dA A 

where A is the mols of the more volatile of the two components left ih'the 
liquid in the still at any time and B is the mols of the less volatile component 
remaining in the liquid at this time. For cases where does not vary 
significantly, the equation c,an be integrated giving 

1 A\ , Bi 

Partial Coadensation. — ^Theoretically there are two diamet- 
rically different ways of producing a partial condensation; these 
form two limiting cases between which all actual condensations 
lie. The first, which is called equilibrium condensation, is 
characterized by keeping the Condensate in contact and in 
equilibrium with the residual vapor. The second, differential 
condensation, consists in continually removing the condensate 
from the system as soon as formed. Continuous equilibrium 
condensations may be perfectly and easily realized by main- 
ttuning a certain amount of liquid condensate in the condenser, 
bubbling the incoming vapors through the liquid with suffident 
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l0OBtact to secure equilibrium, producing the partial condensation 
by cooling the liquid itself, and removing the excess of liquid 
formed by a continuous overflow at the surface where the vapor 
escapes. There is no mechanical device to accomplish a perfect 
differential condensation, though it can be closely approximated. 

Equllibriuin Partial Condensalioix. — Given a number of mols of vapor of 
composition yu to be enriched by nmple condensation to a composition of ytf 
it is obvious that the condensate must have a composition X 2 , connected 
with yi by the x vs. y curve. Let the residual weight of vapor be ¥ 2 - 
Equating the original and final amounts of volatile component, 


or 


ytVi ^y%V2-hx2(Vi - Fj), 


iVi-Vi) 


(yl-X2)(V^-V2) 
F* 


Differential Partial Condensation. — If the condensation is a differential 
One, the change in mols of volatile composition in the vapor —d{Vy) is 
equal to the amount of volatile component condensed —x dF, i.e.y --d(Vy)» 
—a: dV and --dVIV ^dy/(y —x), /hence 



J r*'* dy_ 

VI 


A differential condensation is more efficient than one, or any number of 
successive finite simple condensations between the same limits, and repre- 
sents the theoretical maximum efficiency of separation. It may be con- 
sidered as an infinite series of infinitesimal simple condensations. For 
purposes of comparison the performance of a partial condenser should be 
givpn in per cent of this theoretical maximum, which may be determined by 
itmasuring the area under the curve of \/{y—x) vs. ?/. 

Ny niustration 2. — An equimolal mixture of benzene, toluene and xylene is 
to be distilled at atmospheric pressure to recover 95 per cent of the benzene. 
It is desired to estimate the molal per cent wlxich should be distilled and 
the composition of the distillate and residue if the distillation is carried out 
aa (o) simple equilibrium distillation, (5) differential distillation collecting 
all the distillate together and (c) differential distillation if the distillate in 
(5) is collected in two equimolal portions. * 

The variation of temperature during the distillation will cause only a 
small change in a and for purposes of estimation an arithmetic mean will 
be used. The initial temperature of distillation will be approximately 
lOO^C. and the final temperature will be somewhat less than the boiling 
point of xylene, probably about 130°C. The relative volatilities of benzene 
to toluene at these two temperatures are 2.40 and 2.17, respectively, or an 
average aar =2.29. The corresponding values for the relative volatilities of 
toluene to xylene are 2.35 and 2.15 or average =*'2.26, 
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SotiUim, — a. Continuous equilibrium distillation. The relative volatility 
equation may be rewritten as / 

YB_OtBTXB 

xt 


where Yb and Yt are tlie mols of benzene and toluene in the vapor, irespeor 
tively, and Xb and Xt are the corresponding figures for the liquid. On 
the basis of 100 mols of material charged, Yb would equal 31.67 and Xb 
would equal 1.67, and Yr plus Xt would equal the toluene charged, or 
33.33 mols. Using these values gives , 


31.67 

Yt 


fr) 


from which Yt « 29.73 and Xt =3.60. Similarly 


Yt 

Yx 

29.73 

Yx 





giving Fx =26.14 and Xx=7.19. These values are summarized in the 
“jllowing table: 


Component 

Distillate 

Residue 

Mols 

Mol % 

Mols 

Mol % 

Benzene 

31.67 

36.2 

1.67 

13.4 

Toluene 

29.73 

33.9 

3.60 

28; 19 

Xylene 

26-14 

29.9 

7.19 

67.7 

Total 

87.54 


12.46 



6. Using the integrated form of the Bayleigh equation 
log (!)=««,. log (I?), 


log 20 

=2.29 log 

/33.§3\ 
(. T, )’ 

1 

2o2.29 

33.33 

=^^«3.69, 

Ta 

*9.03. 


, /33.33\ 

^arx log \ 

r33.33\ 

1°H9.03) 

Xt )‘ 

1 

(3.69)2-2® 

33.33 
= Xt ’ 


X, 

=18.66. 
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Component 

Distillate 

Residue 

Mols 

Mol % 

Mols 

Mol % 

Benzene 

81,67 


1.67 

5.68 

Toluene 

24.30 


9.03 

80.80 

Xylene 

14,68 


18.65 

63.52 

Total 

70,65 





c. If the distillate of (6) had been collected in two equiniolal portions of 
35.3 mols each: 

1 

/' 33 . 33 \ 2.29 33.33 

V 

and 

1 

/33.33y.26 33.33 

\Tt^) 

Solving these two equations together with the condition that + 

100 - 36.3 * 64.7 gives 72**22.73 and X2**22.03. The 

mols of each component in the first portion of the distillate are obtained 
by subtracting each of these values from 33.33, and the amount of each 
component in the second distillate is obtained by taking the difference 
between the values obtained in part (5) and those of the first distillate. 


Component 

1st distillate 

2d distillate 

Residue 

1 

Mols 

Mol % 

Mols 

Mol % 

Mols 

Mol % 

Benzene 

19.40 

55.0 

12.27 

34.7 

1.67 

5.68 

Toluene 

10.60 

30.0 

13.70 

38.8 

9.03 

30.80 

Xylene 

5.30 

15.0 

9.38 

26.5 

18.65 

63.52 

Total 

35.3 


35.35 


29.35 



To recover 95 per cent of the benzene requires the distillation of 88 per 
cent of the charge when the process is carried out as an equilibrium distilla- 
tion and of only 71 per cent when the process is made differential. Since 
less distillate is made by the differential process, the distillate will therefore 
contain a higher percentage of benzene. It should be noted that the enrich- 
ment obtained by such simple distillations [parts (a) and (6)] is relatively 
small. Part (c) suggests a method for improving this separation; thus, if 
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35 per cent is distilled off as a differential process, it will contain 55 mol per 
cent benzene; an additional 35 per cmt (based on origmail charge) may then 
be distilled and collected separately. It'his latter distillate has a composition 
approximately that of the original charge and may be added to the still 
for the next distillation. By this means it is possible to obtain the '^5 per 
cent recovery of benzene in a distillate containing 55 per cent benzene. 
This latter operation would, of course, require more heat and larger equip- 
ment to take care of the redistillation. 

Steam Distillation. — Volatile organic liquids cont^ning non- 
volatile impurities in relatively small amounts frequently have 
boiling points so high that incipient decomposition may take 
place if they are distilled directly at atmospheric pressure. Even 
where this would not occur upon the distillation of the pure 
liquid, the impurities may be sufficiently soluble in it so that, 
when they are concentrated, the viscosity of the liquid and its 
boiling point may become so great that local superheating due 
to imperfect mixing will cause decomposition. Aniline, glycerin, 
fatty acids recover from cottonseed foots and many other 
materials illustrate this point. Advantage is here taken of the 
fact that in a mixture of liquids not mutually soluble the partial 
pressure of one component reduces the partial pressures of the 
other components necessary for vaporization. 

When the gas laws apply, the weight ratio of two components 
in a vapor is equal to the molal ratio multiplied by the ratio of 
the molecular weights, i.e., ==(pA/Pi>) 

(Ma/Mb) where y and p are the mol fractions and partial pres- 
sures, respectively, of the actual vapor. If water is one compo- 
nent of such a vapor, WA/Ww^iPA/Pw){MA/Mw) and, for a 
binary mixture at the constant total pressure t, 



If the material distilled is entirely insoluble in water, the 
partial pressure Pa is the vapor pressure of the pure substance, 
and pvf is the difference between the pressure reigning in the 
system and Pa* Even where mutual solubility is appreciable, the 
vapor pressures of the pure components may be employed, since 
the fractional reductions in the vapor pressures are approximately 
equal and the ratio is but slightly affected. Wlien, however, the 
mutual solubility of the two substances is great, these considera- 
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tio»s d6 not apply. In these cases one must determine experi- 
mentally the vapor^iqnid equilibria. 

linless the steam used is highly superheated or unless heat from 
an external source is supplied in addition to that of the steam, 
water will always be present in the still. This follows from 
the fact that, when the heat of vaporization of the substance 
distilled is taken from the steam, an equivalent amount of water 
must be condensed. When a water layer is present as well as 
the water-insoluble layer, then (t-Pa) must equal vapor pnissure 
of pure water and the temperature then becomes fixed at a 
value such that the sum of Pa and the vapor pressure of water is 
equal to the total pressure. It is obvious that this temperature 
is less than the boiling point of either component alone at the 
same total pressure. 

Liquids are purified by steam distillation,^^ not only because 
this lowers the temperature at which the liquid distills, but also 
because the injected steam keeps the liquid mass thoroughly 
agitated. Thus aniline, for example, boils at 180°C. under 
atmospheric pressure. Under a high vacuum it can be boiled at 
100®C,, but such a vacuum may be hard to maintain. If steam 
is injected into the still at atmospheric pressure, the aniline is 
heated to approximately 98°C., where the combined partial 
pressures of aniline and water equal 1 atmosphere, and vaporiza- 
tion proceeds, the mixed vapors distilling together. It is 
I)ossible to use any inert gas instead of a condensable vapor for 
the distillation, although in this case the heat must come either 
from the cooling of the hot gas or from some external source. 
Since the gas is saturated with the vapor of the material distill(ifd 
when it leaves the condenser, it must be recirculated through a 
preheater to avoid this loss of vapor from the system. 

Steam distillation is generally carried out in a cylindrical 
still, sometimes externally heated by either steam jacket or 
direct fire, and with injection of the steam through coils placed 
in the bottom of the still with numerous perforations to secure 
uniform distribution,* The still must be connected with a con- 
denser for the liquefaction of the mixed vapors, the 'components 
of which are separated by gravity. The use of steam is a matter 

* The relation between the number and size of these distributors and the 
pressure drop and rate of flow through them may be determined by con- 
sidering the perforations as orifices (see p. 61 ). 
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of ccnvemence and cheapness, as other vapors not appredably 
soluble in the material to be di^illed may thus be employed. 

The method for calculating most of the points involved in the 
design of stills and auxiliaries for steam distillation, such, for 
example, as the heat quantities that must be supplied in vapor- 
ization and removed in condensation, the volumes of vapors and 
liquids to be handled, the heating and condensing surfaces 
necessary, etc., are but the application of principles already 
described. ^ 

The ratio of the substance distilled to the steam coming over 
with it is always below that calculated from the steam distillation 
Eq. 2, owing to imperfect contact of the steam with the sub- 
stance. If the steam comes through in large bubbles that rise 
rapidly and if the layer of liquid being distilled is shallow, 
the time of contact in the still may be too small to secure equilib- 
rium between the steam and vapor, and it leaves the still carry- 
ing less than the maximum amount of vapor. This equation 
gives a statement of the theoretically possible performance of 
a still, and thus furnishes an exact measure of the eflSciency 
of the operation. 

Steam Distillation in Vacuum. — While most steam distilla- 
tions are carried out at atmospheric pressure ajid at less than 
lOO^C., one must occasionally deal with a material of such low 
volatility that a higher temperature and less than atmospheric 
pressure must be used. An important illustration is the purifica- 
tion of oleic and other fatty acids by steam distillation where the 
highest allowable temperature and the lowest obtainable vacuum 
are desirable. 

The steam consumption of such a distillation is in any case 
strikingly small, but decreases as the total pressure is reduced 
and becomes zero when the pressure on the system is reduced to 
the vapor pressure of the material being distilled, for under this 
condition the material will boil without the presence of steam. 
Just because liquids of higher volatility, such as aniline, can 
be steam distilled at atmospheric pressure is no reason why 
they should be so distilled. For the greatest economy in steam 
distillation, the still should be heated from an external source of 
energy to the highest allowable temperature, and should be 
operated under as high a vacuum as the cooling water will permit. 
The only equipment needed in addition to that usually employed 
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is wet-air pump for the removal of the coudeiised liquid and any 
permanent gases originally dissolved or due to leakage of air. 
As is obvious from ordinary steam-condenser practice in power 
plants, such a pump is cheap both to install and to operate. 

In the separation of glycerin from impurities by steam dis- 
tillation, the volatility of the glyceiia is so low that the distilla- 
tion must be carried out at the best attainable vacuum and at 
a high temperature, approximating 180°C. At this temperature 
and pressure the solubility of water in glycerin is very small, 
and the vapor pressure of the glycerin is therefore practically 
that of the pure substance. However, unless separated by 
fractional condensation, the glycerin and steam condense together 
as a single liquid mixture and must be separated by a subsequent 
distillation. Because of the widely different boiling points, little 
glycerin is then volatilized, and this process is generally called 
evaporation. 

Use of Superheated Steam . — If the substance to be distilled 
is maintained at the highest allowable temperature by an external 
source of heat, and at a pressure sufficiently low to prevent the 
formation of a water layer, the steam consumption of the process 
is greatly decreased. The partial pressure of the steam is found 
by subtracting from the total pressure in the system that of the 
material being distilled. The total pressure is determined by the 
cooling water and condensing apparatus employed. 

In this type of distillation it is especially important to prevent 
any condensation of the mixed vapors arising in the still until 
they have passed the highest point in the goose neck at the top 
of the still and are on their way down tow^ard the condenser. 
Lagging the top of the still is insufficient, as this merely reduces 
but does not eliminate the evil. The still should, wherever 
possible, be externally heated up to and above the top. A steam 
jacket can be iised, but this is expensive to construct and is likely 
to develop leaks, and the realizable temperature is limited by 
the strength of the still. Where direct firing is used, it is best 
to allow the flue gases to flow up and over the top of the still 
at such a temperature as to avoid appreciable superheating of 
the vapors and yet to prevent all heat loss from the vapor zone. 

Illustration S. — In a direct-fired still operating by the semi-batch method, 
stearic acid is being purified by steam distillation in a vacuum. Super- 
heated steam is injected into the mass by means of perforated pipes in such 
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2k manner that the steam leaves the liquid phase at a temperature of 340®C., 
70 per cent saturated with add, in a ratio equivalent to 70 per cent 
the equilibrium value. Assume the following operating conditions to obtain : 
barometer, 748 mm. of mercury; vacuum in still, 662 mm.; and temperature 
of material when charged, 70®F. 


Average specific heat of solid stearic acid ...0.4 
Average specific heat of stearic add vapor .,0.47 

Latent heat of fusion of stearic acid 47.6 gm. cid./gm. 

Melting, point of stearic acid 64®C. i 

Average specific heat of liquid stearic add . . 0.55 

Latent heat of vaporization of acid at 

240®C 66 . 0 gm. cal. /gm. 

Vapor pressure of stoaric acid in mm, of mercury: 

At240®C 19 mm. 

At 220°C 8 mm. 

At 200®C 3 mm. 


Total heat of dry sttlurated steam at 240*^0. above liquid water at 70®F. » 
1167 B.t.u./lb. Specific heat of low-pressure superheated steams 0.46. 
Molecular weight of add « 284.4. 

1. Calculate the pounds of acid passing to the condenser per pound of 
steam, on the assumption (a) that the top of the still is so jacketed by com- 
bustion products that no heat is lost by the vapors leaving the acid in the 
bottom of the still until they reach the conden.ser; (b) that the still is not 
thus jacketed and that the vapors cool 40®C. before leaving the top of the 
still ; (c) that the still is lagged but not jacketed, .so that the vapors cool 20'* 
before leaving the still. 

2. In cases (5) and (c) what per cent of the acid initially evaporated in the 
still is refluxed back into it for reevaporation, and what per cent of the total 
heat consumexl in the initial distillation of the acid is lost by radiation and 
convection from the top of the still? 

3. What is the total consumption of heat required for the distillation in 
the three cases, expressed as B.t.u./lb. of product? 

Basis: 1 lb. of steam leaving still at 240°C- 
Partial pressure of acid = (0.70) (19) *13.3 mm. 

Total absolute pressure =748 —662 =86 mm. 

Partial pressure of steam =86 — 13.3 = 72.7 mm. 


Heat consumption in C.h.u./lb# of acid: 

To heat solid acid: 0 . 4(64 — 21) = 17.2 
To melt solid acid: = 47,6 

To heat liquid J^cid: 0 . 55(240 —64) « 96.9 
To vaporize acid: = 66.0 

Total 227.7 


Pounds of acid /lb. of steam » « 2.89, 



I42 PRINCIPLES OP CHEMICAL ENGINEBRINC 

^ "H thfe used by the acid evaporated by 1 lb. of steam is 2.89 X 
«27.7«667 O.h.u. or 1.8X657* 1185 B.t.u. To this, one must add the 
1167 B.t.u. in the steam, or a total of 2352 B.t.u., which is 2352 *5- 2.89 *813 
B.t.u. /lb. of product. 

At 200*C. the weight of acid per lb, of steam (figured similarly to the 
above) is (3) (284) -4- (86 -3) (18.02) *0.57 lb., t.e., 2,32 lb. are condensed 
and refiuxed, or 80,3 per cent of the total evaporated. The heat lost is 
1.8(240-- 200) (0,46) *33 B.t.u, due to cooling of the steam; 1.8(240 —200) 
(0.47) (0.67) * 19 B.t.u. due to cooling of acid vapor; 1.8(66) (2,32) *276 
B.t.u. due to condensation; 1.8(240—200) (0.56) (2.32) *92 B.t.u. due to 
cooling of the condensed acid; this makes a total of 420 B.t.u. The heat 
consumption per lb. of steam is 1167 B.t.u. in the steam; 0.57 (227.7) (1.8) * 
233 B.t.u. to preheat and vaporize the acid distilled; 2.32(66+0.55(240 — 
200)1(1.8) *367 B.t.u. to reheat and vaporize the acid refluxed; this gives 
a total of 1767 B.t.u. The heat loss is therefore 23.8 per cent of the heat 
consumed. 

Similarly, at 220®C,, the acid distilled per lb. of steam is 1.62 lb., while the 
reflux is 1.27 lb. or 44.0 per cent. The heat consumption is 2006 B.t.u. per 
lb. of steam, and the heat lost is 220 B.t.u. or 1 1 per cent. 

Obviously, the heat consumption per lb. of product is found by dividing the 
total used per lb. of steam by the yield. Hence, the answers are as follows : 

lo. 2,89 lb. of acid evaporated /lb, of steam. 

15. 0,57 lb. of acid evaporated /lb. of steam. 

Ic, 1,62 lb. of acid evaporated /lb. of steam. 

25. 80.3 per cent of the acid is refluxed for 23.8 per cent heat lo8.s. 

2c. 44i0 per cent of the acid is refluxed for 1 J per cent heat loss. 

3a. 8J3 B.t.u. /pound of product. 

35, 3100 B.t.u. /pound of product. 

3c. 1240 B.t.u. /pound of product. 

The recovery of benzene and toluene from illuminating gas, 
recovery of gasoline from natural gas and processes of this type 
are frequently accomplished by dissolving the vapors in a suitable 
solvent, such as a heavy paraffin oil or cresol. There is thus 
produced a solution so dilute with respect to the benzene that 
removal of the benzene by simple distillation is impractical 
on account of the high boiling point. The situation is met by 
distilling the mixture with steam at a temperature so low that 
the volatility of the oil is negligible. Condensation of the steam 
and benzene makes possible the separation of the two by gravity. 

As the benzene or other vapor is removed from the oil, its con- 
centration decreases, and, according to Henry^a law, its partial 
pressure decreases proportionately. This means that the neces- 
sary quantity of steam progressively increases during the dis- 
tillation. Since, however, steam saturated with benzene at a 
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low concentration of benzene in oU is still capable of picking up 
benzene from a solution of higher benzene content, it is obvious 
that countercurrent flow of steam and benzene is demanded. 
Such countercurrent flow is obtained in rectifying columns of the 
general type described on pages 547 to 551. 

The steam consumed in such a process may be greatly reduced 
by the use of a vacuum^, for reasons entirely analogous to those 
already described; and although a vacuum is not usually 
employed in this work, its desirability is clear. 

A study of the rectifying columns mentioned a^bve shows 
that the pressure on the lower plates is always higher than that 
on the upper ones. This increase of pressure at the bottom 
of such a column interferes with the removal of the volatile 
component by the steam. By allowing a free passage for the 
vapors up through the column, at the same time providing for 
effective counterflow of the liquid down through the column, 
this difficulty is reduced to a minimum. For this reason, the 
tower fillings described on page 550 can here be used to advantage. 

Volatile Solid Component; Sublimation. — Certain solid sub- 
stances possess at temperatures below their melting points vapor 
pressures so high that distillation without melting Is practical. 
This process is called sublimation and is used for the separation 
of solids when only one component is volatile. Except in the 
resfKicts noted below it does not differ from the distillation of 
a material containing a single volatile liquid. 

If the material sublimed contains only a slight amount of non- 
volatile impurities, the volatilization can be carried out without 
difficulty in a direct-fired or steam-jacketed still or retort. The 
material is in immediate contact with the hot wall of the retort 
and, as it volatilizes, fresh charge comes into contact with the 
heating surface. If, on the, other hand, there is a large per- 
centage of infusible, nonvolatile impurity in the material, the 
escape of the volatile portion that is in immediate contact with 
the retort wall leaves behind an insulating layer W impurities 
which makes it difficult to heat the whole mass without danger 
of localized overheating. In such a case direct contact of every 
portion of the charge with the retort wall must be effected by 
some sort of agitation. 

The most serious problem in sublimation is in the condensation 
of the vapors. If a surface condenser is used, the cooting surface 
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fe quickly coated with a layer of the sublimate which insulate^ 
the vapors from the condensing surface and greatly reduces the 
capacity. In some cases the condenser can be equipped with 
mechanical scrapers, but such an apparatus must generally be 
made of steel or cast iron and there is danger of contamination 
of the product. It is usually best to condense the vapors by 
diluting them with large quantities of cold gas, most fre- 
quently air. Where necessary, inert gases can be used for 
dilution. 

If the vapors are cooled very quickly by admission of gas at 
a temperature far below the sublimation point, the material con- 
denses as an extremely fine powder. When it is desired to 
produce large crystals, the temperature and quantity of diluent 
gas must be so controlled that the vapors are not greatly super- 
saturated. If these vapors are now passed through a large 
chamber in which strings or other centers for crystallization 
are suspended, the supersaturated vapor will condense slowly 
and large crystals will result. 

The disadvantage of condensation by dilution is that the gas 
leaving the condenser chamber is saturated with the vapors of 
the material sublimed. While the partial pressure of the material 
at this low temperature may be small, the quantity lost can be 
large since the molecular weight may be high and the gas quan- 
tities very great. These difficulties are met by cooling and 
recirculating the gas. If, however, a surface cooler is used, it 
will choke up with crystals deposited from the saturated gas. 
This can be overcome by using a spray cooler and by filtering out 
the crystals that separate from the water withdrawn from the 
chamber, or by evaporation if the material is soluble. In the 
latter case the spray water may be recirculated through a surf ace 
cooler. Where the material sublimed is sensitive to water, other 
suitable liquids, such as organic solvents, can be used for the 
spray cooling and recirculated through a surface-type water 
cooler. 

In the sublimation of materials sensitive to heat, it is some- 
times advisable to admit gas or steam in the retort itself to 
volatilize the material at a temperature below its normal sub- 
limation point, in a way entirely analogous to that used in steam 
distillation; however, this introduces additional difficulties in 
condensation. 
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UimERLYmO FIUNCinES OF SSPAI^ 

Referring again to Fig. 166, which gives the relationship 
between the composition of the liquid and the composition of the 
vapor in equilibrium, a possible method of separating components 
becomes evident. If, now, the vapor which was given off when 
the liquid boiled at temperature E and which in composition is 
represented by F is condensed and heated by itself, it will boil 
at temperature O and give off vapor having the composition H. 
If this in tam is condensed and again heated, it wifi boil at I, 
producing a vapor of the composition J, and so on until almost 
pure bentene is obtained near'C. Or, what amounts to the same 
thing, if the vapor formed at E with the composition F is feooled 
from the temperature at F (102®C.) to the temperature at O 
(96“C.), vapor of the composition J?, much richer in benzene, 
will persist, and the remainder of the vapor will condense to 
form a liquid poorer in benzene, with the compofsition correspond- 
ing to G. Thus by controlled condensation the same result will be 
obtained as by complete condensation followed by revaporization. 

When the vajjor of composition H falls in temperature to the 
point I, some of it will condense to a liquid poorer in benzene 
than that represented by I, by the amount of benzene which has 
remained in vapor form of the composition represented by J. 
This liquid poorer in benzene than I will, if returned to the still, 
immediately boil, again taking heat from the stilL Wheii the 
vapor of comi) 0 .sition F falls in temperature to the point G and 
partly condenses, it must give off heat equal to the heat of 
condensation of the liquid formed. If now the liquid condensing 
at 1, which is richer in benzene than that condensii^ at G, can 
come in contact with the vapors condensing at G, the heat of con- 
densation here set free will immediately boil the liquid condensing 
at J, and no heat will be taken from the stiH. In other words, the 
hot vapor rich in toluene will boil the cooler liquid rich in 
benzene, forming from the first a liquid yet richer in toluene, and 
from the latter a vapor yet ridier in benzene without the con- 
sumption of more heat from the still. 

An apparatus in which these conditions are realized is shown 
in Fig. 170, where E, G and I are stills, each supplied with a 
heating coil and a discharge for the vapor, and in which are placed 
mixtines of benzene and toluene having the composition repre- 
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eented by the points G and I corresponding to the boiling 
points JB, G and / on the curve ABC in Fig. 166, page 626. The 
coil in JB7 is heated by steam which boils the liquid of the com- 
position JS, evolving vapor of the comp()8ition F, at the tempera- 
ture of Ey which passes into the heat- 
ing coil of the still G. Here the 
vapor condenses and liquid of the 
composition F runs out of the coil 
into a receiver. But the condens- 
ing vapor in the coil boils the 
liquid in G, and vapor of the compo- 
sition H passes into the coil of the 
still /, and so on. In this way 
successive stills will deliver vapor 
ever richer in benzene until, if 
enough are employed, almost pure 
benzene will be obtained. 

But the effluent from the coils in the still G is of the same 
composition as the contents of still G and can be added to it. 
Since this is the case, one can as well allow the vapor from still E 
to pass directly into still G and condense therein a liquid richer 
in toluene and evolve a vapor richer in 
benzene. 

An apparatus in which this direct inter- 
change of heat and consequent condens- 
ation and evaporation can take place is 
called a rectifying columni and the process 
carried on within it is called rectification. 

Such a system is shown in Fig. 171, 
where #S is a still body or kettle. Resting 
on the outlet of the still is a column 
divided into compartments by plates 
perforated with small holes. Each plate 
has an overflow pipe discharging into a 
pool of liquid on the plate below. The Perforated- 

layer of liquid on each plate is prevented 
from passing down through the holes by vapor which is passing 
up through these holes, from the compartment next below. Any 
excess liquid accumulating on the plate flows down through 
the overflow^ pipe. The letters on the apparatus correspond to 
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them on Fig. 166, page 526. Vapor from the etill at temperature 
E and composition F passes up and partly condenses at tempera- 
ture <? in compartment 0, with a composition slightly poorer in 
benssene than that corresponding to G. Here is evolved vapor of 
the comjposition H which bubbles up through the liquid on the 
next higher plate which is richer in benzene, with the composition 
L Here again condensation takes place at, .the temperature of / 
and the heat evolved sends off vapor of composition J, even 
richer in benzene. This can be repeated any number of times, 
and the vapor finally issuing from the apparatus at the top and 
into the condenser is practically pure benzene. As in the 
previous illustration, each one of the compartments in the 
column may be considered a small still in which the source of 
heat is the hot vapor coming from below and the cooling element 
(condenser) is the cooler liquid from the plate abov^. 

The relationship here pictured is in fact valid only in case the 
molal ratio of liquid overflowing from plate to plate to the vapor 
rising through the plates is practically \mity, t.c., the ratio of 
distillate to liquid vaporized is exceedingly small. In practice 
less overflow must be employed to reduce the heat constimption, 
and the rate of enrichment is much less rapid than that indi- 
cated in the explanation. This special case is discussed here 
be(^ause it brings out clearly the nature of the underlying 
phenomena. It corresponds to the asymptote of Fig. 181, 
page 568. 

Rectification. — A study of the liquid-vapor equilibrium curves 
shows that the condensate formed \ipon partial condensation of a 
vapor is necessarily richer in the volatile component than the 
liquid from which the vapor was originally evolved. Therefore, 
this condensate cannot be in equilibrium with the vapor rising 
from the still, and if it is brought in contact with it some sort 
of interaction must take place. From the liquid-vapor diagram 
it is seen that this interaction must involve the condensation 
from the vapor rising from the still of part of the less volatile 
component, with evolution of a new vapor richer in the more 
volatile component. The heat of condensation thus set free 
tends to raise the temperature of the liquid, but, since it is 
already at its boiling point, there results a new vapor richer in 
the more volatile component. This interaction of a vapot 
rising from the still with the condensate from a part of the vapor 
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preYiously evolved is called r6ctificatip& which affords an efficient 
means for separating volatile liquids- 
Since rectification in its result is equivalent to a series of 
redistillations without the consumption of additional heat, it is 
analogous in this respect to multiple-effect evaporation; how- 
ever, it is only the result that is similar and not the mechanism 

of attaining it. 

As already indicated, the 
enrichment of a vapor in the 
more volatile constituent by 
- cooling it sufficiently to sepa- 
A rate out as liquid a part of the 
less volatile component will be 
here designated partial con- 
densation; the interaction of 
such a partial condensate with 
the vajx)r rising through a 
column, resulting in further 
enrichment of the vapor in low- 
boiling constituent, will be 
called rectification. 

Phie Columns , — In order to 
be efficient, the contact between 
the vapor rising from the still 
and the liquid reflux resulting 
from a previous partial conden- 
sation must be countercurrent 
and as intimate as possible. 
Experience has developed the 
Top View (Section Through K-A) bubbling plate column as one 

Fia. i72.->Bubbie plate rectifying ^he best devices for secur- 
column. . , . 

mg this result. This rectify- 
ing column, as it is called, consists of a series of plates over 
which flows the liquid reflux and through which the rising 
vapors are made to bubble. The reflux flows from plate to 
plate through suitable overflow pipes and the vapor rises through 
each of the plates in series countercurrent to the flow of the 
liquid. 

A section of such a column is shown in Fig. 172, in which 
overflow weirs and partitions are used instead of overflow pipes. 
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The height of the overflow weir regulates the depth of the liquid 
remaining on the plate and the lower end of the partition is sealed 
in the liquid on the plate below in order to prevent the vapor from 
passing up the overflow space. The bubble caps are of various 
design, one common type being shown in Fig. 173. The vapor 
passes up the central vapor riser and reverses direction and 
passes downward inside the annular space between the cap and 
riser and then out through the slots into the liquid. The amount 
of opening of the slots, t.c., the 
portion of slot discharging 
vapor, depends on the quantity 
of the vapor flowing, being zero 
for no vapor flow but increasing 
with vapor flow until the entire 
slot area is being usedjdf such a 173.— Slotted bubble cap and vapor 

cap is overloaded sufficiently, 

vapor will escape around the lower periphery. Long rectangular 
bubble caps have been used in place of the round caps illustrated 
in Fig. 172. 

A simple type of plate sometimes employed consists of per- 
forated sheet metal or even of a wire screen, Fig. 171, page 546. 
This type has the disadvantage that, when the vapor velocity is 
low, the liquid leaks through the vapor holes from the plates into 
the still. Consequently, such a column cannot be operated at 
low capacity. With a high vapor velocity the friction through 
the holes is very large and, if such a plate is not absolutely level, 
all the liquid will run through the low side and the vapor 
pass up the high side. However, these plates when properly 
placed give a high plate efficiency because of the exception- 
ally small bubbles produced and their excellent distribu- 
tion, and they also have high capacity for a given amount of 
entrainment. 

A relatively large pressure is required to force the vapor 
through the column against the resistance of the orifices and the 
liquid head, which is a disadvantage in many gas-washing 
operations; but this disadvantage disappears in distillations 
where increased temperatures do not harm the materials being 
distilled, because the necessary pressure can be easily developed 
within the still by merely allowing the temperature of the boiling 
liquid to rise (but see page 561). 
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Tower Fillings , — The interaction between vapor and refluxing 
eondensate can be efficiently secured by the use of a plain tower 
filled with suitable packing material over the surface of which 
the reflux flows to the still and through the voids of which the 
vapor rises. When dealing with excessively corrosive liquids, as, 
for example, in the separation of nitric and sulfuric acids,* such 
a tower can be built of resistant material and filled with broken 
quartz. A mnnber of tower fillings made from refractory 
earthenware have been developed, all designed to present a large 
surface of contact between vapor and liquid, to avoid the forma- 
tion of chaimels through which the liquor may pass undisturbed 
by the vapor, and to develop as little back pressure as possible. 

For large towers the cost of the packed column often exceeds 
the cost of an equivalent bubble cap tower and generally the latter 
is u.sed; however, where corrosive materials are being handled, or 
where the pressure drop must be kept low, packed towers can be 
advantageously employed. In small pilot plant operation, the 
small-diameter columns can be made cheaper as packed towers 
than as bubble plate towers, and in small laboratory columns very 
efficient fractionation can be obtained by the use of special types 
of packing which would be too expensive for even moderate- 
size towers. 

Avery popular packing for columns is a cylinder of earthenware 
having a diameter equal to its height. Tht^se rings are thrown 
into the tower at random, their uniform size and dimensions 
insuring an even, homogtmeous packing. The area presented 
for reaction is large, while the frictional resistance to the moving 
vapor is small. An even and uniform distribution of the partial 
condensate over the top of the tow^er filling is controlling in the 
efficient operation of such a tower, especially if it is relatively 
short. There exists a strong tendency for the ascending vapor to 
seek out channels of least resistance, and these chimneys, 
once formed, seem to perpetuate themselves, allowing the liquid 
to flow down undisturbed. It has been shown^^^ that, if the 

♦ Nitric acid may be efficiently concentrated by mixing it with strong 
sulfuric acid and allowing this mixture to flow down a filled tower against 
an ascending current of steam. The heat of condensation of the steam com- 
bined with the heat of dilution of the sulfuric acid distills the nitric acid. 
The fractionating effect of the tower enables the operator to withdraw con- 
centrated acid from the top of the tower and completely denitrated sulfuric 
acid from the bottom. 
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did.meter of a tower is approximately tm times the diameter of 
the packing, the liquor will tend to distribute itself more or less 
evenly, but, if the liquor is introduced at the top in one large 
stream, it may be a considerable distance down the tower before 
satisfactory distribution is obtained, and a distributor for intro- 
ducing the liquor is desirable. 

Rectification under Vacuum, — If the operating temperature 
in a rectifying tower must not exceed a low maximum, as in the 
dealcoholi 2 dng of beer, a vacuum must be maintahied in the 
systc^m. Under this condition a tower or column with an open 
filling to give the least frictional resistance to the flow of vapor is 
better than a column equipped with plates (see page 650). 

Condensers. — It has already been pointed out that a partial 
condenser can be used to effect a partial enrichment of the vapor, 
and thus separation can be used to aid the rectifying column. 
However, to attain simplicity in operation it is customary to 
omit the partial condenser altogether and employ a final con- 
denser which completely liquefies all vax>or leaving the column, 
a part of this condensate being deflected as reflux to the column 
and the rest taken off as product. It is, however, difficult to 
construct and operate a single condenser of this type which will 
both cool the product and at the same time preheat the feed. 
It is usually better practice to employ a single condenser for the 
production of reflux and product, cooling the latter in a liquor 
cooler. 

Where the vapor is insoluble in water, the final condenser 
may be of the jet-condenser type. If the heat to be absorbed is 
large and the condensate separates readily from water, as in the 
refining of heavy petroleum oil, a short tower packed with Raschig 
or similar earthenware rings, over which cooling water flows, is 
both inexpensive and efficient in its condeiusing action. 

Intermittent Operation of Distillation Apparatus. — A rectifying 
apparatus can be operated in two fundamentally different ways. 
In intermittent operation the still bolow the column is filled with a 
charge of the liquids to be separated (e.gf., benzene and toluene) 
and distillation is begun. In Fig. 174, S is the still, D the rectify- 
ing column, F the partial condenser, C the final condenser and W 
an auxiliary cooler for the product. G? is a glass dome covering 
the overflow chamber A, where the rate of distillation can be 
observed and where a hydrometer may float, indicating at all 
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times the density of the liquid product. As a volatile constituent 
(benaene) is removed, the residuum in the still becomes p3x>g;re8S> 
ively richer in the less volatile substance (toluene). This means 
that the vapor rising from the still grows continually poorer in 
benzene, and hence to free it from toluene, since the rectifjdng 



Fig. 174. — Still, bubble plate reetifying column, partial condenser, final con- 
denser, and distillate cooler. 

column is of a fixed length, the ratio of condensate refluxed at 
the top of the column to the distillate must be progressively 
increased. This necessity for continually modifying the operat- 
ing conditions in an intermittent distillation is a serious dis- 
advantage, but satisfactory separation of the constituents can 
be realized, except at the very end of the operation, when the 
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distillate always contains some of the higher boiling constituent 
and must be collected separately for admixtufe with the next 
charge. This inability to effect C/omplete separation at the end 
of the operation is occasioned by the fact that there is insufficient 
low-boiling component in the system to maintain the necessary 
concentration gradient through the column, i,e,, there remains 
only the high-boiling component on the bottom plates: The 
effective length of the column is thus reduced below tiiat essential 
for complete separation. # 

Continuous Operation of Distillation Apparatus , — ^Just before 
the end of the operation in an intermittent unit as above con- 
sidered, toluene exists in the still free from benzene, while there 
is being discharged from the condenser practically pure benzene. 
The percentage of benzene in the vapor and liquid in the column 
increases progressively from the bottom to the top plate. Assume 
that the original feed to be separated contains 80 per cent of 
benzene. On some plate in the column a liquid of practically 
this composition will be found. If, now, the feed containing 80 
per cent of benzene is introduced continuously onto this plate, 
the conditions in the system will tend to perpetuate themselves, 
i.e,f concentrations at all points will remain unchanged, benzene 
will be discharged from the final condenser, while toluene will 
work its way down into the still from which it may be con- 
tinuously withdrawn. This method of distillation is called 
continuous rectification. It may be shown mathematically 
that the heat efficiency of a continuous operation is greater than 
that of an intermittent operation, while, as above noted, the 
operating conditions are less complicated. Intermittent rectifi- 
cation is justified only when working on such a small scale, or 
where it is desired to produce more than two fractions of high 
purity with a single column. Rectification, especially if con- 
tinuous, offers various opportunities for the economy of heat 
through the use of heat economizers or exchangers. ? The best 
‘‘routing'^ of the feed through the heat-recovery system vjiries 
wdth conditions. 


Methods of Calculation 

The mathematical theory of the rectifying column as applied 
to the distillation of binary mixtures was first developed by 
Ernst Sorel,^^®^ who calculated the enrichment from plate to 
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plate by equating the amount of energy and of matter entering 
and leaving each plate and by assuming that equilibrium was 
realized between the vapors and the liquid leaving the plate. 
Sorel applied his method successively from one plate to the next 
in a eolumn. In consequence the computations become involved 
and it is dijfficult to visualize what is taking place. The following 
is a modification of SorePs method, which simplifies computation 
and makes it possible to present results in graphical form. 

The derivation will assume a column in continuous operation, 
with the feed, f.c., the binary mixture to be separated, entering 

on a plate somewhere 
between the top and the 
bottom of the column. 
The results may, however, 
be applied to a discontinu- 
ous column at any particu- 
lar instant during the 
operation, provided the 
amount of condensate in 
the column is small in pro- 
portion to the amount in 
the still. 

Nomenclature. — The 

nomenclature is indicated 
by Fig. 175, where, for the 
sake of sunplicity, there is 
shown a single condenser, so 
that the overflow back into 
the column is of the same composition as the product. However, 
this has nothing to do with the derivation and does not affect 
the validity of the equations. Heat is supplied by conduction at 
the bottom of the column, as by means of steam condensing in 
closed coils or by externally firing the still. 

Call any particular (variable) plate above the feed plate the 
wth and that below it the mth plate. Call the amount of vapor, 
measured in mols per unit time passing any particular section, 
7, and the amount of overflow passing the section, 0, On 
the same basis, F, D and W represent the respective amounts of 
feed, overhead product and residue. These quantities are to 
include in each case the mols of both components. Designate 
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the point of ori| 2 :in of the particular vapor or overflow referred 
to by the uwe of a subvscript; thus Fn is the molfe of vapor rising 
from the nth plate, while On+i is the mols of overflow coming 
down to that plate from the plate above. Use the subscripts / 
and c to refer to the feed line and to the condenser, respectively. 
Call the mol fraction of the more volatile component in the 
liquid X and the mol fraction in the vapor y. Indicate the 
liquid to which reference is made by subscripts; thus is the mol 
fraction of volatile comix)ncnt in the residue leaving Ihe bottom 
of the still, while y^, is the mol fraction of the same component 
in the vapor rising from the wth plate. The quantities required 
in discussion are assembled in the following tabic : 

ajs=inol fraction of more volatile component in liquid. 

2 /*= mol fraction of more volatile component in vapor. 

D~mols of distillate withdrawn as product per unit of time «P. 

Xe^tnol fraction of more volatile component in the distillate. 

On+i *=111018 of overflow from plate n 4-1 to plate n, per unit time. 

Xn-n - mol fraction of more volatile component in overflow, On+i. 

F»=mols of vapor passing from plate n to plate w-f 1 per unit time. 

^n — mol fraction of more volatile component in vapor, Fn. 

P^^mols of the mixture fed to the column per unit time. 

x/-mol fraction of more volatile component in feed, F, 

W *=niols of residue per unit time. 

Xw — mol fraction of more volatile component in residue, IF. 

— theoretical minimum overflow from plate per unit time. 

7i— the number of the plate under consideration, counting from the 
feed plate up. 

m«=the number of the plate under consideration, below the feed plate, 
counting up fix)m the still. 

Qn— total latent heat in the vapor Fn. 

Ti =molal heat of vaporization of more volatile component. 

rj^molal heat of vaporization of less volatile component. 

It is easy to visualize each step and appreciate its significance 
by discussion of a special illustrative case; consequently the 
following will refer to the 8<^paration of ethanol and wsyter, ethanol 
being the more volatile component. 

Consider the whole apparatus above a section drawn between 
the nth and the (n+l)th plate, just below the latter. The' only 
thing entering this section is the vapor from the nth plate, Fn. 
Leaving this section is the product i>, and the overflow from the 
(n+l)th plate, On^-i. Therefore, by a total material balance, 

F.-On^-i+a (3) 
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•njie total ethanol entering this section must eq\ial that leaving 
it, i.e., 

y«Fn=a:«+iO«+i+a:cD. (4) 

By eliminating F„ from these two equations, one obtains 


.. _Ofi+\Xn+l 

^"“On+l+D 


Dxc 

0«,+i+Z) 


(5) 


Similarly, for conditions below the feed plate one obtains 


Om-f 1 Xw 


( 6 ) 


Since these equations represent nothing but equality of input and 
output, for conditions of steady operation their validity cannot 
be questioned. Furthermore, inspection of Eq. (6) shows that 
under these conditions it contains only three variables, x„^i, 
yn and On+i. Similarly, the only varial)les in Eq. (6) are Xm+i, 
and Om+i. Obviously, therefore, one needs to find only one 
other independent relationship between these variables to 
determine the value of both the others if that of any one is known 
at any point in the cohimn, and this relation is a heat balance. 
While the principle underlying such a heat balance is simple, 
its details become, in the general case, sufficiently involved to 
interfere with a clean-cut visualization of the significance of the 
results. Hence, to avoid this difficulty, at the start certain 
simplifying assumptions will be made, winch in many important 
cases are close approximations to the facts. 

The heat supply to that x^art of the column above the nth 
plate Is obviously restricted- to the heat content of the vapor Vn 
entering it. Part of this heat may be lost through the walls, 
part is consumed in heating the liquid overflow going down 
the column, and the rest goes to furnish the heat in the vapnjr 
rising to the plates above. Since heat loss from the walls of the 
column should be eliminated, so far as practicable, by lagging or 
otherwise, it will now be assumed that this has been done to a 
point such that heat thus lost is a negligible fraction of the total. * 


* Where a coluniti is large in cross section and operated to its full vapor 
capacity, the ratio of surface to volume becomes so small that heat losses 
from the sides are sometimes a negligible fraction of the total, so far as these 
calculations are concerned, even though the column is uninsulated and the 
losses are large in absolute value. 
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The heat of mixing of liquids that do not react chemically or 
exhibit the phenomena of dissociation, molechlar association 
and the like is usually small, particularly in comparison with the 
latent heats of vaporization. The heat of mixing of the vapors 
is even smaller. The second assumption will be that these factors 
are not appreciable. The heat required to heat the liquid 
flowing down the column is in part compensated for by a decrease 
in temperature of the vapor as it passes up the column. Gen- 
erally the sensible heat of the liquid flowing down Hie column 
exceeds that of the vapor pasvsing upward and the difference in 
these two quantities is made up at the expense of the latent heat 
of the vapor; the net result is a decrease in enthalpy of the vapor. 

Liquids can be divided into two groups, the associating and 
nonassociating types. Within each group the molal heat of 
vaporization divided by the absolute temperature decreases at 
constant pressure with decreasing values of the temperature (see 
Fig. 4, page 13). This results in a decrease in the molal latent 
heat of the vapor as it passes up the column. Since both the 
enthalpy of the vapor and its molal latent heat decrease in passing 
up the column, it is possible that the total mols of vapor may 
remain constant, increase or decrease, depending on the relative 
decrease of these two quantities. The decrease in enthalpy of 
tlie vapor is mainly due to the sensible heat of the liquid, and in 
the portion of the actual column above the feed, where the mbls 
of vapor exceed the mols of liquid, this decrease is often less than 
tlie decrease in the molal latent heat and there results an increase 
in the total mols of vapor as it passes up the column. In the 
portion of the column below the feed, where the mols of liquid 
exceed the mols of vapor, the reverse may be true and the total 
mols of vapor may decrease as they pass up this section. Experi- 
mental data indicate that, if ^11 the corapqpents are associating 
(water, ammonia, alcohol, etc.) or if they are all nonassociating 
(hydrocarbons and most organic liquids), up to moderate pres- 
sures (about 10 atmospheres) the total mols of vapor (and liquid) 
are substantially constant except as affected by the introduction 
of the feed or by the return of cold reflux to the column.* In 

In distillating petroleum fractions, the feed often contains appreciable 
percentages of heavy fractions, which are essentially nonvolatile under the 
column operating conditions, and these fractions simply flow down the 
column and out with the bottoms, taking up large quantities of sensible 
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other words, above the feed plate both the molal overflow from 
plate to plate and the vapor passing up the column are substan- 
tially constant throughout this section, and the same applies 
below the feed, but the mols of vapor and overflow cannot be 
the same in both sections. Since it is impossible to condense the 
vapor from the top plate without cooling it, the reflux from the 
condenser will be cooler than the boiling liquid on the top plate; 
hence the amount of overflow in the column is greater than the 
reflux from the condenser. The effect of this is often negligible 
but may be large. 

Under such conditions, therefore, the molal overflow from plate 
to plate above the feed plate, t.e., the term On^i in Eq. 6 is con- 
stant and, similarly, Om+i in Eq. 6 is constant; however, O^+i is 
greater than On+i. Hence, it follows that Jn+i is linear in yn and 
im+i is linear in Furthermore, for fixed operating condi- 

tions, f.c., definite quantities and concentrations of feed, dis- 
tillate and residue and a given overflow, the slopes of these lines 
are known and the location of a single point upon either of them 
determines the whole line. Since these lines, based as they are 
only upon energy and material balances in the column, represent 
the conditions necessarily existing at each section in the column 
between the vapor rising and the overflow passing down through 
that section, they are called the operating lines. To distinguish 
between conditions above and below the feed plate, the former 
may, in any specific case, be called the enriching and the latter 
the exhaustifig or stripping line. 

It must be emphasized that, so far as a bubble plate column 
is concerned, the preceding discussion has been limited to the 
relations between the composition of the vapor rising from a plate 
and that of the overflow onto it from the i.)late above. The 
relation between the composition of the vapor and that of the 
liquid on the plate below from which it came must now be 
considered. 

All available data indicate that the vapor evolved upon boiling 
any mixture of volatile liquids is, at the moment of its evolution, 

heat, which results in a decrease in the total mols of vapor as it proceeds 
up the column in this section. At high pressures the sensible heat content 
of both the liquid and vapor becomes large relative to the latent heat of 
vaporization and large variations in the total mols of vapors may result at 
different sections of the column. 
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ia substaatially complete equilibrium with the liquid from which 
it is ^ven off. The vapor rising from a given pkte of a eoiuam 
is, however, by no means all evolved from the liquid on that 
plate; it consists largely of vapor from lower pl^es, which, 
because of inadequate contact with the liquid on the plate in 
question, has not had opportunity completely to react and coine 
into equilibrium with it. Furthermore, the liquid On a plate 



Fia. 176. — Diagram illustrating grapUcal stepwise method of McCabe and 

Thiele, 

is not uniform in composition but grows progressively poorer in 
volatile constituent as it flows from the point of discharge of the 
overflow from the plate above, across the plate, to the entrance 
to the overflow pipe leading to the plate below. For purposes of 
computation, bubble plate columns are usually designed on the 
basis of the ^theoretical plate/’ f.e., a plate such that the vapor 
rising from the plate has the same composition as the vapor in 
equilibrium with the overflow leaving the plate. Such an ideal 
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eblumu serves as the standard of performance of rectifying eqtiip-^ 
ment. In it the relation between the composition of the vapor 
at a given section and that of the liquid leaving the plate from 
which that vapor came must, therefore, be given by the equilib- 
tixim x-y curve. 

It follows, therefore, that the conditions existing in a column 
operating continuously, with a constant value of the molal over- 
flow above the feed plate and another, larger, constant overflow 
below it, in which the vapor rising from each plate is in substantial 
equilibrium with the liquid leaving that plate, may be represented 
by a diagram similar to Fig. 176. Equilibrium is represented 
by the curve OEFO. The operating lines are AE and DF, 
corresponding to Eqs. 5 and 6, respectively. Consider, for the 
moment, a plate from which the composition of the overflow is 
Since the vapor rising from this theoretical plate is in 
equilibrium with this liquid, its comx^osition must be ^ 2 , cor- 
responding to a point L on the equilibrium curve. Furthermore, 
the composition of the vapor rising from the plate below must be 
^8, determined by the point S vertically below L, since the rela- 
tion between the comi)ositions of the vapor rising into a plate 
and of the overflow from it is given by the enriching line AC, 
Similarly, the composition of the overflow from the plate above 
the one in question must be Xi^ f.c., the abscissa of that x)oint R 
on the enriching line which has the same vapor composition 
as point L, and therefore lies on the same horizontal level with it. 
In other words, the changes in concentration, as one goes from 
plate to plate dowm the column, are found quantitatively by 
going stepwise alternately from the enriching line to the equilib- 
rium curve and back again, first horizontally and then vertically, 
as indicated in Fig. 176. Thus, if Xi is the composition of the 
liquid on one plate, is that on the plate below, xg on the next, 
and so on. 

To start this stepwise operation, one must know the com- 
position of the liquid leaving some one plate or else that of the 
vapor from it. In the case of the arrangement of Fig. 175, inspec- 
tion makes it clear that the composition of the vapor from the top 
plate must be identical with that of the product a:<., since no 
separation or enrichment of this vapor takes place in the con- 
denser. Calling the composition of the overflow from the top 
plate xi, and the corresponding vapor yi, it follows that yi^Xc* 
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Hence j/i is found by locating a?if at A on the diagonal line 
ODAG (y^x) and drawing a horizontal line frbik Xe to intersect 
the equilibrium curve at yi; the corresponding abscissa is Xi* 
Furthermore, if in Eq. (6) one inserts top plate conditioiis for 
this case, namely, yn—Xc, one obtains Xn+i^yn^Xc; in other 
words, the enrichment line must go through point A, as above 
determined. Rearranging Eqs. (5) and (6) 

(6a) 


(6a) 

it is obvious that the ratio of reflux to vapor, O^i/Vny is the 
slope of the enrichment line. Hence, when this ratio is known, 
the line AE is fully determined and readily drawn. Therefore, 
for the conditions in question the following rule may be formu- 
lated. On the x-y diagram plot the equilibrium curve OEFG 
and the diagonal ODAG, Determine point A corresponding 
to the abscissa x—Xe, Draw the line AE with the slope On+i/F«. 
Conditions from plate to plate in the column are determined 
by going from point A horizontally to the equilibrium curve, 
then vertically down to the operating enrichment line AE, 
and so on. 

By eliminating y from Eq, (6) and from the equation y-x, 
one finds that the exhausting line must of necessity go through 
the point D, on the diagonal ODAG, corresponding to the abscissa 
x^Xw, Furthermore, its slope is Om+i/Vm, though this slope 
is normally numerically larger than above the feed plate. In 
any case, this line DF is determined by the operating conditions 
and is readily drawn. In the stepwise determination of plate- 
to-plate conditions below the point of feed, this operating line 
must be employed instead of the line AE, 

In going down the column along the enrichment line, one 
must face the question as to where it is necessary or desirable to 

* Equation (5a) may also be obtained directly from Eq. (4), which repre- 
sents equality of input to output of the more volatile comiwnent in the 
section above the feed plate. Equation (6a) is a similar balance on the 
section below the feed plate. 


Vn^ 


Vn — ’■’“57 


DXc 

v: 


and 


WXw 
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change to the exhausting line, i.e., on what plate in the column 
the feed should be introduced, 

Feed-plate Location. — A step oh the enriching line AE cor- 
responds to a plate above the feed plate and a step on the exhaust- 
ing line DF corresponds to a plate below the feed. Obviously 
the step that passes from one operating line to the other must 
correspond to the feed plate. In Fig. 176 would be the liquid 
oil the feed plate and the vapor leaving this plate. The 
composition of the feed plate is limited to that portion of the 
diagram where it is possible to step from one operating line to 
the other. A little consideration will show that this region is the 
area bounded by the equilibrium curve and the lines EC and CF, 
and the composition of the liquid leaving the feed plate must be 
between the liquid compositions corresponding to F and E, 
Thus, starting at Xcy it is possible to step down the enriching line 
to the point E before clianging to the exhausting line, but to do 
so would require an infinite number of plates. Commercially 
it is desirable to use the least number of plates possible to obtain 
a given separation, and from Fig, 176 it is apparent that, as steps 
are taken from Xc dowm the enriching line, the largest steps 
(corresponding to fewest plates) are obtained if the change from 
the enriching line to the exhausting line is made such that the 
feed step passes from a liquid composition higher than that 
corresponding to the intersection of the operating lines to a 
liquid com|X)8ition lower than the intersection composition. 
In other words, while the feed can be introduced into the column 
at any point below the point F and above E in Fig. 176, it will 
shorten the column, and therefore reduce construction expense 
with no counterbalancing disadvantages whatsoever to introduce 
it, i.e., to shift from the enriching line to the exhausting line, at 
the highest possible point below C. 

In the ideal column the final step must of necessity fall on 
point D, corresponding to the composition of the effluent liquid 
in the still. If, on the diagram as constructed, this does not 
happen, it means that, from the point of view of material and 
heat balances, the column cannot operate to meet all the con- 
ditions set. Thus, to look at it in one way, the overflow chosen 
is incompatible with the separation assumed. The choice 
of a slightly different overflow, however, will change the slopes 
of the operating lines AC and DC, and a very slight shift in 
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these will make the last step fall at D. It is not usual, however, 
to make such an adjustment, because, if one see^ to it that the 
last step overlaps the point Z), one is on the safe side. In other 
words, an ideal column with this number of steps would give' the 
separation required with a trifle smaller overflow. 

Inspection will show that the steeper the enriching line, 
m., the larger the ratio of reflux to vapor, the smaller the num- 
ber of steps and therefore the less the necessary length of the 
column. Since reflux is obtained, however, particulftrly that 
in the upper part of the col- 
umn, by generating vapor in 
the still and condensing it at 
the top, not to be taken off as 
distillate, but to be returned 
down the tower, it is obvious 
that steepness of the enriching 
line and resulting saving in col- 
umn height are obtained by 
increased heat consumption. 

Heat can be saved by using 
less reflux, a flatter enriching 
line and a longer column. 

Intersection of Operating 
Lines. — ^The slopes of the 
operating lines AE and DF are 
not independent of each other 
but are related by the composi- 
tion and condition of the feed. 

This relation is most easily 
shown by defining q as the 
difference in the mols of overflow below and above the feed plate 
divided by the mols of feed, i.e,, (0/— and by material 

balance (1 — ^) equals (F/— F/-.i)/F., The quantity is most 
satisfactorily obtained by an enthalpy balance around the feed 
plate. At the intersection yn must equal ym and Xn must equal 
Xfn; call these common coordinates yi and Xi. By subtracting Eq. 
6a from Eq. 5a and remembering that Dxe + Wxw—Fzf^ where Zf 
is the average mol fraction of the component in the feed, one obtains 



Mol Fraction of Component in Liquid 


Fig. 177.— Effect of condition of feed 
upon intersection of enriching and strip- 
ping lines. 

1. g is greater than 1 (cold feed). 

2. q is equal to 1 (increase in overflow 
equals mols of feed). 

3. ^ is between 0 and 1 (feed is partly 
vapor). 

4. q equals 0 (no change in overflow; 
increase in vapor equals mols of feed). 

5. q is less than 0 (decrease in over- 
flow; feed is superheated vapor). 


3-1 


( 2 - 1 )*'* 


Vi 


( 66 ) 
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Thus the intersection of the two operating lines must occur on a 
line of slope q/{q— 1) which intersects the y=x line at Z/, as shown 
in 1%. 177. 

Where the enthalpy is essentially the same for the liquid on 
the feed plate and on the plate above, and for the vapor from 
the feed plate and the plate below, then q may be approximated 
by the heat required to vaporize 1 mol of the feed divided by 
the molal latent heat of vaporization of the feed. Thus in such a 
case q would be 1 for an all-liquid feed at its boiling point, and 



would be zero for an all-vapor feed at its dew point. Likewise 
a cold liquid feed would give values of q greater than 1 and a 
superheated vapor feed would give a negative value for q. 

The operating conditions for various values of q are illustrated 
in Fig. 177, all based on the same value of 0/V in the section 
above the feed. 

Theoretically Mi n i m u m Reflux Ratio. — Since, however, operat- 
ing concentratioiis cannot exist to the left of the equilibrium 
curve, inspection of Fig. 178 makes it clear that any such lines 
as da and oe are inoperable and that the flattest operable enrich- 
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ment line is represented by be. For this ease, however, it will 
be dear that m drawing in the steps eorrespohdiiig to successive 
plate conditions, at the point h one will encounter an infinite 
number of differentially small steps on both the enriching and 
the exhausting lines. In other words, this would involve a 
column of infinitei height. The reflux ratio corresponding to this 
line will bo called the minimum reflux ratio. The minimum 
reflux ratio for the tower can be 
calculated by the equation: 
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Mol Fraction Ethanol in Liquiol 

Fia. 179. 


Vn — Xn 

For mixtures having equilibrium 
curves of normal shapes (see 
page 528), the ininirnurn reflux 

ratio is obtained where and o 0.2 Q4 . Q6. QS lO 
Xn correspond to the coordinates 
of the intersection of the (/dine 
(see page 563) with the equilibrium curve. For abnormal cases, 
such as alcohol-water, one could plot the line be, and from its 
slope determine 0'*4.i/Fn. Better precision, however, is obtaihra 
by calculating this value from Eq. 7. 

Actual operation will always correspond to a greater reflux 
ratio and a steeper enriching line, i.e., to some such combinations 
as dc and ce. 


Illustration 4.— It is desired to estimate the minimum reflux ratio for the 
/continuous roetificcation of an acjueous solution containing 30 per cent 
ethanol by weight when producing a 92 weight per cisnt product and leaving 
only 0.1 per cent ethanol in the residue, using the type of apparatus shown 
in Fig. 175. 

The mol fractions corresponding to the above weight per cents are 0.141 
tor the feed, 0.818 for the overhead product and 0.00039 for the residue. 

Figure 179 shows the equilibrium diagram for ethanol-water mixtures 
expressed in mol fraction of alcohol. Inspection of this diagram will show 
that, if one attempts to draw an enriching line from the point on the 45-deg. 
line corresponding to the composition of the product, O.SIB* to intersect the 
equilibi*ium curve at the composition of the feed, 0.141, this line would cross 
the equilibrium curve in its upper end, slightly above x *0.75, and is, there- 
fore, inoperable. The lowest operable ratio of reflux to vapor corresponds 

♦ The symbols P and D are used interchangeably. 
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to a line starting at this same upper right-^hand point and drawn tangent 
to the equilibrium curve, t.e. line ilB on the equilibrium diagram. This 
line corresponds to the minunum reflux ratio, which may be calculated by 
Eq. 7 or 7o. 


Minimum 


0 0.818-0.448 
0.818 -0.141 


^0.547 


or 


Minimum 


0 0.818-0.448 
P “0.448-0.141 


1 . 21 . 


Theoretically Minimum Number of Plates. — It is interesting 
to note that a reflux ratio of unity makes the operating lines 
coincide with the 45-deg. diagonal dge. This requires the 
smallest possible number of steps which will, under any condi- 
tions, give the desired separation. Such a column has, how- 
ever, a negligible capacity and an infinite heat consumption per 
unit product. 

Plate Efficiency. — In practice, equilibrium between vapor and 
liquid is never reached. The number of theoretical plates 
necessary for a given enrichment, divided by the number actually 
required, is called the overall plate efficiency of the column. While 
this will obviously vary with operating conditions and character 
of construction, for all types of bubble plates the variation is 
remarkably small. Based on the overflow and vapor leaving a 
plate, overall plate efficiencies higher than 100 per cent have been 
found. This is due to the fact that there is a concentration 
gradient in the liquid across the plate, and the average concentra- 
tion of the more volatile component in the liquid on the plate is 
higher than in the overflow leaving the plate. In such cases 
the efficiency of exchange for an individual bubble may be only 
70 to 80 per cent, and the resulting high plate efficiency is 
obtained by the rectification occurring as the liquid flows across 
the plate. The efficiencies are also defined for the individual 
plates, and the most commonly used of these is the Murphree effi- 
ciency, which is defined as (yn’-yn^i)/(y*—yn^i)j f.e., the actual 
change in vapor composition divided by the change that would 
occur on a theoretical plate. Data^^^ on a well-designed laboratory 
coliwnn gave individual plate efficiencies from 60 to 100 per cent 
for six binary mixtures composed of water and the lower aliphatic 
alcohols. These efficiencies were obtained at superficial vapor 
velocities of 1 to 5 ft. per sec. Where operating conditions are 
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ans&Ust&otory, however, efficiencies drop off ehaiplyi Thus, 
if the bubble caps are so designed that the vapor bubbles are 
excessive in siae, if the plates are not properly designed so that 
most of the vapor goes through some of the caps and little or 
none through others, or if the overflow short-circuits across the 
plate without properly mixing with the liquid on it, operating 
efficiendes as low as 20 to 25 per cent mayt be encountered. Ih 



Fia. 180. — Diagram for Illustration 5. 

the design and operation of the equipment, it is important to 
provide against such contingencies. Packed columns are 
discussed on pages 472 and 505. 

niustration 5. — A 56 mol per cent benzene-46 mol per cent toluene 
mixture is to be separated by continuous rectification into a distillate con- 
taining 96 mol per cent benzene and a residue containing 95 mol per cent 
toluene. It is desired to estimate, the number of plates required for the 
separation as a function of the reflux ratio. An overall plate efficiency for 
the column of 70 per cent will be used, and the column will be provided with 
a total condenser and a still. The feed will enter as liquid at its boiling 
point and the usual simplifying assumption as to constancy of 0/F will be 
made. 

The curve for benzej>e-toluene is given in Fig. 180. The minimum 
reflux ratio corresponding to an infinite number of plates would give an 
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inten^tion of the operating lines at point B. This minimum reflux ratio 
can be oaleulated from Eq. 7a, using the coordinates of points A and B, 

0_0.96-0.76 
jP “6:76 -0.66 


The ittinimiun iminber of theoretical plates, corresponding to total reflux, 
0/P equal to infinity, is obtained by determining the n timber of steps 
between the y «= line and the equilibrium curve necessary to go from point 
A to C. This is found to be 5.5 theoretical plates, or for an overall plate 
efficiency of 70 per cent; 

Minimum number of actual plates =*6.5/0. 7 «7.9. 

These two simple calculations give the limits between which the actual 
column must operate. They are representc^l by tlu^ two asymptotic lines 
in Fig. 181. 

For values of 0/P bet ween 1 and it is possible to construct the operating 
lines by drawing a line of slope 0/F -1 /[(P/0) 4*1] through point A, and 
then drawing a line through point C such that it intersects the line through 
A at a;«a;/«0.55. Operating lines for intermediate values of 0/P are 
shown on Fig. 180. The number of theoretical plates for each 0/P is 



obtained by the stepwise method. 
The results of such calculations are 
tabulated below\ 


0/P 

Tlieorctical 

Plates 

Actual plates 

1.0 

00 

00 

1.05 

19.6 

28 

1.10 

16.2 

23.2 

1.20 

13.8 

19.8 

1.40 

11.9 

17.0 

1.80 

9.3 

13.2 

3.0 

7.9 

11.3 

00 

5.5 

7.9 


Fig. 181. — Effect of reflux ratio on num- 
ber of plates required. 


These values are plotted in Fig. 
181 and form a hyperbolic curve 


that is asymptotic to the minimum 0/P and tluj minimum number of plates. 
In general, the curve of the number of plates vs, reflux ratio is of this type. 
By determining the two asymptotes (minimum 0/P and 0/P=o w) and the 


number of plates for two or three other reflux ratios, it is possible to sketcii 
the whole curve accurately enough for most design purposes. 

The choice of the proper reflux ratio is an economic problem of balancing 
the operating costs against the fixed charges on the equipment. The cost 


of the fractionating column itself is infinite both at the minimum reflux ratio 


and at the minimum numlier of plates. In the first case it would require 
an infinite number of plates and in the second case the tower would have to 
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have ail infinite cross section in order to produce a finite amount of product. 
The tower cost therefore passes tiirough a minimum at home intermediate 
reflux ratio. The costs of both the condenser and the still increase as the 
reflux ratio is increased. The fixed 
charges on the equipment as a function 
of the reflux ratio therefore pass through 
a minimum. The operating costs, which 
are largely the cost of the heat required 
and the cost of cooling the reflux con- 
denser, increase almost proportionally to 
the reflux ratio. These conditions are 
sketched in Fig. 182. The total cost, 
which is the sum of the operating costs 
and tlic fixed charges, also passes through 
a inininium as the reflux ratio is increased 
above tlve minimum. The minimum in 
the total costs moves toward the mini- 
mum 0/Pj t he higher the operating costs 
arc relative to f he fixed charges. 

Equations for Unequal Molal Overflow. — As explained on page 558, the 
proof there given tliat the enriching and exhausting linos are linear 
depended upon certain simplifying assumptions which it is now desirable 
to eliminate. It must, however, be kept in mind that Eqs. 5, 5a, 6 and 6a 
depend only on continuity of operation and are valid irrespective of any 
of the other assumptions made. The first case to consider is that in which 
the molal heats of vaporization of the two components of the mixture are 
different. Calling the molal heats of vaporization of the two components ri 
and rs, respectively, the total latent heat of the vapor rising from the .nth 
plat(j is given by the expression 



Fio. 1$2. — Determination of op- 
timum 0/P, 


Qu ^ VnlynTl -f (1 - yn)r 2 ]. 


( 8 ) 


Neglecting change in temperature of liquid and vapor from plate to plate 
and heat losses through tiu* walls of the column, this quantity is constant 
at every sec^tion through the column above the feed plate. Combining 
this with Eq. 3, page 555, one obtains 


On^.1 


0 ^ 

ynri + {l-yn)rz 





Inspection of this expression shows that in this case the overflow, instead of 
being constant, is a function of Insertion of any specific value of yn in 
Eq. 9 gives the corresponding value of the overflow. Substitution of this 
value for On+i, along with the corresponding value of yn in Eq. 5, gives the 
\^aiuc of thereby determining a point on the enrichment curve. By 
assuming various values of one can thus del .?rmme any desired number 
of points on the enrichment curve. Plotting these determines the enrich- 
ment curve, which is then used in design in exactly the same manner as the 
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enrichment line for constant molal overflow.* Below the feed plate, oper- 
ating in an entirely analogous manner, one obtains the equation 

Substituting any particular value of in this equation, one obtains the 
value of Om^i to be substituted in Eq. 6. The corresponding values of 
and aJw+i determine a point on the exhausting or stripping curve. 

Where the change in temperature through the column is not negligible, 
but the pressure drop is small, the temperature at any point is determined 
by the vapor composition (see the boiling-point curve such as shown in 
Fig. 166, page 626). If now, as in the preceding paragrapli, one assumes a 
value of ynt the temperature of the vapor at the point in question is imme- 
diately determined, but the value of Q„ is greater than the total latent heat 
content of the vapors leaving the top of the column by an amount sufficient 
to heat the overflow from its temperature at the top of the column to its 
temperature at the section in question. This temperature of the overflow 
is unfortunately not determined until one knows the value of One 

can get an approximate value of i by neglecting this temperature correc- 
tion and using the method of the preceding paragraph j then determine the 
corresponding temperature by the boiling-point curve and repeat the process 
until the correct value of Xn+i is obtained by successive approximation. 
Thus, one can compute any required nuntber of points on the enrichment 
curve and similarly below the feed plate. 

Where pressure drop through the column and heat losses through the 
sides are appreciable, it is nocessary to correct for these by similar methods. 
This requires a knowledge of the number of plates above the section in 
question. It is usually sufficient to estimate these particuhir corrections 
by making a preliminary determination of the number of plates by assuming 
constant molal i»verflow and then applying these corrections to the tempera- 
ture of vapor and the heat quantity Qn as determined by the boiling- 
point curve, uncorrected for pressure drop. 

It is entirely practicable to compute the concentration changes from plate 
to plate down the column, one plate at a time, by the use of these equations. 
Furthermore, where the total number of plates is small, i.e., where the con- 
centration changes per plate are large, this stepwise method is the shortest 
wray of solving the problem except for the case of constant molal overflow. 
Where the number of plates is large, however, the graphical method is 
shorter because one needs to determine only a relatively small number of 
points on the operating lines as contrasted with the large number of com- 
putations necessary by the algebraic stepwise method. Furthermore, the 
graphical method possesses the decided advantage of offering an easy visuali- 
sation of what is happening in ihe column, which it is difficult or impossible 
to obtain by the algebraic method alone. 

* It should be noted that the values of y,* and chosen need not corre- 
spond quantitatively to conditions at any specific plate; nonetheless they 
determine coordinates of the enrichment curve. 
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The above equations are derived oa the assumption that the heat supplied 
to the bottom of the column is indirect. Particularlj^f in those cases where 
water is the high-boiling component of the mixture, it is common practice 
to beat by blowing live steam into the still. It is obvious that in such oases 
the equations representing the material balances must be modified 
accordingly. 

Multicomponent Mixtures 

Th^ estimation of the number of theoretical plates required 
for the separation of a complex mixture is more diffii&ult than for 
a binary mixture. In a binary mixture, fixing the mol fraction 
of one component in either the liquid or the vapor and the total 
pressure definitely fixes the temperature and the composition of 
the other phase. However, in the case of a multicomponent 
mixture of n components, (n— 1) concentrations as well as the 
pressure must be fixed before the system is completely defined. 
Thus, in a multicomponent mixture the y— a? relationships 
of a given component are a function of both the physical charac- 
teristics of the other components and their relative amounts. 
In other words, no unique y vs. x equilibrium curve can be 
drawn, but instekd at a given pressure there is an infinite number 
of such curves depending on the relative amounts of the other 
components present. This necessitates a large amount of equilib- 
rium data for each component in the presence of varying propor- 
tions of the others, and, except in the special cases in which some 
generalized rule (such as RaoulVs law) applies, these data are 
not usually available and it is very laborious to obtain them. 
However, the largest use of multicomponent rectification is in 
the petroleum industry, and, for a large number of the hydro- 
carbon mixtures usually encountered in these rectifications, 
generalized rules have been developed which give multicompo- 
nent vapor-liquid equilibria with precision sufficient for design 
calculations. Where the vapor-liquid equilibria are known, it 
is povssible to start with the composition of the liquid in the still 
and predict the equilibrium vapor above it. Equation 6 applies 
to any given component regardless of the number of other com- 
ponents present. Thus, by applying this material balance to 
each component in the equilibrium vapor, it is possible to 
calculate the composition of the liquid on the plate above the 
still. From the vapor-liquid equilibria it is then pesrible to 
estimate the equilibrium vapor above the plate, but in general a 
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‘^trial-and-error^^ calculation will be involved Biiice the tempera- 
ture qn this plate is not known. The temperature mpst be such 
that the liquid on the plate will exert a pressure equal to the 
prevailing pressure in the colunin. The calculated equilibrium- 
vapor composition under such conditions is then utilized for 
e^ch component together with Eq. 6 to determine the composition 
of the liquid on the plate above, and these operations may be 
repeated in order to proceed up the column. At the feed plate 
it is necessary to make heat and material balances to take account 
of the condition of the feed; thereafter Eq. 5 must be utilized 
instead of Eq. 6. The calculations are continued until a com- 
position similar to the overhead product is obtained — a comiK)si- 
tion which, together with the composition of the residue, the mols 
of distillate and residue, must give an overall material balance for 
each conaponent. While such a procedures is more laborious 
than for the corresponding calculations for a binary mixture, 
owing to the larger number of components and the ^Hrial-aiid- 
error'^ estimations that are involved, it is fundamentally exactly 
the same. In the foregoing discussion it was assumed that the 
composition in the still was known as a starting point for the 
calculation. Often the determination of the complete composi- 
tion at some position in the column as a starting point is the most 
difficult paitt of the whole calculation. This difficulty arises 
since, for a given feed composition, reflux ratio and total pres- 
sure, it is possible to fix only two additional factors before the 
system is completely defined,* 

In general, the complete composition of neither the residue 
nor the distillate can be determined by fixing two terminal 
conditions, in which case it is necessary to estimate the complete 
eomi>ositiou of either the product or the residue and then proceed 
with the calculations as before until the desired degree of separa- 
tion is obtained. If, then, the calculated product and residue 
compositions satisfy a material balance for each component, the 
estimated composition was correct. However, if a material 
balance is not satisfied, it is necessary to estimate a new composi- 
tion and repeat the calculation. This estimation is often 
simplified owing to the fact that the degree of separation is so 
high that the heavier components will appear in the product in 

* The discussion assumes constancy of 0/V in each section, definite feed 
location, definite thermal condition of the feed and theoretical plates. 
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quantities so small as to be negligible, and the same will be true 
for the lightest components in the residue. F4r .detailed design 
methods for multicomponent mixtures, the reader is referred to 
the following references: (4), (5)) (7), (10), (11) and (16).' 

Vapor Velocity. — In designing columns the vapor veloeitiea 
must be kept within reasonable limits to avoid undue friction 
and entrainment, f.e., vapor passages must be adequate. There 
must, of course, be sufficient pressure to overcome the liquid 
head on the slots and the friction through the vapor jihssages into 
the liquid. ^Tliis latter is largely due to the orifice action of the 
slots, and the equation for such flow is similar to the weir equa- 
tion (page 70), i.e., q—%ch\/^x^, giving the average velocity 
^av. where q is flow in cubic feet per second, 

b is width of slot, x is pressure drop across orifice in feet of vapor, 
g is acceleration due to gravity and c is a constant having a 
value of approximately 0.6, This excess pressure below the 
plate backs the liquid on the plate below up into the overflow 
pipe by a corresponding amount. The net distance between 
plates must be sufficient to provide for this j^ressure, as other- 
wise the liquid in the column will back up into the condenser. 

There should be at least 6 in. between plates to allow for 
spattering and splashing, and even with this allowance entrain- 
ment of liquid into the plate above may be considerable. If the 
vapor velocity through the tower becomes too great, this splash- 
ing will reach a point where tlie liquid is carried almost bodily into 
the plate above and from the top plate into the condenser. This 
effect is what limits the capacity of a column. The inadequate 
data available indicate that this effect is determined by the 
superficial vapor vc?locity over tlie whole cross section of the 
column; the droplets of liquid thrown into the vapor space 
between the plates tend to be carried to tlie next plate by the 
drag due to superficial velocity of the vapor. The entrainment 
from one plate to another, which partially destroys the counter- 
current action of the tower, is frequently the predominant factor 
in determining the tower capacity. For this reason the wsettliug 
formula (page 300) has been applied to the allowable superficial 
velocity, as 





pet 
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where pt aad pa are the dengatles of the liquid and vapor, respec- 
tively, and C is a factor that depends on the plate spacing and 
the physical properties of the system. In well-designed bubble 
cap columns, operating under atmospheric pressure, the allowable 
superficial vapor velocities without excessive entrainment are 
1 to 6 ft. per sec. Although the allowable linear velocity as 
given by the above formula increases with decreasing pressures, 
the allowable mass velocity increases approximately as the square 
root of the pressure, and the capacity of a column of given diam- 
eter may be increased by operating under a pressure above 
atmospheric. As shovm on pages 525 to 527, vapor com}X)sition 
does not change very rapidly with change in pressure. It follows 
that the operation of a rectifying column under pressure is 
advantageous because capacity is increased with little sacrifice 
of separation. This principle has for many years been success- 
fully practiced in the separation of ammonia and water in absorp- 
tion refrigeration machines. 

It should be remembered that, if the amount of reflux for a 
given product is increased in order that the number of plates in 
the column may be decreased, as suggested on page 568, two 
disadvantages are at the same time introduced. First, the heat 
consumption of the operation is proportionally increased, and, 
second, the cross section of the column must be enlarged to 
accommodate the greater volume of vapor which must rise 
through it. 

It is important to provide adequate overflow pipes for the 
reflux, especially in those cases where the vapor quantity is 
small compared with the overflow, as in alcohol columns below 
the feed plate and the like. The capacity of these pipes is 
limited by the amount of liquid that can enter them, since this 
flows in under low head. The upper edge of the pipe acts as a 
weir, and the flow can be calculated by the weir equation (page 
71). Since perimeter is the essential thing, rectangular or oval 
shapes are preferred, the width being approximately three times 
the height of the liquid above the upper edge. 

There is in practice a certain amount of variation in the depth 
of the liquid seal above the top of the slots in the bubble caps. 
A depth of several inches has been employed but it seems better 
to restrict this depth to a fraction of 1 in. to 1 in. When a bubble 
rises through the liquid, the outside of the bubble soon comes to 



BlSTJLLATiOiSf $75 

equilibrium, but the interior is protected by thjie saturated vapor 
film on the surface, and further interaction is slow. The bubble 
should therefore be broken up and reformed in order to mix the 
vapors,, i.e., the bubble should pass to the next plate. 

Allowable velocities of vapor and liquid in packed columns are 
given on p. 492. 

Free Energy of Separation of liquid Bdixtures. — ^The imnimum work 
required to separate 1 mol of a mixture into its two volatile components 
under reversible isothermal conditions is 

^+( 1 -*) 

where R is the gas constant, T is the absolute temperature, x is the mol 
fraction of the first component and 1 —x that of the second, p is the partial 
pressure of the first component in the mixture and P is that of the same 
component in the pure state, while p' and P' apply similarly to the second 
component. This relation is not dependent upon Raoult^s law but does 
assume that the vapors obey the gas laws. For mixtures that follow Raoult’s 
law it simplifies to 


W « — In* —x) In* (1 — «)1. 

At any definite temperature this expression is independent of the pressures 
of the pure components, i.e,, the energy theoretically required to separate 
such a mixture into its components is independent of their boiling points. 
On the other hand, this reversible work is seen to be proportional l/b the 
absolute temperature at which the separation is carried out. The minimum 
work of separation at 70°P. of an equimolal mixture which follows Raoult^s 
law is 730 B.t.u. Since the heat of vaporization of one-half of a mol of the 
low-boiling component alone is approximately 4000 B.t.u., it follows that 
distillation as ordinarily carried out is an extremely inefficient process. 
To secure high energy efficiency the heat employed should be (so far as 
possible) re-utilized, as is done, for example, in multiple-effect evaporation. 
Furthermore, since separation by distillation is more difficult as the boiling 
points approach each other, one concludes that methods other than direct* 

* Thus methyl alcohol and acetone not only have boilil^g points that 
differ by less than 9° but form a (ionstant-boiling mixture. Their separation 
may, however, be effected by addition of some material very soluble in one 
but not in the other. Such a material will obviously lower the vapor pres- 
sure of the first but not the second. Caustic soda or potassium carbonate 
may be employed but tends to polymerize the acetone. Sodium thio- 
sulfate is almost equally effective and does not have this disadvantage. If 
this substance is admitted into the top of a rectifying column, the methyl 
alcohol is effectively crashed down the column while the acetone distills 
over. The thiosulfate is most conveniently added as a saturated aque- 
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distillation should, if possible, be employed for separating mixtures, the 
ooxOponents of which boil close together, ie., distillation is not a reversible 
process. 
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ous solution the methyl alcohol is later freed from it by distillation. 
In problems of distillation niodificationKS of this sort may be employed 
advantageously . 
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CHAPTER XVII 

HUMIDITY, AND WET- AND DRY-BULB 
THERMOMETRT 

The amount of water vapor present in a gas is s|)oken of as 
the ‘‘humidity ’' of that gas. The design of apparatus of indus- 
trial importance for processes such as air conditioning, the drying 
of solids by gases, the dr 3 dng of gases by liquids, the cooling of 
liquids by their evaporation into gases (cooling towers, spray 
ponds, etc.) depends upon a clear conception of this quantity 
and convenient units in which to express it. 

DEFINITIONS 

William Grosvenor^^^ proposed a system of units which is 
admirable for the purpose of this work, and. with some modifica- 
tions it will be adopted. The basis of all calculations is one 
part by weight of dry air. While any unit may be employed, the 
pound will be used here. The following definitions will be 
adhered to in this book: 

Humidity (H) is the number of pounds of water vapor carried 
by 1 lb. of dry air.* This is sometimes called absolute humidity. 

Per cent absolute humidity is the number of pounds of water 
vapor carried by 1 lb. of dry air at a definite temperature, 
divided by the number of pounds of vaix>r tluit 1 lb. of dry 
air would carry if it were saturated at the same temperature. In 
other words, it is the humidity of air at any temperature expressed 
as per cent of the humidity of saturated air at the same 
temperature. 

Per cent relative humidity is defined as where p 

is the actual partial pressure of the water vapor and P, is the 
vapor pressure of water at the same temperature. f 

In the discussion and calculations following, the total pressure is taken 
as normal barometric, unless otherwise stated. 

t Since the per cent relative humidity is defined as 100(7>/jP«) and the per 
cent ahsoh^te humidity equals 100(p/(760-“p) -r-Pi«/(760— P,)], the factor by 
which the forTiier must be multiplied to convert it to the latter — P») / 

(760 where p and P« are expressed in millimeters of mercury. 

577 
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Deir poiiit,^ or saturation temperature, is the temperature 
at which a given mixture of air and water vapor is saturated 
with water vapor. In other words, it is the temperature at 
which water exerts a vapor pressure equal to the partial pressure 
of the water in the air. 

Humid heat (») is the number of B.t.u. necessary to raise 
the temperature of 1 lb. of dry air plus such water vapor as 
it contains 1*F. Humid heat obviously increases with increasing 
vapor content of the air, and is therefore a function of humidity. 
Since over the range of conditions involved the specific heats 
of dry air and water vapor are substantially constant, being 0.24 
and 0.45, respectively, the following equation is used to calcul^'te 
the humid heat: s —0.24+0.46//. 

Humid volume is the volume in cubic feet of 1 lb. of dry air 
together with the water vapor it contains. It is influenced by 
temperature, pressure and humidity. 

Saturated voltune is the volume in cubic feet of 1 lb. of dry 
air when it is saturated with water vapor; that is, it is the 
humid volume at saturation, and is determined by the tempera- 
ture and pressure. It should he not€'.d that the humid volume 
of air equals the product of its saturated vojume at its dew point 
and the ratio of the absolute temperature of the air to the absolute 
temperature of its dew point. 

CONSTRUCTION OF HUMIDITY CHART ^ 

In Fig. 183 1 the following four items are plotted as ordinates 
against temperature in degrees Fahrenheit as abscissas: 

1. Humidity //, as pounds of water per pound of dry air, for 
air of various relative Inimidities. 

2. Specific volume, as cubic feet of dry air per pound of dry air. 


Obvioualy this factor is never greater than unity. For example, air of 
50 per cent relative humidity at 100®F. has a per cent absolute humidity 
of 48.4. 

* Called **dew point because, on cooling, condensation begins at this 
temperature. 

t This is similar to the Gro8venor<“ chart published by The Institute of 
Chemical Engineers, except that humid heat is plotted against humidity, 
instead of temperature, and curves for per cent relative humidity are shown. 
Figure 183 is based on more recent data for the physical properties of air 
and water. 
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3. Saturated volumCj as cubic feet of saturated luixture per 
pound of dry air* 

4* Latent beat of vaporisation, r, as B.t.u. per pound of water 
va|:K)rised. 

In addition, there are shown: 

6. Humid heat s, plotted as abscissas against the humidity 
H as ordinates, and 

6. Adiabatic humidification curves, humidity temperature. 

The construction of each of these curves will nowlbe taken up 
in the order named. This chart represents mixtures of dry air 
and water vapor, the total pressure of the mixture being taken 
as normal barometric. 



scale on the folding chart facing page 720.) 


1. Humidity, H , — Taking the actual pressure of water vapor 
in the mixture as p mm. of mercury, the pressure of the dry 
air is obviously equal to 760 —pi Since the molal ratio of water 
vapor to air is p/(760 — p), the mass ratio is 

p(18.02) 


H- 


(760^-^ p) (28.97) 


( 1 ) 


expressed as pounds of water vapor per pound of dry air. 

The curve in Fig. 183 marked ‘^100 per cent'^ is calculated by 
substituting in the preceding equation the saturation pressures of 
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water vapor at various temperatures, data being taken from the 
latest steam tables/®^ For example, the saturation pressure 
of water vapor at 100°F. is 49.1 mm* of mercury, and hence H 
at saturation at lOO'^F. is 49.1 (18.02)/(710.9) (28.97) or 0.0428. 
If a mixture of air and water vapor at lOO^F. has a relative 
humidity of 40 per cent, the partial pressure of water vapor is 
0.4(49.1) or 19.64 mm. of mercury, and the absolute humidity 
is 19.64(18.02)/(740.4) (28.97) or 0.0166. 

2. Specific Volume (Dry Air)* — ^This quantity is calculated 
from the gas laws (see pages 5 to 7). These state that 1 lb. 
mol of air (28.97 lb.) occupies 359 cu. ft. at standard conditions, 
namely, 492^F. abs. (32®F.) and normal barometer. Hence 

Specific volume « ==*11.57 +0.0252^ (2) 

where t Ls in degrees Fahrenheit. It is clear that the specific 
volume increases linearly with t, as shown in Fig. 183. Thus at 
300°F. the specific volume equals 14.09 cu. ft. per lb. of dry air. 

3. Saturated Volume and Humid Volume. — As defined, the 
saturated volume is on a basis of 1 lb. of dry air, and equals the 
.^jm of the specific volume of the dry air plus the volume of 
the water vapor associated with the particular saturated mixture. 
The weight of the water vapor in saturated air at lOO^F. is seen 
from the 100 per cent humidity line to be 0.0428 lb., and the 
corresponding volume equals (0.0428) (359) (460+ 100) /(18.02) 
(460+32), or 0.97 cu. ft. The saturated volume at lOO^F. 
is then 14.09+0,97 = 15.06. A curve of such values is shown 
in Fig. 183. 

Since humid volume is defined as the volume of any mixture, 
expressed as cubic feet of mixture per pound of dry air, and since 
both the specific and saturated values are on the basis of 1 lb. 
of dry air, the humid volume for any humidity may be obtained 
directly by interpolation between the curv^es for specific and 
saturated volumes. For example, air having a humidity of 
0.0165 at lOO^F. has a humid volume of 14.09 plus (15.06—14.09) 
(0.0166/0.0428), or 14.46. An interpolation of the chart will 
check this figure. 

4. Latent Heat of Vaporization.— This value, expressed as 
B.t.u. per pound of water evaporated, is taken from the steam 
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tsibles^*^ and is found to decrease as temperature rises as shown in 
Fig. 103. ' 

6. Humid Heat s* — ^From the definition of humid heat, 

«=0.24 +0.45H (3) 

and it is seen that it should be plotted v&, the actual humidity 
of the air ; it is so shown in Fig. 183. Fof example, the value of 
8 for air, having an absolute humidity of 0.0222, is 0,24 plus 
(0.45) (0.0222) or 0.250. In Fig. 183 the scale fof 8 is shown 
at the top of the plot, and it should be noted that $ is the only 
variable not plotted against temperature. 

6, Adiabatic Humidification Curves.— A process is said to be 
“ adiabatic when there is no heat interchange with the sur- 
roundings. Sincean many processes of drying and humidification 
substantially these conditions are found, equations for adiabatic 
evajx)ration are of value. 

Consider the case of steady flow of a gas through an ideally 
insulated enclosure in which the gas is brought into contact with 
water, enough feed water being added at the temperature T' 
to replace that evaporated. As an overall result, the air is cooled 
from the original temperature h to U and the humidity increases 
from Hi to Hz. The overall heat balance, per pound of air, is 

(Ht — H i){tz‘^T'^r*z) (4)* 

Now suppose that the surface of contact is infinite so that the 
air is cooled to saturation at the definite saturation temperature 
U. The beat balance for the adiabatic saturator is 

(//,--//i)(«.-r+r.) (5) 

If the temperature of tlie make-up water is fixed, since //, and 
r, are fixed by and Si depends only on Hi, it is seen that 
Hi is a unique function of h. Since Si decreases with decrease 
in Hi, it is clear that a plot of Hi as ordinates vs. ti as abscissas 
would give a curve concave upward. Such adiabatic saturation 
curves, t based on T' equal to <*, are shown on the humidity 

*The exact relation is (tVs—urO where tv* is the 

enthalpy of the vapor at Hi and and iwt* is the enthalpy of the liqmd 
at T', However, unless the final mixture is considerably superheated, 
Eq. 4 is sufficiently accurate. 

t Sometimes called mrvv^ of constant enthalpy. 
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chart And are based on the relation 


Si 


(6a) 


The curves end at JT, and U, and run downward to the right with a 
decreasing slope. For convenience, a number of curves are shown 
for a number of saturation temperatures arbitrarily chosen at 
6® intervals. 

With finite contact area, the air leaves the apparatus unsatu- 
rated, but, when one writes the appropriate heat balances, one 
finds that these adiabatic saturation curves may also be used as 
‘‘path curves,*’ even when the final air is not saturated. The 
values read from these curves give the correct final temperatures 
and humidities of the air, provided the makeup water enters, as 
assumed, at the adiabatic saturation temperature. If the make- 
up water enters at a somewhat higher or lower temperature, 
owing to the fact that in Eq. 4 the term h'-T is ordinarily small 
relative to the latent heat, the results shown on the curves are 
usually satisfactory approximations. For precise calculations, 
Eq. 4 should be used. 


PETERMINATION OF HUMIDITY 

Aithoughwthe water content of air may be determined accu- 
rately by chemical methods, or by measurement of its dew point, 
in much engineering work the humidity is calculated from obser- 
vations of the “wet” and “dry” bulb temperatures of the air. 
The mechanism of the process will be considered in detail, not 
only because of its intrin.sic importance, but also on account 
of the light thrown on all the phenomena of evaporation of a 
liquid into a gas. 

Mechanism of Evaporation of a Liquid into a Gas. — If in 

unsaturated air there is placed a drop of water at a temperature 
slightly above the dew point of the air, vaporization will occur. 
Inasmuch as the water vapor is carried away from the drop by 
diffusion, the rate of evaporation will be proportional to the area 
of the drop and to the difference between the vapor pressxire of 
the drop and the partial pressure of water vapor in the surround- 
ing air. Calling the surface area of the drop A, its temperature 
T, the corresponding vapor pressure P, the partial pressure of the 
aqueous vapor in the surrounding air p, the air being at (, the 
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in^ntaneou8 rate of evaporation W m given by the equation 
W^kA{P-^p)f where k is the diffusion coefficient through the 
gas film on the drop. 

It the water is colder than the air heat will flow from the air 
to the drop in accordance with Newton's law: T), 

where h is the coefficient of heat transfer through the gas film on 
the surface of the drop and q is the insiantamous rate of heat 
transfer. This will raise the temperature of the dropj increasing 
the rate of evaporation but decreasing the rate offbeat flow. 
This process will continue until ultimately a condition of dynamic 
equilibrium is reached in which the heat transferred from the 
surroundings will exactly supply the heat of vaporization r«> 
of the water evaporating at the temperature The correspond- 
ing heat balance is 

q =*= r^W = kArw{Pv> ’-p)—hA{t-- tj). (6) 

This d3mamic equilibrium temperature tw is called the wet-bulb 
temperature. 

Although the above equation for evaporation of water into 
unsaturated air is based on the assumption that the water was 
initially colder than the air, the same condition of dynamic 
equilibrium described above will be obtained regardless of the 
initial water temperature. Thus, if the initial water tempera- 
ture is higher than that of the air, the water will be cooled, not 
only by evaporation, but also by heat transfer from the drop to 
the air. If the air had been saturated, no evaporation would 
occur and the wet-bulb, dry-bulb and saturation temperatures 
would be the same. 

Wet- and Dry-bulb Thermometers (Hygrometers). — If a drop 

of liquid is left in a gas, it rapidly assumes the equilibrium 
temperature represented by this equation,* and use is made of 
this fact to detennine the water content of the air, TJio tempera- 
ture of the air, is measured with an ordinary mercurial ther- 
mometer, while the surface of the bulb of a second thermometer 
is kept wet by being enclosed in a cloth or wick thoroughly 
moistened with water. The unknown partial pressure of water 
vapor in the air is 

' (6o) 
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Since ^ and may be observed, and since the vapor pressure 
can be read from the steam tables to correspond to the temperature 
of the wet bulb, a knowledge of the term A/kr^, called J, 
enables one to determine the amount of water in the air for any 
condition of temperature and humidity* Allowing for these 
variations* in J, the above equation is the basis of all humidity 
tables and charts. It is found to be a function of both the total 
pressure and the temi)erature, but the change is sufficiently 
small to be negligible for many engineering calculations. Thus, 
if temperatures are given in degrees centigrade and pressures of 
water vapor in millimeters of mercury, J is practically 0.5 for 
water in air at normal barometric pressure. The difference of 
the ‘‘dry-bulb'^ and *'wet-bulb^' temperatures is sometimes 
called the wet-bulb ^‘depression’' or “psychrometric difference.” 

Effect of Radiation , — The heat transferred to the wet bulb 
by radiation from the surroundings is constant for definite 
temperature conditions, entirely independent of air velocity; 
by increasing the air velocity, the heat received by conduction 
and convection can be increased to such a degree as to render 
the radiation a quantity negligible in comparison. The coeffi- 
cient of heat transfer h in Eq. 6 equals the sum of the coefficients 
he for conduction and convection and hr for radiation. Designat- 
ing the dimensionless ratio h/he or {he+hr)/hc by the symbol a, 
Eq. 6 becomes 

( 66 ) 

The effect of air velocity upon the radiation correction factor a 
is shown in Fig. 184. t 

Since the surroundings are usually at the dry-bulb tempera- 
ture, radiation raises the temperature of the wet bulb. As motion 
of air over the wet bulb is increased, a decreases, as shown in 
Fig. 184, and J also decreases, asymptotically approaching a 
constant value. As would be expected, the value of J obtained 
upon calibrating hygrometers of the stationary type is always 

♦ The quantities affecting J will be discussed later. 

t The values of he are based on the data for flow at right angles to a single 
cylinder, shown in curve GH of Fig. 40, page 112, taking D as 0.0229 ft. 
(7 mm). The value of K is based on the radiation equation 
where is the arithmetic mean of the absolute temperatures of the sur- 
roundings and the wet bulb, the emissivity pr being taken as 0.95. 
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higher than when high gas velocities are used Since it is 
difficult to keep the air perfectly still, and since when the motion 
is slight a small change in the velocity produces a large variation 
in J, the velocity of air should be such as to produce^ a sub- 
stantially constant value of J. 

The humidity of air at a given point in a drier, or other appa- 
ratus in which the air velocity is high, may be obtained from 
the readings of stationary wet- and diy-bulb thermometers* 
The make-up water, necessary to compensate for that^evaporated, 
should be at the wet-bulb temperature. For measuring the 



Fig. 184. — Effect of air velocity upon radiation correction factor. 


humidity of stagnant air, the desired high velocity (16 to 25 ft. 
per sec.) is obtained with the sling psychrometer, which consists 
of thermometers mounted on a stick with a handle attached so 
that they may be swung by hand. In some cases, instead of 
swinging the thermometers, air is drawn past stationary ther- 
mometers by a fan (to avoid heating effect on the air passing 
through the fan). 

Technique of Psychrometry . — The technique of the use of a 
sling psychrometer is important. Before the psychrometer is 
swung, the temperature of the wetted bulb should be adjusted 
to a point just above the true wet-bulb temperature of the air 
being tested. If the initial temperature of the water on the bulb 
is too high, it will take a long time to cool the bulb to the wctr-bulb 
point and before this point is reached the water will have evapo- 
rated to such an extent that the thermometer never reaches the 
true wet-bulb temperature (see curve 1, Pig. 185). If the initial 
temperature of the wet bulb is but slightly above that cor- 
responding to the true wet-bulb reading, the thermometer will 
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cool qmckly to the wet-bulb temperature long before the water 
has evaporated to any serious extent and a long flat minimum 
in the temperature curve will be observed (see curve 2a, Fig. 185). 
If, however, the initial temperature is considerably below that 
of the true wet-bulb reading, the thermometer will rise in tem- 

perature throughout the 
period of slinging. It is true 
that there will be a flat portion 
in the temperature curve as 
shown by curve 3 (Fig. J86), 
but the estimation of this 
point of inflection is inaccu- 
rate. For accurate work the 
instrument should be cali- 
Time brated under standardized 

conditions. 

Detennination of Humidity by Wet- and Dry-bulb Thermom- 
eter Readings. — A quantitative relation between the wet- and 
dry-bulb temperatures and the actual partial preswsure of water 
in air has been previously derived (Eq. 65). 

In order to be able to plot this relation on the humidity chart, 
the term Pw— p will be converted into a term involving JF/w—P. 
In Chap. XIV, page 449, it is shown that the mass-transfer coeffi- 
cient jfc is a function of the partial pressure of the noncondensing 
gas, f.e., h equals ki/pns where pn/ is the mean partial pressure of 
the inert gas in the effective gas film. For the usual case there is 
little fractional variation in the partial pressure pn of the inert 
gas through the film, and hence little error is introduced by 
replacing the term (Pw— p)/pn/ by the term {Hv>—H){Mn/Mv)y 
where Mn and Mv are the molecular weights of the gas and vapor, 
respectively. Making these substitutions in Eq. 65 gives 



(f fw) Vuik 


(6c) 


where fc' represents the term k^Mn/Mv* 

Upon applying Eq. 6c to the recent data of Dropkin,^^^* 
the values of the radiation correction being obtained from Fig. 

* The experiments covered values of H ranging from 0.0043 to 0.0169, 
dHa/dt from 0.000276 to 0.00095 and hc/kffs from 0.933 to 0.975, but the 
last term was independent of the air velocity. 
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184, the mean value of K/Vb was found to he 0.946 for mass 
velocities G' ranging from 0.94 to 2.5 lb. of air per sec. per sq. ft, 
of cross section, corresponding to linear velocities of 12.6 to 
33*3 ft. per sec. reduced to 70®r. and normal barometer. At 
an air velocity of 16.7 ft. per sec. (O' of 1.25), Fig. 184 shows that 
a is 1.068 and the psychrometer equation (6c) becomes 

(t-L) rj 

which is identical in form with that of the adiabatic saturation 
curve (Eq. 6a). Hence, if the air velocity over the wet-bulb 
is 1.25 lb. per sec. per sq, ft., the humidity of the air can be 
read from the adiabatic saturation curves on the humidity chart, 
by locating the wet-bulb temperature on the saturation curve, 
drawing a line parallel to the nearest adiabatic curve and reading 
the ordinate corresponding to the dry-bulb temperature. In 
other words, at this standard air velocity the adiabatic saturation 
temperature and wet-bulb temperature are identical. At 
higher velocities, where the radiation correction factor is slightly 
less, the wet-bulb temperature is slightly loss than the adiabatic 
saturation temperature, and at lower velocities the reverse is 
true. 

This procedure is based on the best available data, which are 
unfortunately small in amount. The available data were 
obtained at low humidities where the specific and humid heats 
were practically the same. The humid heat, rather than the 
specific heat, was brought into the correlation merely for con- 
venience, since it was desired to utilize the adiabatic cooling 
curves (which properly involve humid heat) in evaluating 
the humidity from the wet- and dry-bulb temperatures. For 
accurate work the humidity should be determined by chemical 
methods. 

Although for mixtures of air and water ordinarily encountered, 
owing to the fortuitous circumstance that he/k^s is approximately 
one, there is little difference between the wet-bulb temperature 
and the adiabatic saturation temperature; for other mixtures, 
such as air and toluene vapor, where K/k^s is approximately 1.8 
(see page 593), the wet-bulb temperature is much higher than 
the adiabatic saturation temperature, even when the radiation 
correction has been made. In other words, as shown in Fig. 
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186, the dope of die chord connecting the points J?«,„ l«, and Hi, 
<1 is much greater than the slope of the chord connecting the 
points H„ t, and Hi, h. If dry air is partially saturated by 



Fia. ISO. — Humidity chart for air and toluene vapor. 

exposure to toluene in an adiabatic chamber fed with make-up 
liquid toluene at the resulting mixture will have the toluene 
humidity H 2 and temperature ^ 2 , as read from the adiabatic 
evaporation curve based on Eq. 5a. The corresponding toluene 
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Fio. 187. — High range humidity chart. 


wet-bulb temperature is vseen to be lower than Un, and hence 
the wet-bulb temperature falls during the process, finally reaching 
where the air is saturated with toluene. For mixtures of air 
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aad water vapor, owing to the fact that the weiwbulb lines and 
adiabatic curves are nearly identical, there is aliinost no cban^ in 
tvi: as the air approaches saturation. 

Any change consisting only in a decrease of the temperature 
of the air must be represented by a horiaontal line on Eig. 183 
until the saturation point is reached. Furthermore, the inclined 
curves repre.sent adiabatic evaporation, and also make possible 
the immediate estimation of the condition of the air from its 
wet- and dry-bulb readings. Also the absolute' amount of 
moisture picked up or given up by a unit weight of air is deter- 
mined immediately by the difference between the ordinates 
corresponding to its initial and final states. 

Figure 187 is a humidity chart similar to the one previously 
described, except that here the ranges of humidity and tempera- 
ture are far greater; it is useful in the solution of certain tjrpes of 
problem in drying (pages 662 to 666). 

ILLUSTRATIONS SHOWING THE USE OF THE HUMIDITY CHART 

Illustration 1. — Assume a drier in which 200 lb. of water is evaporated 
hourly from the material being dried; the available air has a humidity of 
0.0100 and a temperature of 75"F., and is heated to 155°F. before entering 
the drier. The air leaving the drier has a wet-bulb temperature of 100®F. 
and a dry-bulb temperature of 130“F. No other assumptions are made as 
to the material being dried, nor as to the construction and operation of the 
drier. Galeuhite the air consumption. 

Solution,-— The air enters this drier as stated with a humidity of 0.0100. 
Its humidity on leaving the drier is obtained by following the cooling line 
starting at 100°F., the wet-bulb temperature, down to the right to 130®F., 
indicating a final humidity of 0,0356. The rise in humidity of the air going 
through the drier is therefore the difference, or 0.0256. Hence this figure 
is lb. of water picked up /lb. of dry air. Since the water evaporated per hr. 
is 200 lb., thii air consumption per hr, is 200 divided by 0.0256 or 7810 lb. of 
bone-dry air. 

Illustration 2. — Referring to the data in the preceding illustration, w^hat 
was the volume of air before and after preheating? 

Solution . — The air entering the preheater had a humidity of 0.0100 and 
a temperature of 75^F, Reference to Fig. 183 indicates that its per cent 
humidity entering t he preheater was 55; interpolation between the curves for 
saturated volume and specific volume at 75®F. indicates that the humid 
volume (of the mixture of water vapor and dry air) was 13.70 cu. ft. /lb. of 
dry air at the entrance to the preheater. 

The air leaving the preheater at a humidity of 0.0100 and a temperature 
of 155®F. had a per cent humidity of about 4; a similar interpolation at 
155®F. indicates that the humid volume of the air leaving the preheater was 
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15.70 Ctt, of dry air. Other iMngs being equals the fan for forcing the 
air through the apparatus should be designed on the basis of the humid 
volume of the air entering the preheater, Inasmuch as the fan should be 
placed where the air has the maximum density, because, with a given volu- 
metric capacity to the fan, the weight capacity is at a maximum when the 
fdr handled is coldest. Note that these calculations require no knowledge 
of the theory of the drying process itself, or of the mechanism of the drier 
under consideration. 

Illustration 8, — ^The water in the stock being dried in this apparatus 
entered the drier at 70®F. and the water vapor removed left the drier at 
130®F. Calculate the B.t.u./hr, (a) supplied to the drier other than in 
the air entering at 155®F. and (6) that supplied by the preheater, neglecting* 
heat losses to the surroundings and that necessary to warm up the stock and 
the conveying mechanism. 

Solution . — Per pound of water evaporated the heat consumption is that 
necessary to warm the water from 70 to 130®F., or 60 B.t.u., plus that neces- 
sary to evaporate it at 130®F., or, as read from the chart, 1020 B.t.u., a total 
of 1080 B.t.u. The heat utilized for evaporation, expressed per lb. of dry 
air, is therefore, 1080 X0.0256 or 27.7 B.t.u. The heat given up per lb. of 
dry air during its passage through the apparatus is equal to the drop in temp- 
erature (165-130°) times its humid heat 0.244, or 6.1 B.t.u. This quantity 
is less than the heat consumption, thus demonstrating that this drier is fur- 
nished with some sort of heat supply other than that of the drying air itself, 
and the difference between these two quantities, 21.6 B.t.u., is the heat 
furnished by the heating surface within the drier, expressed per lb. of dry 
air. Since 7810 lb. of dry air was consumed, the B.t.u./hr. furnished by 
the heating surface within the drier was 169,000. 

j^nce the entering air was preheated from 75 to 155°F., a rise in tempera- 
ture of 80°, the humid heat of this air being 0.245, the heat furnished by the 
preheater was the product of these two quantities, 19.6 B.t.u., expressed per 
lb. of dry air; or the total was this times the amount of dry air per hr. » 
163,000 B.t.u. 

Otiier Illustrations. — ^Additional illustrations of the use of 
the chart will be found in the chapters on Air Conditioning and 
Drying. 


BISCUSSION OF PSYCHROMETER EQUATIONS 

Based on a heat balance in terms of the equations for the rates of heat 
transfer and mass transfer, it was shown on page 686 that the psychrometer 
equation could be written 

£r)rw=a/ie(^— fw). (6c) 

The derivation implicitly assumes that the cooling of the air is differential, 
so small that the actual changes in temperature and humidity of the air are 

* These quantities sometimes are considerable. 
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negligible. The values of «w) or are best determined 

by ealibration under carefully standai^iized oonditiq^. Since these ratios 
are found to be characteristic of the gas and liq(uid employed, it is desirable 
to inquire further into the factors infiuencmg the rate coefficients hi, and h' 
for any liquid and gas. 

As shown in Chap. II, the gas in the imme- 
diate neighborhood of the surface is fiowing in 
streamline motion, whereas beyond this film, 
of thickness B/, the gas is mixed by the eddies 
in the turbulent stream {Fig. 188).* Exclusive 
of the effect of radiation, which is allowed for ^ 
separately, the overall thermal resistance 1/Ac ^ 
by conduction and convection is the sum of 
the conduction resistance B//X of the film and ^ 
the convection or eddy resistance r*. .g* 

A similar application of the resistance con- ^ 
cept to the mass transfer of vapor from the ^ 
wet bulb to the gas stream (page 448) gives 
l/fc'a=(B// BmAfn) -h (r^) where is the resist- 
ance to mass transfer through the turbulent 
portion of the gas stream, Dm is the molal diffu- 
sivity of the vapor tlirough the true gas film and is the molecular 
weight of the vapor-free gas. 

Although the thermal conductivity X and vapor difiusivity JDw appear 
in the film-resistance terms, B//X and BfIDmMu, there is no reason to sup- 
pose that these properties affect the convection resistances r<. and r'. By 
definition Tc and r[ equal A{t—V)/q and A{H' ’^H) /W^ respectively. Con- 
sider the transfer of given mass of gas « by the turbulent eddies from the 
region, where the conditions V and W exist, to the main body of the gas, 
identified by t and H\ for such a convection transfer q is equal to ft>s'(i~i') 
and W equals and the substitution of these quantities in the 

definitions of r® and r' gives 

Mt-V)/q 

where s' is the humid heat at the outer boundary of the gas film and the 
term r^^cs' should be independent of velocity and other factors affecting 
turbulence. As shown in earlier chapters, the film thickness B/ would be 
reduced upon increasing the velocity. Upon wTiting the ratio of K to k\ 
eliminating Tc by Eq, 7 and rearranging, one obtains 

* For exact shape of curves, see Fig. 137, p. 446. 

t Since equals l/K and r' equals 1/fc', this relation may also be written 



ue., the ratio of the heat-transfer and mass-transfer coefficients, K and 
for the eddy-diffusion «one equals <*> the humid heat s'. 
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This equation, together with experimentally determined wet- and dry-bulb 
temperatures, will allow the calculation of Tlie considerations of 

Chap. XIV indicate that this ratio should be independent of the nature 
of the liquid on the wet bulb and only slightly affected by gas velocity as 
long as turbulent flow exists. One experimental determination therefore 
makes it possible to predict the wet-bulb conditions for other liquids. For 
this latter calculation £q. 8 can be arranged 
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Fio. 189. 

satisfactorily with the experimental 
Another method of attack would 
mental values for the heat-transfer 
fc', in Eq. 


Calculated values of ke/k^s are given 
in column 5 of Table I together with 
the experimental values; in these cal- 
culations the value of r[lBf for toluene 
was taken for the calculation of he/k'». 
Figure 189 is a plot of the experi- 
mentally determined value of the 
psychrometric ratio hc/k*s vs. the 
dimensionless ratio a; ** \/DmMnS. 
The dotted curve is based on the 
theoretical relation (Eq. Sa), using 
the empirically determined value of 
r'/B/ based on the toluene run. It is 
seen that the predicted curve agrees 
values. 

be to substitiite predicted or experi- 
and mass-transfer coefficients, kc and 


Nomenclature 

A »area of surface, Sq. ft. 

B/ “thickness of true film of gas, ft. 
diameter of wet btilb, ft. 

Dm diffusivity in molal units, lb.-mols/(hr.)(ft.), 

O'^mass velocity, lb./(8ec.)(sq. ft.). 

BT “absolute humidity, Ib. of vapor /lb. of noncondensable gas. 

* It is interesting to note that, if, as is approximately true for air and water, 
the physical properties happen to be such that the dimensionless term 

>,/DmMn9 closely approaches 1, K/k^a' will be s\ibstantially 1. 
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TABLB I. — ^ExPERIMSiNTAli VALtJES OF PstCHEOllETRlO RaTIO K/W ^ 
fw{Bxo^B)/ct»{i-^t^) FOR Various LxotJiljs and Air 


Reference : 

(5) 

(6) 

(7) 

(8)* .. 

Calcu- 

lations 

Liquid on wet bulb 





from 
Eq. 8a 

Water (a? *«0.962) 

1.16 

1.03 

0.95 


0.9S5 

Methanol {x 1.51) 

1.22 


1.22 

Propanol [x *=2.26) 



1.54 


1.55 

Ethyl bromide (a; =*2.40) 

Benzene (x=*2.62) 

1.61 

i;65 

2.21 

2.04 

1.60 

1.68 

Ethyl acetate (aj*=2,66) 

1 .69 


1.72 

Brombenzene (re =2.74) 

Toluene {x = 2.78) 

2.00 

1.79 

1.77 

1.92 

1.92 

1.75 

Chlorbenzene (a? =2.88) 

1.76 

1.83 

2.12 

1.81 

Carbon tetrachloride (a: =2.92) 

n-Propyl acetate (a; =2.97) 

2.00 

2.07 

1 1.76 

1 2.08 

1.83 

1.85 

Ethyl propionate {x = 2.97) 


1.77 


1.85 

Xylene (x =3.06) 



1.91 


1.90 

Ethylene tetrachloride {x =3.12) . . . 


2.00 

i ' • • • 

1,92 


* These values are not corrected for radiation, and are not plotted in Fig. 189. 


Table II. — Experimental Values of rw(//tr '“//)/«(<—/») for Water 
IN Various Dry Gases (Apjohn)^^^^ 


Gas 





— 

CDs, with 10.8% aij 

0.205 

0.195 

0.95 

HjsO, with 16% air 




Ha, with 4.3% air 

2.12 

3.24 

1.53 


//», at saturation and wet-bulb temperatures, respectively; 

H„ corresponds to Hv; to 

hot /ir~coelficicnts of heat transfer by conduction and convection 
and by radiation, respectively, B.t.u./(hr.)(8q. ft.) 
(deg. F.); h ^hc+hr] 

/=a ratio, equal to (F^— p)/(f — /«,) ^aho/krv,. 
kf ifci, k\ —coefficients of mass transfer of vapor, defined by the equa- 
tions: dW/dA -k(Fv--p) —ki{Pw-‘p)/pnf 

Mm Jlifv— niolecular weights of noncondensable gas and pure vapor, 
respectively. 

F«, Fw— vapor pressures of liquid, at saturation and wet-bulb tem- 
peratures, respectively. 
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^partial pressure of vapor and noncondezisable gas, respec 
tively. 

Pnt » logarithmic-mean partial pressure of noncondensable gas. 
pr*“emisaivity for radiant heat, dimensionless* 

^ a* rate of transfer of sensible heat, B.t*u./br, 
r, r*, » latent heat of vaporisation, B.t.u./lb., at U and tw, respec- 

tively. 

1*0, thermal and mass-transfer resistances in turbulent portion 
of gas phase lying outside the true film, respectively, 
defined by the equations: and 

H)/C 

«« humid heat, heat capacity of mixture, expressed in B.t.u./ 
(deg. F.) (lb. of dry air). 

T, 7" temperature of water and of feed water, respectively, deg. F. 
f, temperatures of dry bulb, at saturation temperature and of 

wet bulb, respectively, deg. F. 

W —rate of evaporation, lb. Ar. 

^c*» dimensionless ratio, X/Z>mMnS. 

«(alpha) « radiation correction factor, eqxial to (fec4*i^ir) Ac dimension- 
less. 

6(theta) *time, hr. 

X(lambda) thermal conductivity of mixture of gas and vapor, B.t.u./ 
(hr.)(sq. ft.)(deg. F./ft.). 

M(mu) « viscosity of mixture of gas and vapor, lb, /(hr.) (ft.). 

<r(sigma) =»St.efan-Boltzmaun (jonstant. 

<«>(omega) =*mass of gas-vapor mixture transferred by convection. 
Subscripts 1 and 2 refer to specific conditions. 
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CHAPTER XVIII 


AIR CONDITIONIlfO 

The equilibrium relationship in a system comprised of water, 
water vapor and air, and the temperatures reigning in such a 
system, form the basis of certain typfes of apparatus much 
employed in industrial work. The more important are included 
under the descriptive terms humidifierHf dehumidifiers and 
water coolers. 


GENERAL CONSIDERATIONS 

When it is desired to increase the humidity of air or other 
gas, live steam may be blown into it. However, this increcuses 
the temperature and introduces any impurities present in the 
steam. Where considerable heat is being developed in a room 
owing to the operation of machinery, the humidity may be 
increased and the temperature decreased by sprajdng in finely 
divided water, but this does not provide for ventilation. It is 
generally more satisfactory to bring the air into direct contact 
with liquid water in an apparatus designed to give the desired 
humidity and temperature, distributing this conditioned air 
through ducts to the desired points, or to provide a f)ortable 
*'unit conditioner” which is installed directly in the room. 

Visualize an enclosure such as a packed tower, spray chamber 
or other device in which unsaturated air is brought into direct 
contact with water. The surface of the liquid is separated from 
the main body of the gas by what amounts to a stagnant film of 
gas (page 691). All available data indicate that, at the interface 
between the liquid surface and gas film, equilibrium is closely 
approached; consequently the gas at the interface has the 
absolute humidity Hi read from the saturation curve of Fig. 183 
at the interfacial temperature U, 

If at a given cross section of the device U is such that Hi 
exceeds the humidity H of the main body of the air (t.e., if U 
exceeds the dew point or condensation temperature of the water 

595 
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vapor in the air), water will evaporate and the humidity of the 
gas will increase, regardless of the air temperature, and hence 
humidification is occurring at this cross section of the apparatus. 

The direction of flow of heat depends on the temperature 
difference existing between the air and water. Thus, if the sur- 
face of the water is warmer than the main body of the air 
heat will flow from water to air, increasing the temperature of the 
air, whereas, if the surface of the water is colder than the air, 
heat will flow in the reverse direction, cooling the air. 

The direction of change of water temperature depends on the 
heat balance. Thus, if the surface of the water is warmer than 
the wet-bulb temperature of the air, the water is cooled, while, 
if it is colder, the reverse is true. If h is at the wet-bulb tempera- 
ture, where the heat transferred from air to water is exactly 
balanced by that consumed in evaporation, the water tempera- 
ture remains unchanged. 

Humidifiers. — In a humidifier where surface is provided either 
by the use of a water spray or by allowing water to flow by gravity 
over suitable packing, a relatively large amount of water must be 
circulated in order to maintain the wet surface. At ordinary 
temperatures the rate of evaporation from such a surface is small 
and lienee only a small percentage of the water circulated is 
evaiKirated. Consequently, the unevaporated water is recircu- 
fated by means of a pump, and make-up water is added to 
compensate for that evaporated. 

In the winter, the recirculated water may be pumped through 
a steam-heated water heater. However, in the summer, when 
it is desired to cool the air, the recirculated water is not heated; 
hence the water attains the wet-bulb temperature of the air, 
and the air may be cooled to within a fraction of 1® of the wet- 
bulb temperature. Where the water temperature remains con- 
stant, the mean temperature difference between air and water 
is the same for parallel flow, cross flow and counterflow. With 
parallel flow the kinetic energy of the spray assists in causing 
the air to flow through the apparatus. Packed or plate towers 
(pages 648 and 551) may also be used, but, because of the expense 
of their construction and operation, plate towers are seldom 
employed, although three plates will give nearly saturated air. 
For pressure operation towers containing open packings are 
used. 
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Figure 190 idiows a typical spray chamber as used for butnidifi- 
catioa. The air enters throuigh the inlet dampers and passes 
through the preheating coils into , the spray chamber. In 
order to eliminate droplets of liquid from the gas, the air lea’mg 
the spray chamber passes through the eliminators or baffles, 
which may be kept wet by flooding nozzles. The air then passes 
into subsequent apparatus, sometimes through reheating coils 
as shown. Usually such apparatus is automatic in action, the 
control depending on the readings of wet- and dry-bulb thermom- 
eters, or upon the “dew point'’ of the exit air (see page 637). 



Fio. 190. — Sturtovant horizontal spray-type humidifier or air washer. 

Humidifiers are used widely in air conditioning, especially to 
humidify air for conditioning rooms ” in which certain materi^, 
such as textiles, foods or tobaccos, are allowed to regain moisture 
removed at some previous step in the process, or where the mois- 
ture in the stock must be kept at a predetermined figure, 

Dehuxxiidifiers. — It is sometimes necessary to remove moisture 
from air. Where complete removal is not required, it is usually 
most satisfactory to dehumidify by cooling and condensation 
rather than by adsorption or chemical absorption (page 436), 
When air is brought into contact with water (or a cooled surface) 
having a temperature behw the dew point of the air, Hi is less 
than H and consequently water vapor diffuses from the main body 
of the gas through the gas film to liquefy at the interface, thn« 
dehumidifying the air. Since the interface is colder than the 
air, heat is transferred from the main body of the air to the 
interface, and both the sensible and the latent heat are trans- 
ferred through the condensate film and absorbed by the main 
body of the water or by the refrigerant. Since the tempera- 
tures of both air and water are changing, counterflow is desirable, 
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an arrangement obtainable in a packed tower and approached 
with a number of spray chambers in series. The cooling 
can be brought about by ordinary pipe coolers, but in such a case 
the heat-transfer coefficient is small, thus requiring a large amount 
of an expensive type of cooling surface. Instead of using a pipe 
cooler directly, sometimes the result can be accomplished more 
cheaply by the use of two pieces of apparatus: first, a spraj- 
chamber, or packed tower, in which cold water is brought into 
direct contact with the air; second, a tubular cooler in which the 
water is cooled by refrigerated brine or a suitable liquid evaporat- 
ing at low temperature. The first of these is very cheap, and the 
second, while of an expensive type, need not be large, because of 
the relatively high coefficient of heat transfer from water to 
refrigerant in the pipe cooler. 

In other cases the water is sprayed directly on the refrigerated 
surfaces located in the spray chamber. The water nozzles for 
dehumidifying spray chambers are designed to furnish a large 
volume of water to absorb the sensible and latent heat from the 
air, while in humidifying chambers a large evaporating surface 
is required and a more finely divided spray is used. The super- 
ficial air velocities employed in spray-type dehumidifiers are of the 
order of 400 to 550 ft. per min., compared with 500 to 700 ft. 
per mim in spray humidifiers. 

Dehumidifiers are widely used in air conditioning of buildings 
and railway cars. They are also used in connection with driers 
in which air is dehumidified before recirculation. Dehumidifiers 
may also be used to salvage waste heat; thus hot moist air in a 
paper mill may be dehumidified to furnish warm water for 
process purposes. 

Water Coolers. — ^When air comes in contact with water 
warmer than the wet-bulb temperature of the air, the water is 
cooled by evaporation. If this unsaturated air is cooler than 
the water, the latter is cooled not only by evaporation but also 
by the transfer of sensible heat to the air. 

Water coolers are employed in engineering practice where 
cooling water is scarce. The forms ordinarily used are cooling 
towers and spray ponds. Figure 191 shows one type of water 
cooler. 

* Where the refrigeration is obtained by a liquid evaporating at constant 
temperature, there is no advantage in employing counterflow. 
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To recapitulate, the huinidity mcreases ^ in a humidifier, 
decreases in a dehumidifier and increases in a water cooler; the 
water temperature is practically constant in an adiabatic humidi- 
fier, rises in a dehumidifier and falls in a water ccwler; the air 



Fig. 191. — Wheeler cooling tower. 


temperature falls in the first and second and usually rises, but 
may fall, in the third. 

METHOD OF CALCULATION 

The humidity chart discussed in the preceding chapter is used 
for determining the relation between the initial and final tem- 
peratures and humidities of the air. Knowing these terminal 
conditions, by means of material and energy balances one 
can readily determine the stoichiometric relations between the 
amount of air handled, the change in humidity and, the water 
evaporated or condensed. 
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lithe size of aii apparatus for a given capacity and operating 
; Conditions may be calculated by applying judiciously three rate 
equations: one for the rate of transfer of sensible heat between 
the air and the water surface, another for the rate of diffusion 
of water vapor between the air and this same water surface, 
and the third for the rate of heat transfer between the interface 
and the main body of the water. 

The heat effect due to evaporation or condensation is disre> 
garded in the first equation, except as it influences the interfacial 
temperature and hence the average temperature difference 
between water and air. Both of these processes, heat transfer 
and diffusion, take place simultaneously and the coefficients of 
the first two equations arc tied together by a very simple relation. 
The necessary coefficients for these equations are determined 
experimentally for each type of apparatus. 

Komenclature 

A = wetted transfer surface, sq. ft, 

as* wotted transfer surface per unit volume of apparatus, sq. 
ft./cu. ft. 

/)«»*»molal diffusivity, lb. mol8/(hr.)(ft.). 

Dt =* tower diameter, ft. 
e«base of natural logarithms, 2.718. 

<jr velocity of air, lb./(hr.)(sq. ft. of cross section). 

= absolute humidit y of air, lb. of water vapor /lb. of dry air. 

tii, Ht} Hw— humidity of saturated air; lU corresponds to <<, Ht to T, 
and Hy, to 

hoa = individual coeflicient of sensible heat transfer through gas 
film, B.t.u,/(hr.) ((mi. ft.) (deg. F. temp. diff. across 
gas film). 

individual coefficient of total heat transfer through liquid 
film, B,t.u./(hr.)(cu. ft.) (deg. F. temp. diff. across 
liquid film). 

individual coefficients of vapor diffusion, lb./(hr.) (cu. ft.) 
(unit humidity difference between main body of gas 
and interface). 

A"'a=overall coefficient of vapor diffusion, lb./(hr.)(cu. ft.) (unit 
overall hum idi t y difference , 

Mm *»iuean molecular weight of gas-vapor mixture 
latent heat of vaporization, B.t.u,/lb. 
aS' - cross-sectional area of apparatus, sq. ft. 

8 =humid heat *=0.24-f 0.45H, B.t.u./(deg. F.)(lb. of dry air), 
r^bulk temperature of main body of water, deg. F. (not 
absolute). 
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t »bulk temperature of main body of air> dry-bulb temperature, 
deg. F. . . t ■ 

temperature of dew point, deg. F. 

* temperature at interface between water and air films, deg. F. 
wet-bulb temperature of the air« deg- F. 

XJoa « overall coefficient of sensible heat transfer from air to water, 
B.t.u./(hr.)(eu. ft.) (deg. F. overall temp, dilf.), 

F « tower volume, cu. ft., equals 

u>»mass rate of flow of dry air through apparatus, lb, /hr. 

X «lb. of water sprayed/ (hr. )(sq. ft. of cross section of cumber). 

Z « length of spray chamber or height of tower, ft, 
absolute viscosity, lb. /(hr.) (ft.). 

Subscript 1 refers to conditions of hoik liquid and gas at the ga» inlet, and 
subscript 2 refers to conditions at the outlet, 

Basic Equations for Steady Flow. — Consider a tower in which 
the air to be treated enters at the bottom and leaves at the top, 
while the water enters at the top and leaves at the bottom. 
At any given cross section the main body of the air has a dry-bulb 
temperature t and absolute humidity U, and the mass rate of 
flow of air is w lb. per hr. At this same section the mass rate of 
flow of liquid water is L lb, per hr. ; the main body of the water 
is at T and the interface between air and water is at the tempera- 
ture Designate the conditions at the air entrance end by 
the subscript 1, and those at the other e^ud by the subscript 2. 

The overall w^ater balance is ; 


Li— L2 J/2) ( 1 ) 

Neglecting heat exchange with the surroundings, the overall heat 
balance may be written in several alternate forms:* 

L2 ( r 1 ~~ T2) -wsx{ti-T\)+%o{Hi—E 2)rrj — W82 — Ti) ( 2 a) 
Li{Ti—T 2 ) — wsiiti — T2) T2) . ( 26 ) 
Lx{Ti-ti)-L2{T2-ti) ^ws2{h—t^+w{Iii—H2)rtj^ ( 2 c) 
ivi(ri~-f2) ^*^^ 2 ( 7^2 — ^ 2 ) — ^ 2 ) +w^(//i-~H2)r£,. - (2d) 

Now focus attention on what happens in a differential height 
dZf corresponding to the differential volume dV, having cross 
section S\ dV equals S dZ, The corresponding water and heat 

♦ These four alternate forms are obtained by using Ti, Ta, ti and h as 
datum temperatures, respectively. In all cases the specific heat of* liquid 
water is taken as 1. 
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bailees are: 

-dL^^-wdH (lo) 

—L dT^—ws dt—wr dH. (2a') 

The differential iuterfacial area dA is equal to the product of the 
wetted surface a per miit volume of tower and the volume dV 
of the differential section, i.e., dA equals a dV. The rate of 
transfer of sensible heat between the main body of the air at t 
and the water surface at <, is then 

-wsdt = {ho)(.adV){t-Q. (3) 

The rate of diffusion of water vapor between the main body of the 
gas (having the absolute humidity H) and the interface (having 
the absolute humidity H,) in then given by the mass-transfer 
equation (page 447) 

-wdH^ {k'a) (dV) (// - .) . (4) 

The rate of heat transfer from the interface (at Q to the main 
body of the water (at T) is then 

-LdT = (hj,){adVKU-T). (5) 

These five differential equations, and data regarding the nect's- 
sary coofficientH in the rate equations, are the general solution 
to the problem of direct contact between air and water in a 
steadily operated apparatus. Upon dividing Eq. 4 by Eq. 3, 
one obtains the significant relation 



Since it was shf)wn on page.'- 590 to 593 that for air and water the 
physical properties were such that the dimensionless ratio 
ha/k'a was substantially 1, Eq. 6 may be written as 

dt {t—Q 

Adiabatic Humi^ers.— In an adiabatic humidifier the heat 
transferred from air to water tends to heat the water but the 
eva,poration tends to cool it. Where the unevaporated water is 
recirculated, it attains the wet-bulb temperature where these two 
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effects balance and the water temperature remains unchanged, 
i,e., dT is zero. The heat balance then takes the lomi 


- wsSi-U) 


which is the same as that given on page 581. If the temperature 
7*2 of the malce-up water is substantially the same as the adiabatic 
saturation temperature t„ one may employ the curves for 
adiabatic evaporatiott plotted in JFig. 183, page 579. 

Since no heat is transferred to the main body of the water, 
it is unnecessary to use Eq. 5, and, since the rate coefficients of 
Eqs. 3 and 4 are tied together, one may choose either equation. 
Selecting Eq. 3 and recalling that U is substantially constant at 
tv, integration gives 


i„ (h—tat) _hoaV 
(^2 — w W8 


(3a) 


A sinoilar integration of Eq. 4 gives 

, (Hv-Hi)_k'aV 
(Hv,-H2) w 


(4o) 


The rate coefficients are discussed on page 606. 

It is interesting to note that the fractional humidification 
(actual luimidification divided by that obtainable with 

an infinite af)paratus, Hw — fh) takes the form* 




k'aV 

1-e 


(46) 


which is analogous to the Murphree rectification efficiency (page 
566) for a bubble plate, where gas-phase resistance is controlling. 
Equation 3a takes a similar form 


(«i-U 


= 1—6 ’ 


(35) 


* Equations 46 and 36 are obtained from Eqs, 4a and 3a, respectively, by 
assuming that the water remains at the wet-bulb temperature throughout 
ihe process. 
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fmctional cool^ or humidification given by a bubble plate 
is of the order of 0*8.* 

Adiitbatic DehumidificationL. — Consider a given cross section 
where the main body of the air is unsaturated, such as the point 
having coordinates Hi and ti in Fig. 192. If the surface tempera- 
ture of the water is less than that of the main body of the air, 
the conditions at the air-water interface will be represented by a 
point Hij ti on the saturation curve. Since //< is IcskS than Hi, 
water vapor will flow from the main body of the gas through the 
gas film, and will liquefy at the interface, thus dehumidifying 



Fig. 192. — Dehumidification diagram. 


the air. Since U is less than t, the air will be cooled and the 
sensible heal so transferred will flow through the same gas film. 
Since both the sensible and latent heats are transferred to the 
water, the temperature of the latter wdll rise. 

In consequence, as the water flows through the apparatus the 
temperature U of the interface will rise, moving to higher positions 
on the saturation curv^e, or as the air flows through the apparatus 
it encounters water at lower temperatures. At each cross section 
Eq* 6u applies, i,e,, dH/(U — {H — Hi)/{t—ti)y which means that 
the instantaneous slope of the path is dependent on the prevailing 
ratio of the vertical distance, //—//,, to the horizontal distance, 

* Occasionally the perfomiance of a humidifier is rated in terms of the 
''height of a transfer unit (H.t.u.), where Z Is the effective length or height 
of the apparatus, and the number («) of "transfer units” is arbitrarily 
defined as the ratio of the decrease in air temperature to the logarithmic- 
mean temperature difference from air to water: H.t.u. Inspection 

of Eq. 3<i shows that H.t.u. also equals ws/honS or Qs/Jigciy where G is the 
mass velocity of the air based on the total cross section S, 
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The situation is indicated diagraminatically in Fig. 102, 
and it is seen that the path cuive will be convex upiyard. Given 
data for the rate coefficients ho and Al, since for air and water 
W may be taken equal to ho/sy the necessary siae of apparatus 
for given operating conditions Can be calculated by graphical 
integration of the equations. An approximate solution may be 
obtained by substituting ffinte increments for the differential 
terms in the basic equations, thus making stepwise calculations, 
with intermediate calculations of U, assuming that ^Jdt is 
constant over short finite intervals at a value equal to the value 
of (see Fig. 192). 

If the gas temperatures are above that of the surroundings, the 
apparatus should not be insulated, unless it is being operated to 
preheat the water. However, for air conditioning in the summer, 
where the air is being cooled below outdoor temperatures, the 
apparatus should be insulated. 

If the air entering is saturated, it tends to remain saturated 
as it cools, but with substantial temperature differences there is a 
marked tendency toward formation of fog in the gas film. Com- 
putations for the dehumidification of saturated air are often 
made by the approximate method given on page 606 for water 
coolers. 

Water Coolers. — If at a given cross section the temperature 
of the water surface is above the wet-bulb temperature of the 
main body of the air, the water will be cooled even if the air is 
hotter. However, it is desirable to have the air colder than 
the water so that the water will be cooled both by its own 
evaporation and by transfer of heat to the colder air. Packed 
towers are often used for tv-o reasons: first, because counterflow 
is desirable to give high average values of the driving forces 
(T— ti--t and Hi’-H), and, second, because high coefficients 
hud for the liquid film are obtainable since the liquid film is 
being continually deformed as the water flows over the packing. 
The general problem is solved by applying the basic relations 
given on pages 601 to 602. However, for packed towers one 
sometimes employs an approximate method based on the 
assumption that is so high that U equals T, thus eliminating 
the use of Eq. 6. In such cases the individual coefficient fc' 
multiplied by {Hi — H) is replaced by an overall coefficient K 
multiplied by the ^'overall driving force'* and Eq. 4 
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wdH^KadViHT-H). (7) 

SmilArly Eq, 3 i$ written 

ws dt^Uad dViT-^f) (8) 

where Uo is the overall coeflicient of sensible heat transfer based 
on the ^‘overall temperature difference/' T--L There is no 
reason why Uo/Ka should equal «; tests show that this ratio may 
substantially exceed the humid heat. The approximate equa- 
tions (7 and 8) are then used over finite increments employing 
arithmetic-mean values of the driving forces. It should be noted 
that the water temperature, and hence //r, varies throughout 
the apparatus. In designing a water cooler, the initial and final 
water temperatures T% and Ti and the rate of input of the water 
are known, as is the initial temperature ti and humidity H\ of 
the entering air. Furthermore, data for the coefficients Uoa and 
K^a are available for towers of certain types. Hence, with 
Eqg. 2, 7 and 8 and the humidity chart, it is possible to calculate 
the amount of air required, the volume of the apparatus and 
the temperature and humidity of the air leaving the water cooler. 
As a first approximation, the temperature of the air leaving the 
apparatus may be taken as 5 to 10°F. below that of the entering 
hot water. This trial value must later be checked against values 
required by the equations used. 

Discussion of Capacity Coefficients. — The following point^s 
should be kept clearly in mind : 

1. The coefficient hoa is obtained experimentally and is 
expressed as B.t.u. {m sensible heat only) per hour per ®F. average 
individual temperature difference per cubic foot. Although 
hod can be determined by experiment, it consists of tw^o factors, 
neither of which can conveniently be determined separately. 
The exact values of hoa and Uoa cannot, in general, be pre- 
dicted for apparatus for humidification, dehumidification and 
the like, but the qualitative effect of changing certain variables, 
such as velocity of gas or liquid, may be i^redicted in certain 
cases. 

2. Since the term a represents the square feet of wetted surface 
per cubic foot of apparatus, it will vary widely with the type 
or design of the apparatus. Even in a definite type of apparatus, 



AIM CONDITIONING 607 

^ velocity or rate of liquor circulation or both nearly always 
affect the active surface per unit of volume. ? 

3. In addition to this, as brought out repeate^y in the chapter 
on Flow of Heat, changes in velocity and viscosity have marked 
effects on certain film coefficients of heat transfer, 

‘ All these facts make the prediction of values of the ooefficimts 
extremely difficult, and hence for accurate design it is necessary 
to determine the coefficients for the particular conditions under 
consideration. However, by having a clear insight ^finto the 
nature of the variables involved, the amount of experimental 
work required may be reduced to a minimum. While the 
designing of apparatus of these types in the absence of preliminary 
experimental work is undesirable, yet the problem sometimes 
arises, and here one must interpret the results of experiments in 
similar apparatus with care and employ suitable factors of 
safety. 

RATE COEFFICIENTS 

Horizontal Spray Chambers. — ^Tests on a number of spray-type 
huraidifi.ers show that the heat-transfer coefficient haa varies 
but slightly with gas velocity over the usual range of from 1200 
to 3000 lb. i>cr hr. per sq. ft. of cross section, but increases 
rapidly with increase in the rate at which water is recirculated 
through the nozzles. Tests^‘> on a chamber 4 ft. long and 56 sq. 
ft. in cross section, with parallel flow of air and water, are 
correlated by the equation 

Aoa=0.0078(ce)>-s 

where x represents the pounds of water sprayed per hour per 
square foot of cross section. The number of nozzles per square 
foot of cross section ranged from 0.8 to 1.6, the water rate per 
nozzle from 180 to 610 lb. per hr., the water pressure on the 
nozzles from 3 to 15 lb. per sq. in., the air velocity (? from 1200 
to 2400 lb. per hr. per sq. ft. of cross section and haa Sfrom 20 to 
160. 

Tests on a humidifying chamber 10 ft. long, with four nozzles 
per square foot and with water sprayed from both ends, gave 
haa of 170 at G of 3000. 

Packed Towers. — ^Tests^® on a slat-packed cooling tower, 
interpreted by the approximate method, gave 
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jS:o-0.0525G' and t/oO=0.0173G 

;Tsfeere Q varied from 1020 to 2280 lb. of air per hr. per sq. ft. 
of cross section, and the water rate was 3180 lb. per hr. per 
sq. ft. of cross section. 

Wotted-wall Towers. — ^Data on the evaporation of water and 
a number of pure organic liquids, flowing by gravity down the 
inside wall of a vertical 1-in. pipe, into a turbulent air stream at 
the same temperature, are correlated^** by the dimensionless 
equation 


K'D, 

DmMn 


=0.023 


/D/jyv M Y** 
\ M / \D^J ■ 


Values of the diffusivity are shown on page 460. For water 
tiiis reduces to 


if' = (0.025 H-O.OOOOSSOG"** 

where t is the temperature of the air, expressed in degrees 
Fahrenheit. 

Analogy b^ween Absorption and Mass Transfer. — By means 
of tins analogy, data on the evaporation of pure liquid.s into 
air fmd data on the dehumidification of air by contact with 
B^furic add were brought into fair agreement with heat-transfer 
data from gas to solid. By this procedure the ordinates of Fig. 
40, page 112, are taken as (,k'Mm/MnG)(jt/DmM„)^ instead of 
(h/C^iC^/k)^. 


ILLUSTRATIVE PROBLEMS 

IUtistrati<Hti !• Humidifier. — It is desired to cool 22,000 cu. ft. of air /min. 
from 96 to 76®F,, using a horizontal spray chamber which sprays the recircu- 
lated water against the air flow. The temperature of the make-up water 
is 80®F., the dew point of the initial air is 68°F. and the barometer is normal. 
Calculate (a) numl>er of spray nozzles required, and dimensions of chamber 
to house the sprays; (6) gal. of water recirculated /min., and theoretical 
horsepower for spray nozzles; (c) gal. of make-up water /min. 

Data and Notes, -For a humidifier, hoa may be taken as 90 provided 
there are 12 lb. of water per min. per spray, two sprays per sq. ft. of cross 
section and the banks about 8 ft. apart (in the direction of flow of air). 
The water pressure on nozzles may be taken as 20 lb. gauge for new sprays 
when the rate of flow is 12 ib. per min. per spray. 

From Fig. 183, page 579, it is seen that the humidity of air 
saturated at 68'‘F. is 0.0100, the wet-bulb temperature is 70‘^F., and the 
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hixmidlity attained during adiabatic cooling to 75^F. in contact with water 
18 0,0147. / 

The humid volume at 96°F. is Been (by interpolation between the value 
of 14.82 cu. ft. for saturated air and 13.96 eu. ft. for dry air) to be 14.20 cu. 
ft mutture/ib. of dry air. Then w equals 22,000/14.20 — 1 630 lb. of dry 
air /min. The sensible heat removed by cooling the air, having initial 
humid heat of 0.2446, from 96 to 75 is (1660) (96 -76) (0.2446) or 7600 
B.t.u. per min. Since the recirculated water attaina the wet-bulb tempera- 
ture (70®F,), the temperature difference between air and water is 96—70 
or 26®F, at the entrance and 76 — 70 or 6'’F. at the exit. From |lq. 3a it is 
seen that 

m ” (f-<t)a 

or 

(26/5)l(1650)(0.244S)(^/(90) «409 cu. ft. 

Since the value of koa used was determined for one noxzle per 4 cu. ft. and 
for two nozzles per square foot of cross section, the theoretical number of 
nozzles equals 102, the square feet of cross section is about 61 and the 
length of spray chamber is about 8 ft. For 102 of these nozzles <in one bank, 
the water rate is (102)(12)/8.33 or 147 IT. 8 . gal. /min. 

According to Eq. 1 the make-up water equals (1550) (0,0147 — 0.0100) or 
7.3 lb. /min. It is obvious that the mixing of 7 lb. of water at 80®F. with 
1224 lb. at 70°F, would not appreciably raise the t;emperature above 70^F. 

The theoretical horsepower dissipated in the nozzles equals 


(1224) (20) (144) 
(62.3)(^,000) 


or 1.72 hp. 


It can easily be shown that the dissipation of this power will not cause 
appreciable rise in water temperature.* The calculated values are: 

o. 102 nozzles in one bank housed by a spray chamber 8 ft. long and about 
7 by 7,5 ft. in section. 

b. Water recirculated at rate of 147 gal. /min., the pump theoretically 
requiring 1.72 hp. for the resistance caused by the nozzles alone. 

c. About 1 gal. of make-up water required per rain. 

A safety factor should be included on the size of the spray chamber and 
number of nozzles to allow for decrease in effectiveness of sprays with time. 
The volume given above (409 cu. ft.) is that of the spray chamber alone; 
obviously, the actual apparatus must include air dampers at the entrance 
and water eliminators at the exit. Suitable strainers should be provided 
on the water line leading to the sprays: For use in winter heating, coils 
should provided. 

Blustratioti 2. Dehumidifier. — It is desired to design a coke^^packed 
tower to dehumidify continuously 2000 cu. ft. /minute of air saturated at 


* In calculating the actual horsepower of the motor for the pump, one 
must allow for the friction losses and lift in the piping system as well as for 
the nozzle friction and the combined efficiency of motor and pump* 
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fO*F. itfikd 1 Atmosphere to produce saturated air at 56®F. Cooling water 
i|8 available at 50®F. What shall be the height and diameter of the tower? 

Paita and Not ^, — A tower packed with 3^in. coke^*^ has been found to 
give of 250 when L/S is 1150 and G is 1200 lb./{hr.)(sq. ft.)- 

iSofAiwm.— ^iuce Uga depends on both G and L/S, it is safe to employ the 
givm Uga if (? and L/S are equal to, or exceed, the values given, 
humid volume of the entering air is 14.08 cu. ft./lb. j hence w will be 2000 X 
60/14,08 » 8530 lb, dry air /hr. The cross section S will then bc*^^^ 200 ** 
7.11 sq, ft., which calls for a tower diameter Dt of \/7^1 1/0.785 or 3.01 ft. 

The inlet water rate Lj will be 1160(7.11) or 8180 lb. /hr. The overall 
heat balance (Eq. 2a) is 8180(ri~60) «8530(0.25)(80-T,) -8530(0,244) 
(55 — Ti)"f'8530(0.01306)(iC51.5), whence the outlet water temperature Ti 
is found to be 70.8®F.* The overall temperature differences (/ — T) from 
air to water are (80 -66.5) or 13.5‘’F. at the bottom and (55—50) or 5'"F. 
at the top. The arithmetic-mean temperature difference, 9.25®F., will be 
employed as an approximation. The equation for the transfer of sensible 
heat from air to water is (8530) (0.247) (80 - 55) *250(7. 11 Z) (9.25), whence 
the height is found to be 3.2 ft. 

Note . — If the entering air had been unsaturated, it would ha%^e been 
necessary to solve for the outlet humidity that would be obtained when 
cooling the air to 55®F. This would require the use of Eq. 7, together with 
numerical value of K'a, which for this cjise is known to be 1200. 

XUustrattmi 8. Water Cooler, — slat-packed cooling tower is to be 
designed to cool 3000 gal. /min. of condenser water from 110 to 85 ®F. by 
means of air ffowdng up through the tower. With forced draft, it is esti- 
mated that the velocity of the entering air will be 500 cu. ft. /(min.) (sq. ft.), 
Ui^er the irorst conditions the available air will be saturated at 80®F. 

' vising the dat^ given below, and neglecting heat losses to the surroundings, 
calculate; (a) cu. ft. of air /min. entering the tow^r; [i>) height and ground 
area of tower; (c) temperature and humidity of exit air. 

For similar towers handling 31^ lb. of water/(hr.) (sq. ft. of 
ground area), it is found that K'a *0.0525G, and Uo/K' *0.33. 

iSloZwtion,— “Since the coefficients were determined for 3180 lb. water/ 
(sq. ft. of total cross section), the ground area of the tower equals (60) 
(3000) (8.33) /3 180 *472 eq. ft. The volumetric capacity of the fan equals 
(472) (500) « 236,000 cu. ft. /min. at 80^F. Since the humid volume of the 
entering air is 14.1 cu. ft./lb. of dry air, G equals 

(472)(500)(60)/(14.1) *1,000,000 lb. dry air per hr. 

(It will be noted this corresimnds to about H lb. of dry air/lb. of water fed.) 

On the basis of 1 lb. of water, an approximate heat balance is 

(0.667)(sar,)(«2-80)-f (0.667)(H4-0.0220)(1046) «(l)(110-85), (A) 

* If the use of the given air and water velocities had called for an outlet 
water temperature above that of the entering air, it would have beewi 
necessary to increase the water rate. 
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Tbe equation for the transfer of sensible heat po the air/{X!q. 8) is 

(l,000,(K)0)(s^v.)(<i-80) 

Since the mass velocity 0 of dry air is (00) 16,700/472 « 21 20 lb. dry air/ 
(hr,) (sq. ft. of total cross station), K'a equals (0;0626) (2120) *111.6, and 
r/(;a = (0.33)(111.6)*36.8. 

Hence the prcioeding equation becomes 

(1,000,000)(w)(^2--80)«(36.8)(7)(115-«*)/2. % (B) 

The equation for the diffusion of waiter vapor into t^ air (Eq. 7) is 

(1,000,000) (Ih -0.0220) = (1 12) (F) 

(i,ooo,(X)0) (ffi -0.0220) ■=■ (o 

2 

Since 

no. . A..-/0022+ff,\* 

s«v, 0.24 ■4’0.4o J ^ j f 

there are threes equations (A^ B, and C) and three unknowns; V, and fa. 
If Eq. B i.s divided by Eq. C, V Is eliminated, and hence values of h and Hj 
must satisfy (A) and (&/C). As a first trial, U is usually taken as 6®F. less 
than the temperature of the entering water. The values of h and Ht which 
satisfy the above conditions are 

f2 = 107"F. 

Hz =>=0.0612 or 95 per cent saturated. 

Substituting these values in lOq. (7, and later in E<j. B as a check of the arith- 
metic, I' — 47,000 (ui. ft. Hence the height of the tower equals 

(47,000)/(472) =*99.5 ft. 

Note . — This (jooling tower was designed for the “worst conditions^' of 
the air, namely, mturated at. 80°P. When the air is not saturated, or cooler 
than 80*^F. or both, the water will be cooled to a temperature lower than 
85®F. Since the calculat-ed height of 99.5 ft. is excessive, the designer would 
probably compromise l)y using a shorter tower, thereby sacrificing somewhat 
the cooling of the water. 
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CHAPTER XIX 


DRYING 

PARTI. METHODS OF DRYING i. 

Introduction. — Although the term drying may have a 
peculiar significance in a few specialized industries, in general 
engineering practice it may be taken to moan the removal of 
water from a system or structure, when the amount of water 
present is comparatively small. For purposes of study the sub- 
ject matter may be classified from a number of different points 
of view. 

The material to be dried may be either a gas, a liquid or a 
solid. If a gas, the water may be carried simply as vapor, or in 
addition it may be present in the form of a spray or fog. If a 
liquid, water is removed by drying only when present in small 
amounts; otherwise the process is described as evaporation or 
distillation. Thus fusel oil, alcohol or acetone may be ‘ ^ dried 
by removing the water therefrom. In solids the amount of water 
may vary from a mere trace to the large amount present in fresh 
fniit or in a glue jelly. 

As the moisture leaves a wet solid there is often a tendency 
for the structure to diminish in volume or shrink. If great care 
is not taken, this shrinkage will not be uniform, and cracking 
or warping results, which deteriorates the prodtict. Examples of 
this action are found in timber and unburned pottery. Or, if a 
material is dried under tension and lateral shrinkage is prevented, 
the structure loses its strength. Such is the case when paper is 
dried on certain machines as compared to that slowly dried in a 
loft. Many materials such as eggs, fruit or milk must be dried 
rapidly at as low a temperature as is practical, in order to pre- 
serve their characteristic flavor and the other valuable proper- 
ties they possess. Some substances deteriorate when allowed to 
remain for a considerable length of time in a wet condition. 
Material such as glue, starch and sugar cannot be heated while 
wet owing to the solvent action of the water upon them. Many 
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i^bstsuices containing water of crystallization cannot be dried 
under ordinary conditions because of a loss of all or a portion 
of this water. These widely varying conditions may be cared for 
in drier design by considering the rate of drying, condition of the 
drying medium and the nature of the exposed surface. Each 
of these factors is complex and will be discussed in detail later. 

Methods of Drying.— The available methods of drying are; 

1. Deposition of the moisture as either water or ice. 

2. Decomposition of the water. 

3. Chemical precipitation. 

4. Absorption. 

5. Adsorption. 

6. Mechanical separation. 

7. Vaporization. 

The completeness with which dryness can be effected by any 
process depends upon the factors controlling the ecjuilibrium 
conditions then obtaining. These will be considered as each 
method is discussed. 

1. Deposition of the Moisture as Water or Ice. — When con- 
densation takes place in a gas, it is obviously the reverse of vapori- 
zation and depends upon the same fundamental considerations. 
The clumsy term dehumidification has come into general use 
for operations of this character and the subject has been treated 
together with humidification processes. The Gayley dry blast 
for smelting iron is an example of the large-scale application 
of this idea. 

Water may be removed from liquids by converting it into ice 
and in this form separating it from the portion having a lower 
freezing point. The alcoholic content of a liquid possessing a 
delicate flavor can in this way be readily increased. Fruit juices 
are concentrated by cooling with agitation and subsequently sepa- 
rating the ice crystals by passing through a centrifugal machine. 

The amount of moisture remaining in air dried by cooling 
depends upon the temperature to which it is cooled. Also in the 
case of a liquid it depends upon the temperature reached, but is 
limited when a eutectic mixture is formed. 

2. Decomposition of the Water. — When a small amount of 
water is held in either a gas or a liquid, it may be removed by 
decomposing it and separating the products formed. Thus 
ether is dried by placing it in contact with metallic sodium. 
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The caustic soda formed clings to the surface of the metal and, if 
separated, will eventually settle out. Certain circumstances 
allow of using other water-decomposing agents such as the car- 
bides and nitrides. Here the completeness of the process is 
largely a function of mechanical agitation of the liquid and the 
reacting substance. The vapor pressure of water with which 
the substances formed are in equilibrium is so small as to be 
negligible. 

3. Chemical Precipitation. — Somewhat larger amounts of 
water may be advantageously withdrawn in the form of a chemi- 
cally combined precipitate. Thus lime forms calcium hydroxide; 
anhydrous sulfate of copper or sodium takes on water of crystal- 
lization and separates from the liquid. The amount of water 
remaining in the liquid is controlled by the vapor pressure of the 
hydroxide or the crystalline substance formed. Phosphorus 
pentoxide and calcium chloride may be used for drying gases, and 
for drying liquids in which they are insoluble; again the com- 
pleteness of drying is limited by the vapor pressure of the result- 
ing hydrated substance. 

4. Absorption.-~-In some technical processes water is removed 
from a matcirial by the capillary action of porous bodies. Thus 
the cream of clay and water xised for casting pottery is deprived 
of the greater part of its water by placing it in molds of plaster 
of Paris. The capillary character of this mold withdraws the 
w’ater from the liquid clay mixture and deposits upon itself a 
layer of solid clay, the thickness of which is controlled by the time 
of standing. Certain types of candies, such as gumdrops, are 
dried mainly by contact with the starch molds in which they 
are cast. The drying effect of sponges, towels and materials of 
this kind is due to this same action. 

6. Adsorption.—’The wonderful ability of certain substances 
to adsorb moisture makes possible the application of this process 
to drying gases, and to some extent also liquids (see |)ages 424 
to 613). 

6. Mechanical Separation. — Some materials are of a spongy 
nature and hold by capillarity large quantities of moisture which 
may be expelled by pressure alone. When such is the case, it is 
evidently desirable to get rid of as large a percentage as possible 
by such means before passing to other more expensive methods. 
This may be readily accomplished in many cases (textiles, wool, 
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^mn J»nd the like) by centrifugal force (see page 336). Or a 
ffbsifave pressure may be exerted by a screw as is shown in Fig. 
193, or by passing the material between a pair of rolls. 

7. Vapoiization. — By far the most important processes for 
drying Kquids and solids depend upon first vaporizing the water 
and in this form separating it from the structure of which it 
formed a part. If air or some inert gas is used to carry away the 
water vapor formed, the process is called air dr3dng. If the 



Fig. 193. — Screw i^roea. 


vapor is passed to a condenser, a pump being employed to witli- 
draw the air from the apparatus, the process is spoken of as 
vMUum dr3riiig. By far the greater proportion of this chapter 
is devoted to drying by means of vaporization. 

I>AJIT U. GENERAL PRINCIPLES OF DRYING BY VAPORIZATION 

INTO A GAS 

General Considerations. — Every solid and liquid substance 
exerts at any definite temperature a perfectly definite vapor 
pressure. If the substance is a mixture, each component exerts 
its own particular and definite vapor pressure. These separate 
or partial pressures are additive and together make up the total 
vapor pressure of the substance. If the component parts of a 
mixture are mutually soluble, the partial pressure of each com- 
ponent will be thereby somewhat decreased. The vapor pressure 
of liquids increases as the temperature rises and obviously there 
will be some definite temperature at which this vapor pressure 
equals the pressure of the atmosphere. At this point the vapor 
of the liquid will continue to form, and not only diffuse but actu- 
ally push back the atmosphere into space, maintaining as total 
pressure the atmospheric pressure then existing. The liquid is 
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then aaid to boU and this temperature is called its boiling point. 
As the pressure of the atmosphere varies, clearly l;K)iling point 
of a liquid will vary also. 

These elementary conceptions are so essential to a ready 
understanding of the discussion which follows that the reader is 
referred to pages 366 to 372 for further exposition of them. 

As the science of drying developed, there were adopted a 
number of expressions which at times vary in their meaning from 
that which normalljr attaches to them. A full discussion of these 
definitions is given in the chapter entitled Humidity and Wet- and 
Dry-bulb Thermometry (see pages 577 to 594), 

Mechanism op Air Drying of Solid Materials 

The discussion of the mechanism of vaporization of liquids 
suspended in air (pages 682 to 585) has shown the influence of the 
temperature, humidity and air velocity upon the rate of vaporiza- 
tion. It will now be shown that, when water is admixed with 
other materials, the composition and form of the mixture pro- 
foundly modify the evaporative rate. In order to determine the 
effect of these new variables, they will first be studied under 
constant drying (conditions. 

Most solid materials to be dried exist in either sheet or lump 
form with the water* from which they are to be freed dis- 
8eminat(?d throughout the mass. The mechanism of removal of 
this water is somewhat complicated, but must be thoroughly 
understood in order to appreciate the factors (X)ntrolling the 
drying of such materials. 

For the sake of definiteness, consider the drying of a sheet 
material fretcly and eipially exposed to the drying air on both sides 
of the sheet. The sheet will be assumed so large in comparison 
with its thickness that the drying from the edge of the sheet 
may be neglected, as compared with the drying from the faces of 
the sheet. It will be assumed that, initially, the water is uni- 
formly distributed throughout the thickness of the sheet. As 
soon as the sheet comes into contact with the drying air, evapora- 
tion will start at the surface, and the concentration of water on 
the surface will therefore diminish. This will cause a difference 
in concentration between the interior of the sheet, which is still 

* Although water is the liquid used in this discussion, it should be remem- 
bered that a similar treatment applies to other liquids. 
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and the surface, which has been partially dried by evapora- 
i tioh. In consequence of this concentration difference, there will 
he a flow of liquid water by diffusion from the interior of the sheet 
to the surface. ♦ These two procevsses, f.c., evaporation from the 
surface and diffusion through the sheet from the interior to 
the surface, will go on simultaneously until the drying operation 
is suspended or the sheet has come into equilibrium with the dry- 
ing air. In some cases, resistance to surface evaporation is 
the controlling factor in drying, while in others the resistance to 
diffusion of the water from the interior to the surface limits the 
rate of drying. In any case, it is essential to keep in mind the 
part played by each of these processes in order intelligently to 
control the drying operation. 

Diffusion of Liquid Limiting Factor. — ^The importance of these 
two processes will be appreciated from the following illustra- 
tions. Wet, green w^ood must be dried prior to use. During the 
drying it shrinks. If the surface evaporation is excessively 
rapid, the surface becomes very dry while the interior is still 
impregnated with moisture, f.c., there is set up a large gradient 
in moisture concentration from the interior toward the surface. 
The surface shrinks owing to the evaporation of its moisture, and 
is put under high tension because of the in(*,ompressil)le character 
of the wet interior. If the surface shrinkage is excessive, this 
results in rupture of the surface with the production of cracks 
or checks which ruin the lumber for finer uses. In drying such 
lumber it i.s therefore essential to avoid setting up too large a 
concentration gradient between the surface and the interior, and 
this is done by raising the humidity of the air to make the rate 
of surface evaporation commensurate with the rate of diffusion of 
water. Exactly the same applies to the drying of articles molded 
from wet clay in the ceramic industry. 

Surface Evaporation as Limiting Factor. — In the drying of 
paper, chrome leather and similar materials, the sheets possess 
a finely fibrous structure which distributes the moisture through 
them by capillary action, thus securing very rapid diffusion of 
moisture from one point of the sheet to another. This means 
that it is almost impossible to remove moisture from the surface 

With porous materials evaporation may occur within the solid. In a 
porous material containing grains of diverse sizes, the movement of water 
may be controlled by capillarity and not by concentration gradients. 
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of tbe sheet without having it immediately replaced by capillary 
diffusion from the center* The drying of such sheets is, there^ 
fore, essentially a phenomenon of surface evaporation. 

Mechanism of Surface Evaporation — In any case, the phe- 
nomenon of surface evaporation is a diffusion of water vapor from 
the surface of the sheet through the air film to the surrounding 
air, into which further dissemination is affected by convection. 
This film (page 34) is relatively thick when the motion of the 
gas is slight, but with high velocity of the gas past Sie solid 
surface the thickness of this film rapidly decreases, the film 
never, however, disappearing. In the case of the evaporation of 
water from a wetted solid surface into air, the inner layer of the 
air film in contact with the solid is maintained saturated with 
moisture as long as the moisture concentration of the surface of 
the sheet is sufficient. According to the law of diffusion, the rate 
of vapor diffusion (weight per unit of time) varies directly as the 
cross-sectional area of path taken at right angles to the direc- 
tion in which the gas is diffusing, directly as the difference of the 
partial pressure of the vapor at the two points in question, and 
inversely as the length of path. The thickness of the air film 
is not known; it is, however, a function of velocity, decreasing 
with increasing velocity; the diffusion therefore increases as 
the velocity goes up. The evaporation of water is accompanied 
by a definite and large abs(^rption of heat. This heat supply 
must, in general, come from the surrounding air by conduction 
through the air film, and is proportional to the temperature 
difference. As pointed out elsewhere, so long as the sheet remains 
sufficiently wet, it assumes the wet-bulb temperature* of the air, 
so that, for given conditions of the drying air, the driving force 
causing diffusion remains constant. As the water content of 
the sheet decreases, the concentration of water on the surface 
eventually becomes so small that the rate of evaporation 
decreases, and hence the temperature on the surface of the sheet 
starts to rise. 

Effect of Vapor-pressure Lowering. — Since the rate of drying 
is proportional to the difference between the vapor pressure of 
the liquid and its partial pressure in the surrounding space, it 

* This is T)ot the case where radiant heat is employed, or where the stock 
is in direct contact with the heating surface. However, the above discussion 
deals with air dr3ring. 
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loliows that material which is appreciably soluble in the liquid 
rWith a consequent vapor-pressure lowering in the liquid will 
diy more slowly than one which is insoluble. Thus sand carry- 
ing a definite weight of water will dry more rapidly than common 
salt of the same water content, other things being equal. 

Effect of Adsorption. — It is well known that certain materials 
contain definite, and sometimes appreciable, percentages of mois- 
ture when exposed indefinitely to air of a given temperature 



Fio. 194.-— Humidity-moiBtur© equilibrium curves for textiles. 


and humidity. This water is probably adsorbed; in any event 
it represents a true dynamic equilibrium. Figure 194* shows the 
per cent equilibrium moisture of textiles plotted against the per 
cent relaiwe humidity of air at various temperatures. For all 
hydroscopic materials investigated the shapes of the curves are 
similar to those shown in Fig. 194 and the per cent equilibrium 
moisture for a given per cent relative humidity always decreases 
as the temperature rises. At the per cent relative humidities 
ordinarily encountered the percentage of adsorbed water is 
appreciable in the case of certain amorphous organic substances, 
such as textiles, wood, leather, paper, flour and the like. Only 
the moisture in excess of that adsorbed, namely, the total minus 
the equilibrium moisture, is subject to removal. For more 
complete drying, high temperature or very dry air is necessary. 

• Data from M. T. Schloesing, Jb., Bull. aor.. uncover, ind. not. (1893). 
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PART ra, DRYING APPARATUS AND AUmiARIf EQUIPMENT 

The two fundamental factors eontrolling the rate and com- 
pleteness pf drying, namely, the supply of heat and the removal 
of the vapor formed, have been presented* as a basis for dnor 
design and operation, but without regard to the mechanical 
means for making these factors effective. Unless the source of 
heat is the sun and the removal agency is the natural air cur- 
rents, it is clear that an enclosing structure must be provided 
and that the material to be dried must be moved into and out of 
this structure. A discussion of the driers now commercially 
available will therefore be presented from the point of view, first, 
of the method of moving the material and air in the drying 
enclosure, and, second, f of the method of supplying heat for the 
drying operation. 

Intermittent vs. Continuous Driers. — In most forms of 
driers, the operation can be either intermittent or continuous; 
that is, the charge may be placed in the enclosure and allowed 
to remain there until dried, then removed and replaced by a 
fresh charge; or the charge may pass through the enclosure, 
entering one end wet and coming out the other end dry. 

The advantages attaching to an intermittent drier are economy 
in construction, simplicity in operation and opportunity for varia- 
tion of the drying conditions. It is easy to build and inexpensive 
to maintain, and for experimental work or small installations it 
has these points to recommend it. On the other hand, in almost 
every industry, continuity of operation offers marked advantages 
in routing material in process through the plant, and in lower 
labor costs in transporting and working the same. But in air 
drying, continuous operation has two additional advantages 
so great that intermittent drying is justified only when the 
amount to be handled is small or when the most exact control of 
the drying conditions is required. 

In the first place, the heat economy of an intermittent drier 
is very poor. While the thermal efficiency at the beginning of 
the operation is high, the hot dry gases quickly taking up a large 
amount of water from the wet stock, the rate of evaporation 
rapidly decreases as the water content of the stock falls. The 

♦ See pp. 871 to 372. 

t See pp. 640 to 641. 
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r^ult is that the heat content of the circulating air is utilized to a 
Btnall and decreasing extent as the drying proceeds. Second, an 
intermittent drier is irregular in its action, producing as a rule 
nonunifonn product. The material in immediate contact with 
the hot dry air as it enters loses its moisture more rapidly than 
that in contact with the cooler and more humid air leaving the 
apparatus. This results in either removing the product while 
a portion is but partly dry or in reducing the capacity of the drier 
by retaining a part of the material after it is completely dry. In 
any case continual attention on the part of the man in charge is 
demanded, necessitating an operator of the grade and with, the 
wage scale of an inspector. Even then a continual error of judg- 
ment is introduced, which, with continuous operation and auto- 
matic control, is eliminated. 

It is nonetheless possible by the use of an intermittent drier 
to secure more exaCt control of the drying conditions throughout 
the drying schedule than in any other way. On this account 
such a drier is recommended for those cases in which the drying 
rate must be continuously varied throughout the drying period, 
as in drying lumber, to prevent “casehardening” and the result- 
ing evils of cracking, warping and the like (see pages 618 and 
624). 


Dbsckiptive Classification of Driers 

For the purpose of discussing the method of moving the 
material to be dried and the air for drying, the following classi- 
fication of driers is made: 


A. Intermittent driers i ^ i . x 

J Compartment, Chamber, Cabmet 

/rr 1 Parallel current 

j Countercurrent 

1 Drum * Atmospheric pressure 

Vacuum 

{ Parallel current 
Countercurrent 
Reversed current 
Vacuum 

( Hot air 

t Atmosphere press. < Superheated 
VSpray driers < ( steam 

{ Vacuum 

••A combination of parallel and counterilow. 
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A. Intermittent Driers f 

Since the rate of drying is propprtional to the area exposed 
per unit of weight, it is advantageous so to dispose the material 
that all sides will be effective in evaporation. This is usually 
accomplished by hanging sheet material from hooks or bars 
and by supporting lump or granular material upon perforated 
trays or shelves. These trays may be either placed on supports 
in the drying chamber or held in a framework on a trudl: which 
can be run into the chamber. The latter method has the 
advantage of being easier to load and unload, the entire truck 
being mechanically turned on its side for the latter operation. 
Frequently transportation through the plant may be effected 
while the material is loaded for the drying operation. 

Loft Driers. — ^The simplest form of drying chamber is a room 
or '^loft” containing steam coils arranged in various ways within 
it. Such have been used in the past for dr3dng writing paper, 
leather, fiber board and products of this type. These driers are 
bad from many standpoints. First, it is impossible to secure 
uniform distribution of heated air. There will always be air 
pockets and channels where the velocity will be either negligible 
or excessive. This makes uniformity of product impossible 
unless all the material is allowed to remain until the slowest 
drying is finished, greatly reducing the capacity of the driet. 
If that which is dry is removed and a fresh charge introduced, 
the drying of that nearly complete will be interfered with by 
the excessive moisture content of the air passing over the wet 
stock. The labor cost of constant inspection and the floor 
space required are factors not to be overlooked. 

Cabinet, Compartment and Chamber Driers. — However, 
where a material must be dried very slowly to produce the best 
results, as in fine writing paper and heavy sole leather, a drier 
of this type produces a high grade of produ(;t. The above dis- 
advantages may be overcome at a low cost by building the 
drier in small compartments or chambers arranged around 
a central exhaust, and causing the air to be circulated in 
accordance with the principle of the ring furnace (see page 
209). This will secure practical continuity of operation, excel- 
lent distribution of the heat and drying air, and a lower 
labor cost. 
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When the material is lumpy or granulai, or if it cannot be 
supported by hooks or bans, trays or racks are employed, and 
these are placed as a rule in a smaller space usually spoken of as a 
cabinet or compartment. For small self-contained installations, 
chamber driers as shown in Fig. 195 are very satisfactory and can 
be readily installed and operated. However, their overall 
efficiency is poor compared with that of a continuous drier. 

Lumber must be dried in accordance with a definite time 
schedule, the temperature being the maximum and the humidity 



Flo. 195. — Gordon tray drier. 


the minimum that the stock will bear without injury, to secure 
rapid diffusion with a limited concentration gradient through the 
stock. The drying conditions vaiy with the species and with the 
thickness of the stock, a characteristic .schedule being given in 
Fig. 196.* The air temperature is marked T, the dew point D, 
and the per cent relative humidity H. 

The maintenance of this schedule is most easily effected by 
intermittent operation of the chamber or kiln employed. One 
type of kiln is shown in Fig. 197. The kiln is enclosed and the 
drying air recirculated by natural convection, the lumber 
being slanted to utilhse the increase in density of the air with 
evaporation to facilitate the movement. The air leaving the 
pile is partially dehumidified by the water spray F and then 
reheated by the steam pipes H. The drying conditions are con- 

• H. D. Tismann, “The Kiln Drying of Luml^er,” J. B. Lippincott Com- 
pany, Philadelphia, 1917. 
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trolled by two thermometers inserted below and almve the steam 
coils, the former showing the dew point and the tatter the dry- 
bulb temperature of the drying air. 

The two dotted curves in Fig. 196 show the moisture consent 
of the wood at the points where the air enters the pile and leaves 
it. The horizontal distance between these two curves is the 
“lag” in drying caused by the increase in the moisture content 



Dasre in Kiln, 

Drying Conditions Suitable for One Inch Red Gum, Black Qum and Black Walnut 
Fig. 196. — Drying schedule for wood (Tiemann), 

of the air as it passes througli the pile. This emphasizes the 
inadequacy of natural circulation in such a case. Higher air 
velocity, or periodical reversal of its direction of flow, would dry 
the whole pile at the fastest rate allowable. 

Attention is called to the care exercised in the design of this 
kiln to prevent air circulation other than through the pile and 
to secure uniform distribution of the air through the stock. 

Drying in Vacuum. — In the driers so far described, air is used 
to carry away the water vapor from the drying material. When 
the nature of the product is such that it cannot be maintained 
hot in contact with air, or when drying at a low temperatme is 
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iinperatiye, or when it is dedred to condense and recover the 
liquid volatilized, vacuum driers are employed. These are either 
shelf or drum driers enclosed in an airtight vessel strong enough 
to sustain an external pressure of 15 lb. per sq. in., or a rotary 
drier in which may be maintained a diminished pressure. The 
vapor formed is led to a suitable condenser, and the air and any 



Fig. 197. — Diagram of the Tiemann water-spray humidity-regulated dry kiln 
(cross-sectional elevation). 


fixed gases entering with the material to be dried are exhausted 
by a pump. Direct-heated shelf driers are of simple construc- 
tion, the heat being introduced by means of steam coils and 
plates on which the trays are supported. They cannot easily 
be made continuous. 

B. Continuous Driers 

Tunnel Driers. — It is evident that, if the hooks, bars or 
trays on which the material is supported are moved through 
the drying space, the operation becomes continuous. The 
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space will then be made long in relation to its cross section and 
tbe apparatus is spoken of as a tunnel drier (Fig.> 168). Instead 
of moving the stock by supports placed on trucks, it may be pro- 
pelled on an endless belt or moving platform, or other type of 
traveling conveyor (Fig, 199). 



Fia, 198. — Tunnel drier. 


In the case frequently encountered where the drying rate 
increases with increase in air velocity it is desirable to increase 
the air velocity without changing the ratio of the rates of supply 
of air and stock. This can be done in an apparatus of the type 
shown in Fig. 200, in which the air may be recirculated across 
the trucks and over the air reheaters by means of the fans within 
the drier. Such an apparatus can be operated as a constant- 
temperature drier if desired. 

The heated drying air may be made to pass in the same 
direction as the vStock, parallel flow, or it may pass in a direction 



opposite to that of the stock, countercurrerd flow. It is obvious 
that for efficient use of the heat and moisture-carrying capacity 
of the air the countercurrent method is in every way superior 
and should be used. When, however, it becomes necessary to 
have the stock leave the drier with a definite amount of moisture, 
or when so-called ‘‘casehardening'^ of the material is liable to 
occur, parallel flow gives a more satisfactory control of the tern- 
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perature and humidity obtaioing throughout the operation. 
Whenever allowable, heating elements (usually steam pipes) 
j^ouid be distributed through the space eo as to keep the air at 
such a temperature that a satisfactory rate of evaporation may 
be obtained without overheating the. product or causing undue 
loss of heat in the discharged material. Tunnel driers are 
increasing in popularity as they are not expensive to construct 
and are .satisfactory in operation and product. 



Flo. 200. — Tunnel drier with internal mcirculation and reheating of air. 


Drum Driers for Solids. — When the material to be dried is in 
the form of a continuous web, as, for example, paper or cloth, it is 
generally dried by passing it over steam-heated cylinders or 
drumis — (dther by itself or held to the drum by an endless felt. 
The temperature of the sheet may be maintained near the boiling 
point of water and, since in passing over successive drums it is 
heated on alternate sides, very rapid evaporation is effected. In 
order to increase the capacity of such a system, sometimes a 
blast of warm air is directed on the stock. In a series of drums 
of the same diameter running at uniform speed, the linear 
velocity at a point near the wet end is the same as that at the 
dry end. If the material tends to shrink in drying, it must 
evidently suffer mechanical elongation of the sheet equal to the 
natural contraction of the material. Thus paper dried on a 
rapidly driven continuous machine has less tensile strength than 
the same stock dried slowly in a loft where it is free to shrink as 
the water leaves it. Apparently the difficulty could be met by 
rotating succeeding drums at a decreased rate of speed, or by 
making the drums with a successively smaller diameter. 
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Drum Driers for liquids. — Many finely divided patori aJa are; 
of such ph^acter that, when suppHM in the form of a thick cream 
or mush, they cling to the surface of a heated drum (Fig. 201) and 
are dried whUe the drum makes one revolution. Since the surface 
of the drum is the only source of heat, it is clear that it should he 
maintained at as high a temperature as the material being dried 
will tolerate. The thickness of the layer of material is regulated 

by a scraping knife or “doctor” on the feed side, and the dry 

*■ 



Fto. 201. — Atmosplieric drum drier for liquids. 


product is removed from the surface of the drum by a similar 
mechanisih. 

For a very large output of material the surface may be hori- 
zontal and the drier takes the form of a rotating disk or plate on 
which the material is fed through a slit from above. The dis- 
charge is effected by scraping the surface toward either the 
center or the periphery of the disk, or by a “doctor” which lifts 
the layer to a platform from which it is removed by a screw con- 
veyor. These driers may be enclosed to prevent dusthig or con- 
tamination of the air with poisonous materials. 

When a low temperature is necessary, and yet rapid drying 
must be effected, drum driers are placed within heavy walls and a 
vacuum maintained. 
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Since the rate of evaporation is dependent upon the rate uf 
heat flow through the drying layer, it is evident that, if a low tern- 
perattire is to exist on the heating surface, the vapor pressure of 
the evaporated liquid in the surrounding space must be kept low. 
By maintaming a very low air pressure in the drier, an efficient 
condenser and a thin film of material on the drum, material such 
as whole milk may be dried at a very low temperature and yet 
with considerable rapidity. If the material will tolerate a high 
temperature, it is clear that exceedingly rapid drying can be 
effected by using high-pressure steam and maintaining a high 
vacuum. 

The constniction of a continuoxis dnim or rotary vacuum 
drier is a complicated matter, as provision must be made for 
supplying the fe^jd material and taking away the dry product 
without breaking the vacuum. 

Rotary Driers. — The method of transi>orting material through 
a cylindrical reaction chamber by rotating the cliainber on its 
hori2K)ntal axis with the discharge tmd slightly lower than the 
feed end is admirably adapted to the design of driers for handling 
all granular, crystalline or lumpy material w^hich does not under 
this motion run together or roll itsedf into larger unit pieces. If 
the material is not injured by being in direct contact with the 
products of combustion of fuel, flue gases may be led directly 
through the cylinder and very rapid evaporation realized. 

Lifting plates or shelves may be fastened to the inside of the 
cylinder, or shell, running through its entire length parallel to the 
axis and extending radially toward the center. The rotation 
of the cylinder continually elevates the material and throw's it 
through the current of hot gas or air, the inclination of the shell 
moving the charge forward. 

A simple form of such a rotary drier consists of a single shell 
made of heavy steel plate supported on steel tires riveted to it, 
which rest on rollers held in suitablef bearings, very much as a 
cement kiln or a tube mill. It is driven by a gear fastened 
to the shell wliich engages a pinion keyed to a driving shaft. 
The discharge end of the drier is placed in direct contact with 
a furnace, and the flue gasei^are drawn through the drier either by 
a stpxk or by a fan. A fan is preferable to a stack because in the 
latter the gases must be so hot in order to maintain the draft 
that much heat is carried out of the apparatus, and, so far as dry- 
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ing is concerned, is unused. An exhaust fan permits excellent 
control of the supply of heated, gases and therefore produces a 
more uniform product. The installation should be so arranged 
that, in case the drier for any reason stops, the flue gases may be 
by-passed to a stack and excessive heating avoided. If it, is 
desired to calcine the product as well as dry it, the shell may be 
lined with fire brick and both operations be carried on in 
the same apparatus. 

Counterjhw.—^ln an arrangement of this kind the %ot dry 
gases from the furnace meet the charge as it leaves the drier, 
rapidly taking up any moisture that still remains in it. These 
gases leave the drier when in contact with the cold and wet charge, 
thus fully utilizing their heat and moisture-carrying capacity. 
This is as it should be. But there may be two disadvantages to 
this countercurrent arrangement. First, the charge may be 
heated excessively, and possibly ignited or otherwise injured 
(as, for example, coal) ; and, even if it does not suffer from the high 
temperature, heat is carried away with the hot charge and lost. 
Second, there is a minimum of heat at the feed end where the 
greatest amount is needeci for preheating the entering cold charge 
and effecting prompt evaporation. Thus a material originally 
lumpy may carry so much moisture that a very slight increavse 
in water content through condensation from the air will reduce 
it to a paste or make it ball together. In countercurrent flot^ 
the air can become so saturated with moisture in the middle or 
evaporating zone that it will deposit water when it strikes the cold 
incoming charge. It is in this case necessary to sacrifice the heat 
economy of the apparatus to make it operative, if at the same 
time it is to remain foolproof.^’ The difficulty may be met by 
feeding the drier at the furnace end, by the use of parallel 
flow. The fresh charge now comes in contact with the hot dry 
gas and later condensation upon it through a fall in temperature 
is avoided. If in countercurrent flow the above condition is 
met, it may be remedied either by increasing the flow of air 
through the drier or by cutting down the rate of feed. 

Parallel Flow . — It is sometimes desirable to reduce the mois- 
ture content of a material from a high to a low but definite con- 
tent, and not to dry below this value. In this case parallel flow 
offers marked advantages, in that it is possible so to regulate the 
amount of entering flue gas that, on account of the resulting 
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humidity and temperature of the exit gases, the moisture content 
erf the charge cannot fall below the predetermined amount. 

Bwereed Current . — A combination of the good points of both 
systems of flow is obtained by passing the flue gases along the 
outside of the shell parallel to the charge, bringing them back 
in the inside countercurrent to and in contact with the charge. 
Although the coefficient of heat transfer from the gas to the 
shell and through this to the charge is smaller than that directly 
from gas to the charge, nevertheless, owing to the great tempera- 
ture difference at the feed end of the shell, the gas is here materi- 
ally cooled and the charge heated. The gases meeting the 



Fig. 202. — Rugglefs-Colee reversed-current drier. 


finished charge at the discharge end are still dry, but so reduced 
in tc^nperature that no ill effects are suffered. It should be noted 
that even in this type of drier the loss in heat through the dis- 
charge of product at a high temperature is frequently very large 
and should not be overlooked. 

When the drier is placed in the flue from the furnace, the flue- 
gas velocities are, in ordinary practice, low, resulting in a low 
coefficient of heat transfer to the shell. This objection may be 
met by constructing the flue so as to be concentric with the shell, 
at such a distance from it that the velocity of the furnace gases 
along its surface is relatively high (see page 112). This will 
reduce the resistance to heat flow as far as jiossible, and further- 
more reduce the area and hence the heat loss from the outside of 
the flue. Or, two concentric cylinders may be employed, feeding 
the charge into the space between the shells and passing the flue 
gases down through the center of the drier parallel to the charge, 
and back between the shells countercurrent to it (Fig. 202). 
Heat loss is reduced by placing the hottest gases on the inside, 
but obviously a greater heat transfer would be obtained from 
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gases outside a single shell, owing to the much greater area 
exposed, provided the gas velocity be kept liigh proper flue 
construction as above indicated. This also results in cheaper 
and more substantial shell construction. 

Notes on Rotary Driers . — Rotary direct-fired driers, both 
single and double pass as above described, are suitable for drying 
all materials occurring in aggregates which are not injured by 
contact with flue gas or by the relatively high temperature of 
these gases coming direct from the furnace. Such materials are 
ores, coal, cement rock, phosphate pebbles and many products 
of this kind. Where contamination with dust must be avoided, 
hot air may be used instead of flue gases. 

The capacity of such driers is limited by that velocity of the 
gas in contact with the charge which is allowable without blowing 
the stock from the drier. This allowable velocity must be deter- 
mined for each specific material to be dried. Great advantage 
results from using entering gas at high temperature, since this 
enables each pound of gas to pick up a much larger amount of 
water vapor, thereby reducing the necessary gas consumption, 
and therefore greatly increasing the capacity without exceeding 
the allowable gas velocity. For materials uninjured by heat the 
temperature of the gas is limited by the danger of warping and 
corroding the shell. Entering gas at 1400®F. can be employed 
without danger in this regard, especially if the temperature of the 
shell at the point of gas entrarujo is kept down by contact 
with the wet charge as in parallcl-(;urrent and reverse-current 
operation. 

Such driers cannot be operated with sticky materials. Mate- 
rials sticky wdiile w’^et, but nonsticky and reasonably absorbent 
when dry, can be successfully handled in such rotary driers by 
shunting a portion of the dry discharged material back to the 
feed end of the drier and mixing it there with the w^et material 
in such proportion as to absorb its moisture sufficiently to render 
it nonsticky. The mixture then passes through the drier with- 
out ^'balling up^’ or sticking to the sides. The amount of dry 
discharge that must be returned for admixture writh the wet 
stock is determined experimentally for each individual case. 

In drying cert^ain other materials such as fuller^s earth for 
decolorization purposes, kaolin, ocher and products used for pig- 
ments, it is not permissible to use direct firing. In this case a 
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smgl^pass mdirect-fired drier is employed. But such a drier 
may be fitted with flues or ducts on the outside shell through 
which the flue gases return, and thus become a double-pass 
drier* These ducts function as the shelves or lifting plates to 
distribute the charge through the drying space. When a rela- 
tively low and well-regulated temperature must be maintained 
as in drying brewers^ grains, cottonseed, cattle foods and other 
organic material, a bank of steam coils may replace the furnace, 
the drjdng taking place solely at the expense of the heat in the air. 
Or, steam pipes may be set in a header at the lower end of the 
drier and may be carried its entire length parallel to the axis of 
rotation. The condensed water is drained into the header and by 
hollow trunnions is periodically expelled. For drying sand and 
materials tivsed in glass and pottery, or other products which 
would be injured by the presence of rust, steam-heated rotary 
driers may be lined with wood. 

Spray Driers. — It is sometimes desirable to evaporate a large 
amount of water and yet quickly produce a dry product. This 
requires very rapid vaporization, necessitating the exposure of 
the largest possible surface at the highest allowable temperature. 
When the material is not injured thereby, the liquid, preferably 
superheated, is sprayed under high pressure dire(;tly into a rotary 
drier together with the flame itself from an oil burner or the other 
source of heat employed in the drier. In place of radial shelves 
the drier should be fitted with loose chains hanging horizontally. 
These keep the surface of the drier clear of adhering material. 
The product may be so fine as to necessitate an air separator for 
its total recovery (see page 314). Strong solutions of inorganic 
salts may be dried in this maimer. 

If the material is partly organic, as, for example, the concen- 
trated liquor from the soda or sulfate process for making ccflu- 
lose pulp, the rotary drier may also function as a furnace, and the 
material may not only be evaporated and dried but also calcined 
in the one operation. 

Driers have been proposed in w^hich the material (solution or 
emulsion) is sprayed into a chamber through which superheated 
steam is recirculated, as in Fig. 203. The heat transfer does not 
here take place under favorable conditions and therefore the use 
of such an apparatus is limited to the drying of liquids sensitive 
to air when hot. 
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SuperhMted Vapor.-^Superh^ted vap>or ae a means of 
carrying heat adapts itself admirably to the chydng of material 
which cannot come into contact with air and which is itself a 
poor heat conductor. Thus, where wool or leather has been 
degreased by treatment with naphtha, it is hard to dry because 



of the difficulty in getting the heat necessary for the vaporization 
of the solvent into the material by direct contact with steam 
pipes or other heating surface. By circulating a current of 
superheated naphtha vapor through the mass, the liquid naphtha 
is volatilized and carried out of the drier. An amount of vapor 
equal to the liquid vaporized is continuously drawn off to a 
condenser, and the material is left practically free from all 
naphtha vapor. This method of drying seems capable of wide 
application when the material is not so difficult to handle as the 
above, but where the liquid is to be recovered. 










036 PEtNClPLES OF CHEMICAL ENGINEEMING 

. AuxiiiiAKT Opekatioks akd Equipment 

Most driers utilise air drawn from the room, which is usually 
warmer than the outdoor temperature. However, the drier in 
reality utilizes outdoor air, because artificial heat must be 
employed to bring the outdoor air up to room temperature, and 
any air taken from the room by the drier must be replaced from 
outside. In cold weather this means an excessively large heat 
consumption to bring the outdoor air up to the drier temperature, 
Wliile the air thus secured is very dry, the advantage due thereto 
is not sufficient to compensate for the large heat consumption 
necessary to warm it. 

Recuperation of Heat. — In order to avoid this difficulty, three 
remedies are available. The least satisfactory is the utilization 
of the waste heat in the exhaust air by a recuperator for pre- 
heating the incoming air. This method has the advantage of 
conserving the low humidity of the outside air without sacrificing 
heat efficiency, but, owing to the very low coefficient of heat 
transfer from gas through metal to air (page 112), the size of the 
** recuperator'^ is excessive. Furthermore, the water condensed 
from the moist waste air may cause rapid corrosion of the 
cooling surface. 

Recirculation of Air. — The second device involves the use of a 
closed air circuit in the drier, the wet exhaust air being dehumidi- 
fied by cooling, either by means of cooling pipes or by water 
sprays, this cooled air then being reheated and recirculated to 
the drier. When the waste air from the drier is nearly saturated, 
this system is highly satisfactory ; when, however, the air traveling 
through the drier picks up but little moisture — a condition 
encountered toward the end of intermittent drying operations — 
the quantity of air which must be cooled and reheated is so large 
that the heat efficiency is very low. Under such conditions 
resort is best made to a third method, namely, the removal 
from the waste air of a portion which is thoroughly cooled and 
dehumidified. This dry fraction is then mixed with the 
remainder of the wet air, reducing its humidity to the desired 
point by dilution. By this device it is possible to realize good 
heat economy. 

Automatic Control of Air Temperature.— The maintenance of 
automatic control of temperature and humidity is of great impor- 
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tanee in drying operations. This is done by the utilisation of 
thermostatic regulators, devices which consist of a sensitive ele- 
ment exposed to the temperature it is desired to’ control, and 
which produce some sort of physical effect that can be utiliiied to 
regulate the heat supply. Some regulators employ as the sensi- 
tive element a metal, the expansion of Which operates the 
mechanism; others use the expansion of a liquid; others use the 
change in resistivity of an electrical conductor, and so on. Some 
operate through direct mechanical devices while others function 
electrically. Regulators can be obtained on the market Which are 
simple in construction and maintenance and which will easily 
control the temperature within Indeed, control within 

1® is realized in commercial practice, though generally the closer 
the control, the more complicated the mechanism and the 
more attention it will require. To avoid localized variations in 
he conditions of the air, it is important to insure perfect mixing 
of the air before it reaches the sensitive element of the regulator. 

Automatic Control of Humidity. — Thermostatic regulators 
operate solely to maintain a definite temperature. They can, 
however, be employed to maintain any desired humidity by 
utilizing them as wet- and dry-bulb thermometers. If the 
sensitive element of a regulator is covered with a wick, kept moist, 
and exposed to air at a sufficiently high velocity, the element 
assumes the wet-bulb temperature. Any variation in the wet- 
bulb temperature will cause the regulating mechanism to 
function. 

If, for example, it is desired to supply a drier wdth air of 30 
per cent humidity at 100®F., it can be automatically done as 
follows: The outdoor air employed is passed through a bank of 
steam coils, and in addition a steam jet blowing live steam into 
the air, preferably just as it enters the heating coils, is provided. 
The valve controlling the steam supply to the heating coils is 
operated by a thermostatic regulator, the element of which is 
placed at the entrance to the drier and set to function at 100®F. 
The live-steam supply to the jet is controlled by a second valve 
operated by a second sensitive element placed beside the first, 
but this second element is surrounded by a wdck kept wet and 
its regulator is set to function at 75®F. If the air entering the 
drier is too cold, the first thermostatic regulator will increase 
the steam supply in the heating coils, thereby raising the tempera- 
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tiire of the «dr. If the wet-bulb temperature of the air entering 
the drier is too high, the second thermal regulator will reduce the 
steam supply to the jet, thereby reducing the moisture content 
of the air and, in consequence, its wet-bulb temperature, 

A still more satisfactory method of controlling the humidity 
of the air entering this drier is to mix the relatively dry outdoor 
air with the humid waste air from the drier itself. In such a case, 
the wet-bulb regulator controls the damper in the duct leading the 
recirculated air to the air entrance of the drier; the dry-bulb 
regulator controls, as before, the steam coils in the air-feed duct. 
If the dry-bulb temperature of the air entering the drier is too 
low, the regulator turus on more steam. If the wet-bulb tem- 
perature is too high, the regulator closes the damper in the wot- 
air return pij>e, thus giving a larger proportion of dry outside air. 

A device frequently employed for humidity control in driers 
operating with a (dosed air circuit is to control the temperature 
to which the recirculated air is cooled. Where the recirculated 
air is at its dew point after passing through th(^ dehumidifying 
apparatus, the temperature of the air determiTUis its moisture 
content. Thus, in the Tiemann drier (see page 624, humidity 
control is obtained by two regulators: the first controlling th(i 
dry-bulb temperature (dew point, in this case) of the recirculated 
air a^ it leaves the spray coolers; and the second the dry-bulb 
temperature of this same air after being heated by its passage 
through the steam pipes just previous to coming in contact with 
the wood. While giving excellent humidity control, it must be 
borne in mind, as shown above, that this method involves low 
heat efficiency unless the air discarded from the drier is nearly 
saturated. 

Air Circulation. — One of the most important points in the 
design of drying apparatus and the control of drying operations 
is the provision for adequate and uniform air velocity past the 
material. Especially in the drying of thin sheets and fine grains 
or lumps, a reasonably high velocity is desirable to secure most 
rapid evaporation. In the case of thicker sheets and larger 
lumps, high velocity do(?s not help so much because, as will be 
shown on page 653, the major resistance to evaporation in such 
cases is in the diffusion of the moisture from the interior of the 
material to the surface. Even in these cases, however, uniformity 
of air distribution past the surface is essential to secure uniform 
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dryinjg. This require® the avoidauce in design of sharp bends, 
especially at those points where the air enters th^ drying appa- 
ratus, of inequalities in cross section and the like. 

Where the total amount of air required for drying is small, 
but the velocity past the material must be relatively large, it is 
highly desirable to use transverse circulation of the air over the 
material, so that the air flows through the apparatus in a spiral 
path, as illustrated on page 677. Such eirculation involves 
additional fans, but secures both rapidity and uniformity of 
evaporation. 

In the drying of sheet materials the air must of necessity flow 
parallel to the sheets. The air impinging against the edges of the 
sheets dries those edges far more rapidly than the middle, resultr- 
ing in warping of the sheets due to unequal shrinkage. This can 
be avoided by protecting these edges from the air. For example, 
the sheets may be supj>orted on wire gauze fastened to a frame 
made of wood or angle iron, the sides of which serve as protection 
for the edges of the sheet. 

For the circulation of air through a drier, the pressure drop is 
usually substantial while the volume of air required is small. 
It is consequently advisable to utilize centrifugal fans designed 
for these conditions. For the transverse circulation of air within 
the dri(‘r itself, in order to secure high air velocity past the mate- 
rial being dried, a very large volumetric capacity is desirable. In 
order to limit the power consumption and the initial cost of the 
fan, the recirculation should be carried out in such a way as 
to introduce a negligible resistance to the air flow, thus making it 
possible to employ the so-called ‘^volumetric tyi>e of fan, ^.c., a 
fan with propeller blades which drive the air in a direction 
parallel to the axis of the fan. Such fans can be used only 
against very small pressure heads but under these conditions 
handle large volumes at good efficiency and with low initial cost. 

PART IV. DESIGN OF DRIERS 

Steps to Be Taken in the Design of Air Driers. — The steps 
taken in the design of apparatus in which a solid is dried by 
means of air are eight in number and may be taken in the follow- 
ing order: 

1. Choose the type of drying apparatus and the drying con- 
ditions to be employed, using the highest safe temperature* 
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2. Sketch diagrammatically the apparatus chosen, indicating 
amounts, moisture contents and temperatures of the material 
entering and leaving the apparatus, and the temperatures and 
humidities of the air entering and leaving and, where possible, at 
other points in the drier, 

3. From a knowledge of the capacity desired, calculate 
the air required to carry away the water vapor. Complete 
details of this step are given on pages 589 to 590. 

4. Calculate the necessary heat supply, making suitable 
allowance for heat necessary to vaporize the water, heat carried 
out in stock and conveyors and heat lonms to the surroundings 
(pages 589 to 590). 

5. Choose suitable methods and devices for controlling the 
temperatures and humidities of the air at the various points in 
the equipment (pages 636 to 638), and indicate these in the 
sketch. 

6. Calculate the time necessary for the encapo of the mois- 
ture, and the cross section and length of the drier. 

7. Calculate the necessary heating surface, and arrange it so 
as to maintain the desired drying conditions. 

8. Calculate the pressure drop and fan horsepower necessary 
to maintain the circulation of air. 

Characteristics of Drying Apparatus. — The following classifi- 
cation of driers is based upon the methods used in supplying 
the heat to the charge, these methods depending mainly upon th(^ 
sensitiveness to heat of the material being dried. This classifi- 
cation is useful in choosing the type of api^aratus and the drying 
conditions to be employed (Step 1) and will be used later as r 
basis for the design of various types of driers. 

1. Steam Heated Drum and Tray Driers. — The charge is in 
direct contact with the surface of a solid heating element, and all 
heat is received directly theref rom; the temperature of the heating sur- 
face is insufficient to injure the charge. This typo is suitable for 
thick liquids or pastes which become dusty when dry (pigments), 
or for similar material requiring very rapid evaporation (milk). 
Low temperature can be secured by the use of vacuum. 

2. Direct-fired Rotary Driers. — The drier is heated directly by 
hot furnace flue gases. This is suitable for granular, lumpy, 
nondusting materials insensitive to heat. 

* Tunnel driers could be employed. 
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A. THreci contact of fine gas wHt^i charge. : 

a* Flow countercurrent. ^ 

b. Flow parallel current. v 

c. Flow reverse current. 

B, Indirect coniad of flue gas with charge. 

а. Flow countercurrent. 

б. Flow reverse current. 

3. Air Driers for SevMiive Materials. 

A. Adiabatic driers giving maximum allowable \^wet^bvlb 
temperature — suitable for materials sensitive to heat 
when wet but not when dry (glue, sugar, etc.). 

B. Constant-temperature drierSy operated at maximum aUow- 
able air temperature — suitable for materials sensitive to 
heat when dry but not when wet (textiles, rubber, 
etc.). 

C. Controlled humidity driers ^ — suitable for materials sensi- 
tive to humidity conditions. 

а. Decomposition results if humidity falls outside 
definite upper and lower limits: hydrated crystals 
and materials from which adsorbed water must not be 
completely removed, e,g.y soda lime. Controlled 
humidity drier with highest evaporation rate con- 
sistent with the humidity limits. 

б. Material injured by excessive rate of drying f.e., 
by excessive humidity difference: lumber, heavy 
leather, fine paper, ceramics, plastic films, etc. 
Controlled humidity drier operated to limit properly 
the evaporation rate. Intermittent driers sometimes 
are preferable because of more exact control and 
because the temperature and humidity conditions 
necessary for maximum safe drying capacity are 
incompatible with continuous oiferation. 

Definitions* — Referring to the list of steps to be taken in 
designing driers, it w^ill be seen that some of the steps cannot be 
taken intelligently without a thorough knowledge of the nfiech- 
anism of drying, and hence the problem of determining the proper 
drying time (Step 6) will be discussed first. 

Before taking this up, it is advisable to define the units in 
which percentage moisture is to be expressed in order to facilitate 
calculations in drier design, and to define drying conditions*'^ 
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Dry vs. Wet Basis. — ^The analytical laboratory usually reports 
percentage total moisture on the basis, i.c,, material contain- 
ing 10 per cent moisture contains 90 units of weight of bone-dry 
stock and 10 units of weight of moisture. However, in the calcu- 
lations which follow, it is preferable to calculate percentage water 
on the dry basis. Thus the material referred to above w'ould 
contain 11,1 per cent of water on the dry basis, namely, 11.1 lb. of 
moisture per 100 lb. of bone-dry stock. The latter method 
reduces all moisture data to a common basis and hence has an 
advantage over the former method. For example, the water to 
be evaporated per ton of product to reduce the moisture content 
from 60 to 20 per cent of w’^ater (w^et basis) is 2000 (0.80) — 

^%o) or 2000 lb. Throughout the following pages it will be assumed 
that (dl moisture data are expressed on the dry basis; the pounds of 
total water per pound of bone-dry stock will be designated by the 
symbol T. 

Equilibrium Water or ^^Regain.” — As shown on page 620, cer- 
tain materials hold definite and appreciable percentages of mois- 
ture W’hen kept exposed to air of a given relative humidity. 
This adsorbed water is called the equilibrium^' moisture, and 
in industry, the regain." The pounds of equilibrium moisture 
per pound of bone-dry st(X^k will be called the equilibrium mois- 
ture and designated by the symbol E. 

Free Mdisture. — The total moisture T less the equilibrium 
moisture E is defined as the free moisture or free water Wy and 
it will be seen that this difference, T—Ey is one of the important 
factors controlling the rate of drying. 

, Diying Conditions. — ^The rate of evaporation of moisture 
from a material is determined by the temperature and humidity 
of the air with which it is in contact, by the character of its 
exposure to that air, by the velocity of the air passing it and l)y 
any radiant heat it may receive, i,e,, by the condition of its sur- 
roundings. These external conditions are called the drying 
conditions to which the material is exposed. 

Rate of Aib Dkying of Solids Under Constant 
Drying Conditions 

First, differential equations will be derived for the air drying 
of solids under constant drying conditions. In some cases the 
equations so derived may be used for commercial driers without 
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introducing serious error. In other cases, it will be shown how 
these equations must be modified for variMe dryifi%g conditwm, 
Assume that initial moisture concentration is uhiform and 
sufficiently high so that the surface of the slab is thoroughly 
wet at the start. As soor as the sheet is brought into contact 
with the warmer air, the water on the surface begins to evaporate 
and the vapor flows through the air film into the surrounding air 
and is carried out of the drier by the air stream. This decrease 
in water concentration at the surface causes liquid watet to flow 
from the interior of the sheet toward int> surface, depleting the 



total water content of the sheet. So long as the surface remains 
sufficiently wet, evaporation proceeds at constant rate), since 
during this period the surface behaves as a wet-bulb psychrometer 
and the heat transferred from the warmer air and surroundings 
to the surface is quantitatively consumed in evaporating water 
at the temperature of the surface of the sheet. This period 
corresponds to the curve BD of Fig. 204. 

If the drying operation is continued, the surface concentration 
of liquid eventually becomes so low that the surface no longer 
behaves as thoroughly wet, and hence the evaporative rate 
decreases and the so-called ‘‘falling-rate” period has begun. 
Since the rate of evaporation is now less than before, the rate of 
heat consumption likewise decreases, but the rate of heat input 
is momentarily unchanged. The surplus heat must therefore be 
absorbed by the sheet, raising the temperature of the surface. 
Although this increase in temperature increases the difference 
in partial pressure of water vapor across the air film, the surface 
concentration of water is still decreasing, and the rate of drying 
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continues to decrease. The moisture content at which the rate 
of drying starts to decrease is called the critical water content Tey 
and is usually expressed as weight of total water per unit weight 
of bone-dry stock. 

During the falling-rate period water may continue to evaporate 
only at the surface, or may evaporate in the interior of a suffi- 
ciently porous material. Depending upon the thickness of the 
slab, and upon other factors such as the rate of evaporation during 
the constant-rate period and the ease with which liquid water 
flows through the interior, the rate curve in the falling-rate period 
may have various shapes. Thus plotting the instantaneous 
rate of evaporation per unit surface dw/A dB vs. T, the weight 
ratio of total water to dry stock, the curve may be convex upward, 
linear or concave upward. In any event, as the drying proceeds, 
the rate curve eventually approaches a zero ordinate at the point 
Ey which corresponds to the water content E in equilibrium with 
the air. 

If in the falling-rate period the *‘rate^’ —dT/dBis linear^^^ in 
r— jB, as indicated in Fig. 204, f.e., —dT/dB=:K(T—E)j calcula- 
tion of the total dr 3 dng time for fixed drying conditions is simple. 
Integration between limits of T^Tc and ^—0 to T and By gives 

where W is the free water and is equal to T—E. This equation 
shows that the time in the falling-rate period is proportional to 
the fractional reduction in free water, t.c., a given time is required 
to halve the existing value of W, regardless of its magnitude. 

For example, upon drying a certain material under constant 
(hying conditions, it is found that 2 hr. are required to reduce the 
free-moisture concentration from 20 to 10 per cent, no constant- 
rate period being encountered. How much longer would be 
required to reduce the free water to 4 per cent? Upon appljdng 
Eq. 1 to each portion of the run, K is eliminated by dividing 
one equation by the other, giving 0/2= log (10/4)/log (20/10) = 
1.32, t.e., an additional time 0 of 2.64 hr. is required. 

Since the rate at the beginning of the falling-rate period equals 
that in the constant-rate period, one may write KWe =® (IFo — We)/ 

«r 
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Hence the total time 26 to dry from To to T is 



( 2 ) 
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Also, the ratio of the drying time in the two periods is inde- 
pendent of JC: 
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A 



and depends only on the numerical values of the IT-terms. For 
example, if Wo is 2, We is 1 and W is 0.1, 


«,_2.31og (l/D.l)_^o 
fl.~~”(2-l)/(l)' 


Thus, although the falling-rate period removed only 0.9 times as 
much water as the constant-rate period, it was 2.3 times as long. 
If the final water content had been 0.01, 9r/9e would have been 
4.6. 

The Constant-rate Period. — ^The rate of evaporation in this 
period is fixed by the drying conditions chosen. Thus in terms 
of the nomenclature of page 682 the magnitude of the air velocity 
and the angle of incidence of the air stream upon the surface fix 
both the coefficient of heat transfer he by conduction and convec- 
tion from the air to the surface of the sheet, and the rate coeffi- 
cient k' for the transfer of the water vapor from the surface of the 
sheet to the main body of the air. The humidity of the air is also 
fixed arbitrarily. Assuming that the sheet initially has the 
uniform temperature <„ these terms are related by the heat 
balance 

iA/A„)lheit-t.) +hrit' -t.)]/\e^k'(He-H)^a ( 6 ) 

where a is the constant rate of evaporation per unit wetted 
surface. 

Assuming equilibrium at the interface, H, is the humidity of 
saturated air at the temperature t, of the Surface of the sheet. 
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Where all the surface is wetted, A equals -dw, and, if the tempera- 
tures t of the air and of the surroundings are the same, U is 
the wet-bulb temperature; if the air velocity is high, K is large 
compared with hr, and U approaches the true wet-bulb tempera- 
ture of the air. In any event the heat balance requires that 
</be constant during the constant-rate period. 

When small samples are dried in the laboratory, it is sometimes 
the practice to waterproof the edges. If the dry surface A 

is a substantial fraction of 
the total surface, a heat bal- 
ance shows that the shcjet 
will attain a temperature 
above that of the wet-bulb 
of the air, and, as shown in 
Fig. 205, a higher rate of 
evaporation vdll be obtained 
than w'hen drying large thin 
sheets of the same material. 
When material supported in 
trays is dried, heat conduc- 
tion through the bottom and 
sides of the tray will increase 
the heat supply and raise the temj)erature of the wetttjd surface, 
thiis increasing the rate of drying. 

The following table<^’^ shows the evaporative rates in the 
constant -rate period when drying various materials in a pan over 



Fro. 205. — Effect of waterproofing edges 
of bfocks on rate of drying during constant- 
rate period. 


Table I. — Rates of Evaporation from Various Materia 


Material 

Water 

Wliiting pigment 

Brass filings 

Brass turnings. , . 
Sand (five sizes) . 
Clays 


Gm./(Hr.)(Sq. Cm. 

Wet Face) 

.... 0.27 
. . . . 0.21 
. ... 0.24 
. ... 0.24 
. ... 0.20-0.24 
. ... 0.23-0.27 


which air at 130®F. and of low humidity was blown at a velocity 
of approximately 11 ft. per sec. Since the ratio of dry to wetted 
surfaces was 1.65, the rates were higher than would have been 
obtained with A^ equal to A, but the various materials, including 
water, gave nearly the same evaporation rates, a. 
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In a laboratory drier containing only one sample, the effect 
of rachatipn may be much more marked than in ^ commerdal 
drier where only a few samples are exposed to the radiation from 

the surroundings. ^ — 

Clearly the rate of drying 
per unit surface in the constant- “J 
rate period may be increased 
(1) by using warmer and less ^ 


ISIS 


hiimid air, thus increasing 
(Fig. 206)/^®> (2) by using radia- ‘ 

tion and metallic conduction in ^ 
addition to heat transfer from ^,^ 1 , tteprefsion. dI^ (T 

the air itself, and (3) by increas- jjo6. — Effect of increasing wet- 

ing the air velocity, thus bulb depression in increasing rate of 
. . , , , , ,Tv nnn\ drying in constant-rate period. 

increasing Ao and fc' (Fig. 207). 

For fixed drying conditions it is seen that the rate of drying 
jier unit surface is independent of the thickness of the sheet and 
is not affected by shrinkagf!. Let Q be the weight of bone-dry 
stock in the sheet. Assuming the stock initially has the uniform 

temperature t„ the constant- 
rate time 6c may be cal- 
culated from heat-transfer 
considerations; 

Q{To-Tc)\. 


The Falling-rate Period. — 

0.4 0504 1.0 20 3.0 40 5.040 100 Visualize a run under fixed 

Air Velocity. Meters per Second drying conditions with a 

Fia 207.--Effect of increasing air material having but little 
velocity upon rate of dryini? per unit i , 

humidity difference, in constant-rate poroisity. If the drying COn- 

period. The solid Unc is ba^ on data.^ 
for drying slabs of clay S cm. thick, 

Aiv/A «o.6. with air at 40®C. having a constant-rate period the rate 

relative humidity of 60 per cent. The ^ PVflTioT'flfinn upt iinif; Rlir- 
dotted line is based on evaporation of evaporation per Umi bUr 

water in a wettod-wall tower (see refer- faCG is SlUall, whon tllG SUrfaCC 

enco3, p, 612 ). concentration falls below the 

critical vafue, the falling-rate period begins but the liquid 
will be able to flow from the interior to the surface (or to 
a plane near the surface) and will evaporate at that plane 




PRINCIPLES OF CHEMICAL ENGINEEBINO 

i^roughout the falling-rate period. If the rate in the con- 
stant-rate period is made sufficiently high by using more 
drastic drying conditions, when the falling-rate period ensues, 
the liquid will no longer be able to flow to the surface at the high 
rate demanded by the drying conditions. In this event evapora- 
tion will occur beneath the surface at a plane which retreats 
fjuther and farther into the solid as the run proceeds. The 
liquid from the central part of the slab flows to the plane of 
vaporixation, and the resulting vapor diffu.ses out through 
the pores in the solid and through the gas film into the surround- 
ing air.^*' 
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Fia. 208 .— Left-hand curve<®> of U vs. T indicates evaporation at or near 
surface during the falling-rate period; right-hand curve.<^) of U vs. T indicates 
retreat of the plane of vaporization during the falling-rate period. 


It is instructive to measure the temperature at the mid-plane 
of the slab as the run progresses. If the overall coefficient of 
heat transfer U from air to mid-plane decreases substantially 
as the run progreases, it is clear that the thermal resistance of 
the interior is increasing owing to the retreat of the plane of 
vaporisation.* Figure 208 shows data for the drying of a brick 
clay^^^ under conditions where the coefficient of heat transfer 
showed no substantial decrease in the falling-rate period, while 
the data for the sulfite-pulp block^^^ show subsurface evaporation. 

Figure 209 shows data^^^ for the drying of slabs of paper pulp 
with air of the same temperature, humidity and velocity. In 
the falling-rate period subsurface evaporation occurred in the 
more porous sample, which was similar to blotting paper, but 
evaporation occurred at the surfar e of the less porous pulp, which 
was similar to writing paper. 

♦ Ordinarily one may neglect the sensible heat picked up by the slab 
compared with the heat consumed in vaporising water. 
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With quite porous solids capillarity plftys ah important part/*> 
and with a honhygroscopic matmal ccmtaining grains of iu>n-- 
uniform siae the movement of water is controlled rby capillarity 
and not by concentration gradients. With porous materials 
where drastic drying conditions are used, subsurface evaporaticm 



Fia. 209. — In the falling-rate periods^ the curves of V vs. T indicate retreat of 
the plane of vaporization for the porous sample and vaporization at or near the 
surface for the less porous sample. 


will be encountered and it is desirable to ventilate the solida.^’^ 
In some cases it is practical to blow the air through a bed of the 
solid, or rotary driers (page 630) may be used. 

Evaporation at the Stirface during Falling^rate Period. — ^When 
the drying conditions are such that the water diffuses to the sur- 
face before evaporating, drying equations may be developed 
from the diffusion laws and certain assumptions. 


If the falling-rate period has been preceded by a constant-rate period 
such that the moisture-distribution curve 
will have approached the parabolic form, 


(7) 


wherein c is the concentration at the 
distance x from one face, Cm is the con- 
centration at the mid-plane and L is 
tlie half-tiiickness of the sheet (see Fig. 

210). DifTerentiatioji of this equation 
and substitutions of x equal to zero and 
2L, respectively, give the concentration gradients at the surfaces; 




-ii): 


,2(Cm-€,) 


(7a) 


The average concentration c»v. at any time equals (l /!') J[ « d*. Eliminating 
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by means bf Eq. 7, this integration gives c^y, > hence one 

may w^rite 




2(c« -c,) 
“ 3 


(76) 


rrn. 

The diffusion law, 


, combined with (7a) and (76), gives 
the rate of diffusion of liquid from the interior of the surface: 

t dT T\^ dc\ j i \ Ctty, '^Cft Cuy 


iL/SD) 


(8) 


where r< is the resutance to liquid diffusion in the interior of the solid and 
equals L/SD, 

At the critical water content, the rate of drying (c»v. --‘C/,)/r, equals the 
rate a in the constant-rate period. Noting that c equals Tp and that r, 
equals L/3D, this gives 


{Te- T..)pD 
otL 3 


(8a) 


It should be remembered that Eqs. 8 and 8a for the falling-rate period 
depend on the assumptions that the constant-rate period was long enough 
for the parabolic concentration gradient to bo established in the slab, 
and that the concentration gradient remains parabolic during the falling- 
rate period. However, they may be used as approximations even where 
there is no oonstant^rate period and the error will not be serious in the usual 
case where a large fraction of the original water is removed. 

Assume that in the falling-rate period the instantaneous rate of evapora- 
tion per unit surface is proportional to the difference between the surface 
concentration and the concentration corresponding to eciuilibrium with 
the main body of the air flowing past the surface: 


dT Cn—Ce 
' do r# 


(9) 


where r, is the resistance to surface evaporation, 
(comparison of (8) and (9) gives the relation 

T-l\_ri 

5^.-1 "r; 


(9a) 


Hence, with any given value of the resistance ratio ri/r», the difference 
between T and Th bears a constant relation to the difference between 
and E; both these potential difference's decrease as the run proceeds, their 
ratio remaining constant. 

Since the rate of evaporation at the beginning of the falling-rate period 
equals that in the constant-rate period, one may write (T«<,— AOp/r, ~ 
a « fc' (Htc — H), which gives 


_(T,,-^E)p 

T$ ^ 




( 96 ) 
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Solving Eqs. 8 and 9 for the driving forcee and; adding to 
eliminate c, pve ? 

dT d0 


T-E L(ji+r.) 


>Kd6 


( 10 ) 


where K is called the drying coefficient and represent# the term 
1/(1/) (n+r,). Equation 10 shows that a plot of ^dt/d0 
V&.T—E should be linear, as illustrated by cqrve DF of Fig. 204. 



f»lling-rate period. 

upon neglecting shrinkage and assuming rt and r, constant, 
integration between limits of 6—0 and 2'= Ti, and 6 and T, gives 
Ti-E 


In 


T-E L{ri+r.) 


-K0. 


( 11 ) 


It is to be noted that K is the slope of the line obtained when 
plotting T—E on a logarithmic scale vs. the falling-rate time 
plotted to a uniform scale, as in Fig. 211. The values of K are 
based on 0 expressed in hours. 

Case 1. Both Resistances Important.— Equation 11 applies, 
but it is instructive to eliminate r< and r„ giving 


K' 


0 


In 


Ti-E- 

T-E 


J L . p(r.c-E )1 

« "J- 


(llo) 
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have been made with various constant drying condi- 
tions^ Uf L and M are the only variables. As can be seen from 
Eq. 11a, a plot of 1 /KL^ vs. lTM 0 —E)/ctL should give a straight 
line having a slope of p and at aero abscissa the intercept on the 
1/JX^cale should equal 1 /ZD, 

Figure 2l2 shows falling-rate data for slabs of whiting^*^ dried 
with air at constant velocity. The half-thickness varied from 
0.316 to 1.91 cm., and the wet-bulb depression ranged from 

10 to 16®C. Since a equals 
and since for this 
material E is negligible, 
{TMe—E)/aL is proportional to 
(1/X)(<— <«o). Since Ut closely 
approaches the wet-bulb tem- 
X>erature of the air, these 
data are plotted in Fig. 212 as 
\/KL^ vs. {1/L)it-U). It is 
seen that a good straight line 
is obtained, as called for by 
Eq. 11a; the intercept 1/3D 
equals 0.44, whence D~0.76 
cm 
If 



Fi<i. 212. — Graphical determination 
of n for slabs of whiting; values of K ^ 

werP determined from slopes of the lines 
obtained up<m plotting the data^*^ for 
the falling-rate periods as In W vs. B, 


2 per hr. 

the air velocity were 
a would be propor- 
tional to the nth power of 
the mass velocity G of the 
air, and Fig. 212 could be 
modified by plotting 1 /KL^ vs. (T,c—E)p/L(t—Uc)G^. 

Alternatively one can calculate a from existing data on k' 
(page 608), estimate T^e by extrapolating the equilibrium curve 
of E to 100 per cent relative humidity and calculate D from 
Eq. lla.^ 

Case 2. Resistance to Surface-evaporation Controlling , — In this 
case Eq. 11 reduces to 


In 


Ti-E 

T-E^ 


e 

r.L‘ 


* Values of D may also be obtained from constant-rate data by the use of 
Fig. 216, as explained on p. 656. 
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Eliminating r« by mmns of (95), one obtains 


In 


Tx-E 


L(p)(r.e-J?)j L 



( 116 )^ 


where K is the drying coefficient. For a given fractional decrease 
in it is seen that the time increases directly with the jir«< 

power of the thickness and is inversely proportional to k* and 
Hence the dr 3 ring time would be reduced by increasing 
the air velocity or by increasing the wet-bulb depresKBion, i-e., 
by increasing the air temperature or by lowering the absolute 
humidity. When the internal resistance to diffusion of liquid 
is negligible, Eq. 115 applies even where there is no constant- 
rate period. 

Cme 3. Resistance to Ldquid-diffvMon CorUroUing , — If the 
resistance r, to surface evaporation is negligible compared with 
the resistance Vi to liquid diffusion, where Vi^L/SD, Eq. 11 
reduces to 


In 


Ti-E 

T-E 


ZD0 


K0. 


(11c) 


In this case factors affecting the surface resistance, such as air 
velocity and humidity difference, should have no effect on the 
drying coefficient Ky except insofar as affecting the temperature 
of the stock and the corresponding diffusivity D. In general, 
D increases with increase in temj^erature, because of decrease 
in viscosity of the liquid. One encounters this case in drying 
very thick materials, or materials having low diffusivities.f 
It is seen that the time required for a given fractional decrease 
in r— is proportional to the square of the thickness. This 
equation gives a fairly satisfactory correlation of data on the 
drying of clay,^^®^ soap^^^*^^^^ and wood.^^^*^^^^ 

In deriving Eq. 11c it was assumed that the parabolic moisture 
gradient had been established in the constant-rate period. For 
the case where the constant-rate period is negligible, an equation 
has been derived<*^*<*>’^^'^»<^2^ from the diffusion equation: 


•By definition, the coefficient of surface evaporation ^ equals fc' 
t See also p. 618. 
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The boundary conditions are c equals 

Assuming D con- 


de Bx^ 
at both a; =« 0 and at = 2L ; at ^ 0, c equals Co. 
stant and neglecting shrinkage, a solution is 


W 

Wo 


Sf 


rU" 


+ 


9 


9ir*X 


+ 


25 


26ir»X'' 


iiidy 


where X equals DB/L^, A plot of In {W/W^ as ordinates vs, X 
shows a curve concave upward until W /Wo falls to 0.6, and is 
linear below this point. The corresponding rate curve --dW/dX 
plotted against W is concave upward until W falls to O.GTTo 

and thereafter is linear. So long 
as the final W lies between 0.4 
and 0.01, the time calculated from 
Eq. Her differs less than 10 i:)er 
cent from that calculated from 
Eq. lid. 

Other Cases . — For some mater- 
ials, particularly when dried at 
liigh rates, the plane of vapor- 
ization gradually retreats within 
the solid during the falling-rate 
period, and the rate curves are 
not necessarily linear in W; hence K (in Eq. 10) varies with W. 
The problem can be handled by fitting straight lines to 
approximate the several sections of the rate curve (Fig. 213), 
giving —dW/dB==^a/fJj for the constant-rate period (if any), 
--‘dW/dB — Ci+KiW for the first section of the falling-rate period, 
'--dW/dB^C 2 +K 2 W for the second section, etc. The effect of 
humidity and air velocity, upon the factors K and C may be 
determined, and the resulting relations may then be integrated 
to allow for changes in the humidity of the air as it flows 
through the continuous drier. It is generally found that air 
velocity affects Ki and Ci more than and C 2 . 

The Critical Moisture Te. — As previously indicated, the falling- 
rate period begins as soon as the surface concentration c, falls 
below a critical value c,c. It has been suggested^^^ that c«<j 

• It is interesting to note that this is the same equation derived on page 
166 for the cooling of a slab when the thermal resistance at the surface is 
negligible. 
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may be estimated by extrapolating the plot of equilibrium water 
E to 100 per cent relative humidity and mpltiplying the 
value of jEw so obtained by p, the weight of dry stock per unit 
total volume: c»e—Eep- Since the value of E at high humi^ty 
varies widely with the material, this procedure would predict 
considerable variation in c,c from one material to another* 
While directly measured values of are meager, the indications 
are that they are greater for the 
more hygroscopic materials. 

The critical moisture content is 
not, as is generally supposed, merely 
a property of the material being 
dried. Consider what happens dur- 
ing the constant-rate period of the 
drying of a slab of homogeneous 
material having initially a uniform 
moisture concentration co. If the 
drying conditions require a small 
value of and if the liquid will 
flow to the surface owing to a small 
concentration gradient, Tc will 
be but little greater than Cjrc/p, 
making Tc relatively small. How^- 
evor, if the air velocity and wet-bulb 
depression are increased sufficiently, a very high value of a 
will be obtained, and now such a steep gradient at the sur- 
face is required that virtually no water will have been removed 
from the surface before Cgc is reached; hence 7% will be but little 
less than the original w’ater To; the constant-rate period will be 
over before the second w'eighing is taken. W^hile neither of 
these extremes is usually encountered, both can be approached — 
the first by slowly drying a thin sheet and the second by rapidly 
drying a thick sheet. An intennediate case is illustrated in Fig. 
214. It can be seen that the value of Tc is proportional to the 
average ordinate of the curve of c vs. x at the end of the constant- 
rate period where c» equals Since in the constant-rate period 
the concentration gradient at the surface is proportional to a, 
it is clear that Tc will increase with increase in thickness. If the 
initial concentration is less than Cac, no constant-rate period will 
be obtained. 
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For those materials in which the movement of liquid follows the diffusion 
litw de/d9 ^D dV/da?*, and for which evaporation occiirs at the surface, one 
may derive a quantitative relation between T and the factors that control 
it.xiw Consider a large slab of total thickness 2L dried from both sides at a 
constant rate a, expressed as weight of water evaporated per unit time per 
unit surface. The sheet originally has a uniform moisture concentration 
and is at the temperature tnc at the start. Take the origin of x at one face. 
Kt the mid-plane, across which no water diffuses, dc/dx is zero. At the 
surface dc/dx equals a/D; similarly, at the other surface, x«»2L and 
dc ot 

D to be constant and neglecting shrinkage, a solution 
is ^ven by the dimensionless converging series 


(fo-T.) Dp 

. 2; * 


{{x-Ly 

'[“2Er*'“ 


1 , 2 VN ( - 1 )« nirix -w 1 

6+^ - 7 * 2 ; -1?-* ' * ^ - V- J 

1 


( 12 ) 


which is presented graphically in Fig. 216, where F* is equal to (iro — T,)r, 
z equals Dp/oL and X equals iJt>’-‘T)z^De/L^'^{TQ-'T)pD/oiL, For 
certain purposes it is convenient to replot curve 1 of Fig. 215 as X /Y, vs. F«, 
giving the curve shown in Fig. 216, which applies only at the surface. 

For example, consider the drying of clay slabs having a diffusivity D of 
0.4 cm.*/hr., a density p of 1.55 gm. of bone-dry stock/c.c. of total volume 
and an initial uniform water concentration corresponding to To of 0.27 gm. 
of water /gm. of bone-dry stock. The drying conditions are such that a is 
0.2 gm. water evaporated /(hr.) (sq. cm.). In order to predict Tc, one 
should employ the .surface moisture T« prevailing at the end of the constant- 
rate period. The surface concentration, corresponding to equilibrium with 
substantially saturated air at the wet-bulb temperature, is 0*06. Let the 
original half-thickness L he 0.4 cm. The abscissa in Fig. 216, (To — Tw) 
(D)(p)/a(Lh equals (0.27 ~0.06)(0.4)(1.55)/(0.2) (0.4) or 1.71, and the 
corresponding ordinate (To — Tc)/(To — T,c) « (Tf)~-Tc)/(0.22) equals 0.8, 
whence To — T« equals 0.176 and Tc is 0.094, The drying time in the con- 
stant-rate period would be (0.176)(0.4)(1.55)/(0.2) or 0.545 hr. 

If the sheet had been five times as thick, the critical moisture would have 
been 0.216 and the corresponding constant-rate drying time would have 
been 0.86 hr. 

A study of Fig. 216 shows that in the straiglit section ABC the following 
equation applies: 


L 

To 


1 - 0 . 




To-TA* 


(12a) 


Hence for given values of To, T„ p and D the critical water will be only a 
small fraction of the original value when oL is small, corresponding to either 
a slow drying rate or a thin sheet, whereas with rapid drying or thick sheets 
T« will be nearly as large as To. 
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Flu. 215.“‘> — Theoretical distribution of moisture during constant-rate period, 

based on Eq. 12. 
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Dbtino OF Solids by Aie undee Vaeiable Dbting 
Conditions 

Id the preceding paragraphs differential equations have been 
derived for the drying of solids by air. These have been 
integrated for any definite set of constant drying conditions, t.e., 
by assuming the drying coefficients to be constant for the constant 
drying conditions. 

The coefficient of diffusion D of liquid water through the stock 
increases as the temperature of the stock is raised. However, 
where the resistance to liquid diffusion is controlling, Eq. 11c 
may be applied directly to the design of a continuous drier, using 
an average value of K determined for the temperature range to 
be encountered in the continuous drier. The coefficient of sur- 
face evaporation jS* varies directly as the humidity difference 
and directly as some function of the mass velocity of the 
air. In a continuous drier the humidity of the air varies as the air 
flows through the drier, and in consequence varies. The prob- 
lem is readily solved by combining the differential equation with 
a water balance, giving new integrals for variable drying 
conditions. 

Design of Driers. — Referring to the list of stops to be taken 
in the designing of a drier (see page 639), it is seen that the only 
one presenting any major difficulties is the sixth one, that of 
determining the drying time. 

Having considered the factors upon which drying depends, 
and the mechanical methods in use for handling material to be 
dried, it is now desirable to indicate how the fundamental con- 
cepts of drying may be applied to the design of suitable apparatus 
for any given purpose. 

Although a knowledge of the physical constants and other 
properties of a material is essential to an intelligent attack of the 
subject, it is seldom that these alone are sufficient to enable one 
to determine the dimensions and conditions for the most efficient 
operation. It is necessary, therefore, for an intelligent design, to 
obtain by experimentation upon the material in question the 
characteristic data on the rates of drying and critical moisture 
contents for various sets of constant drying conditions. It 
is entirely possible to obtain these data by experimentation on a 

*It will be recalled that ^ represents the term 
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kboratory scale, although the larger tlie scale ou which the work 
is done, the less liable the result will be to error frop the omission 
of factors, pre^nt in commercial operation but not in the labora- 
tory. In these experiments, it is necessary to have operating 
conditions duplicated as nearly as possible. For example, if 
the exposure is to be in a rotary drier, the experimental apparatus 
should be of this iype. The size of lump material, thickness 
of sheet and its physical condition as to percentage of water and 
temperature should be the same as that wliich will fori]| the feed 
of the drier to be designed. 

The equations given in the following discu^ion are to be used, 
therefore, for but two purposes: either the design of commercial 
apparatus for the drying of a specific material on the basis of 
coefficients determined from exi^eriments upon the material itself, 
or to enable one to predict quantitatively the results of changes 
in either operation or construction of a given dr 3 dng apparatus 
handling a definite material. The coefficients in the latter case 
are determined by studying the actual |>erformance of the appara- 
tus, or the problem is solved by a ratio calculation, in which 
case the coefficients cancel. 

The subsequent treatment of drier design follows the apparatus 
classification based on the method of supplying the heat (see 
pages 640 to 641). 

1. Design of Steam-heated Drum and Tray Driers 

The design of driers of this type may be considered conveni- 
ently as a problem in heat transfer. As emphasized in the 
chapter on Flow of Heat, one must consider the various resist- 
ances met by the heat in flowing from one medium to another. 
In this case there are three resistances: from condensing vapor to 
metal wall, that of the wall itself, and from the metal wall to the 
air in the room. This last resistance really Includes three resist- 
ances: contact resistance from metal to stock, resistance of stock 
itself and resistance from stock to air. Where it is desired to 
measure the individual resistances, skin temperatures must be 
taken. 

The surface temperature of a material may be obtained by 
placing a thermocouple upon the surface, the element having 
previously been heated to approximately the temperature of the 
material. By noting whether the element rises or fallis in tem-^ 
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perature, it is possible to determine whether the material is 
hotter or colder than the couple; a few trials will enable one 
to have the couple at substantially the same temperature as the 
sheet/^®^ To prevent rachation the element should be mounted 
flush with the inner surface of an insulating pad, and the whole 
pressed upon the surface to be measured. It must not be kept in 
contact with this surface for any great length of time because 

the pad will prevent evaporation 
and will therefore cause a local 
rise in the surface temperature of 
the sheet. 

a. Drum Driers for Solids. — 

Textiles are frequently dried by 
passing them over a series of 
hollow metal drums provided with 
means for supplying steam and 
removing condensate and air. 

The first resistance (from steam 
to metal) dei)ends on the per- 
ceutage of noncondensable gas in 
the steam (this should be small in 
good practice), the velocity of the 
steam, the fraction of the total 
internal heat-transfer surface that 
j Q j ^ 2 0^ submex'ged in condensate, etc. 

Time in Minu+es The second resistance (that of 

Fig. Drying of twine on the wrall itself) depends on the 

fiteam-heated drum. x i i i xi_ i j 

tmekness and thermal conduc- 
tivity of the metal used. Where very thick cast-iron rolls are 
employed, this resistance may be an appreciable percentage of 
the total resistance. 

The third resistance (from drum to the stock, through the 
stock, and into the air) is usually the greatest of the three resist- 
ances. Hence it is clear that design should be based on results 
of experiments for the type of drier and material in question, 
conditions in the experiments being as similar as possible to those 
to be used in production. In a certain drier of this type hand- 
ling wood pulp, the third resistance was about 76 per cent of the 
total resistance to heat flow. The overaU coefficient was about 
24 B.t.u./(hr.) (dog. F.) (sq. ft- of outer surface). 
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As the thieknefis of the stock is doubled, the water to be evapo- 
rated is doubled and the heat has to travel twice as (ar. It would 
therefore be anticipated that the drying time would vary with 
the square of the thickness of the stock. The drying time would 
also increase with increase in the fraction of water removed. 
Figures 217 and 218 show data<‘” for the drying of twine in contact 
with a steam-heated drum, correlated by use of Eq. 11c, page 
653. 



Fig. — Drying of twine; cffeot of thickness (see Eq. 11c, p. 663). 

b. Drum Driers for Liquids. — When solutions or suspensions 
are concentrated or reduced to a solid on a steam-heated drum, 
the film of material in immediate contact with the drum becomes 
dry in a very short time, and this dry inner layer serves as 
an insulation to separate the more moist layers from the heating 
surface. The process then reduces to a conduction of heat 
through the dry layer into that portion which still remains wet. 
When the rate of heat flow^ is great, the temperature of the sheet 
will approach the boiling temperature of the liquid at the pressure 
used. Hence it follows that the use of vacuum in the chamber 
housing the drum will lower the surface temperature and thus 
increase the rate of heat flow and consequently the evaporative 
rate. 

c. Tray Driers. — Where the material to be dried is placed 
on trays, the heat may be supplied solely from the air, and in 
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this ca^ special drying equations are available (see Kate of Air 
Drying, pp* 642 to 657). Where the trays are supplied with heat 
other than as described above, as when the trays are placed on 
hollow shelves or pipes supplied with steam, the problem is con- 
veniently treated from the heat-transfer point of view. The 
resistances here met are similar to those discussed under Drum 
Driers for Solids. It should be noted that a very important 
factor is the thickness of the material on the trays. 

2. Design of Direct-fired Rotary Driers 

The temperature of the charge in a drier of this type changes 
with the time of exposure to the dr3ring air, as indicated quali- 
tatively by the full-line curve FABC in Fig. 219. During the 



preliminary period, FAj the charge is heating up but evaporation 
is negligible. Evaporation then takes place in the zone Afi, 
accompanied by a slight temperature rise. Finally the charge 
is superheated and the last trace of moisture expelled in the 
period JSC. If a completely dried product is not desired, the 
operation is stopped before the point C is reached. 

The exact determination of this curve would be difficult, but 
it is a satisfactory approximation to assume constancy of tempera- 
ture during the evaporative period, i.c., to assume that the tem- 
perature of the charge follows the dotted straight lines FDEC 
rather than the full curve in the plot. The important point is, 
therefore, the estimation of the temperature of evaporation, DE. 

Direct-fired driers always employ high-temperature gases 
and in consequence develop a high rate of evaporation. The tem- 
perature of the charge therefore approaches the boiling point. 
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and changes but slightly during the period of evaporation (see 
humidity chart, page 588). From inspection of ^ the chart it is 
obvious that, for material so wet that the surface is saturated, the 
temperature of the charge during the evaporative period when 
exposed to gases 300®F. and above will be from 110 to 160®F. For 
lower moisture content, however, the charge temperature increases 
asymptotically to the boiling point, t.c., to approximately 180 to 
210®F. The difference in temperature between the charge 
and hot gases is so great that any reasonable error in estimat- 
ing the temperature of evaporation will not invalidate the 
calculations. 

The design of such driers resolves itself therefore into a simple 
calculation of heat transfer, the process being assumed to take 
place in three separate stages: the preheating, the drying and the 
superheating of the charge. In the equation for heat transfer, 
q ^ hA My it is not convenient to determine the surface exposure 
Ay and hence the term hA is treated as a single coefficient. The 
value of hA is proportional to the volume F of the drier for 
apparatus of the same type. Obviously the coefficient hA must 
be determined for each material and type of apparatus, from the 
performance of actual driers, preferably on the full scale. 

Illustration 1. — A rotary drier is constructed of a steel shell 4 ft. 6 in. 
inside diameter and 20 f t. long, and rotates at 4 r.p.in , It is drying 12,000 lb. 
hourly of a wet ore carrying 16 per cent moisture. The dry ore has a specific 
heat of 0.18 and is discharged at 240®F. The ore occupies roughly 20 per 
c(mt of the volume of the drier. The flue gas flows countercurrent to the ore, 
enters at 1065*F. and leaves at 160°F. Its Orsat analysis is 3.2 per cent OO 2 , 
1 7.3 per cent O 2 and negligible CO. Its dew point at entrance to the drier is 
76®F. (ph * 0-22.8 min.). The temperature of the surroundings may be 
assumed 70°F. as a base, and the barometer is normal. Assume the drier to 
be thoroughly lagged. 

Calculate the dry gas in lb. mols passing/hr., the linear gas velocity 
at the cold end, the heat consumed in evaporation and the heat lost in the 
dry ore. Design an ore cooler of a type similar to the drier to recover 85 per 
cent of the heat now lost in the product by preheating the air for the furnace. 

Sohdion , — The heat utilized by the drier is that involved in heating the 
ore from 70 to 240®F. and in convertitig water at 70®F. into water vapor at 
160"F. The first is obviously (12,000) (0.84) (0,18) (240 -70) or 309,000 
B.t.u./hr. and the second 1092 B.t.u./lb. of water; for 1920 lb. of water, 
it is 2,098,000 B.t.u./hr., making 2,407,000 B.t.u./hr, in all. This heat is 
furnished by the cooling of the flue gases from 1065 to 160®F. 

Basis: 100 mols of dry flue gas: 

This contains [22.8/(760 —22.8)1100 »3.09 mols of water vapor. 
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' Qm 

■ , . , , 1 

Mols 

(1066 -60)(JlifC,)„. 

(lfK)-“0O) (MCpU. 

Diff- 

erence 

B.t.u. 

COa 

3.2 

11,050 

910 

10,140 

32,500 

0, 

17.3 

7,620 

704 

6,916 

120,000 

N, 

79.5 

7,240 

696 

6,544 

520,000 

H,0 

3.09 

8,640 

811 

7,829i 

I 

24,200 

Total. . 

103.09 



1 

696,700 


Neglecting radiation loss, this therefore r€».quires 2,407,000 (100)/697,000~ 
S46 lb. mols of flue gas /hr. or 357 lb. mols of wet flue gas. The evapora- 
tion is 106.6 mols of water /hr., making a total of 464 mols of gas/hr. 
leaving the drier at 160®F., or 210,000 cu. ft./hr. giving a velocity of 3.66 
ft. /sec. 

In order to use these data in the design of similar apparatus, the heat 
transfer must be estimated. Base this figure on the unknown but relatively 
constant surface area A of charge exposed in the present drier. Evaporation 
may be assumed to take place at 200°F. On this assumption, the heat 
transfer takes place in three stageij. FtVsf, (130) (1) (1920) -f (130) (0,18) 
(10,080) «*486,000 B.t.u. is needed to raise the 12,000 lb. of wet ore fh)m 
70 to 200*^; second (1920) (974) = 1,870,0(X) B.t.u. disappear in the evapora- 
tion of 1920 lb. of water at 200°F.; finally (10,080) (40) (0.18) - 72,600 B.t.u. 
is used to superheat the ore from 200 to 240° F. Neglecting the (changes of 
specific heats of the components of the flue gases with temperature, the gases 
used (346 ll)». mols gas) lose (3.46) (697,000) /905 — 2660 B.t.u. /deg. fall in 
temperature. In the last stage therefore, they drop only 72,600/2660 — 
27.3° to 1038°F. The drop in the second stage is not so directly estimated 
because the gases are cooled not only by the evaporation of ilie water, but 
also by the dilution with the water vapor prcKluced. Call the gas tempera- 
ture at the end of the second stage f°F. Then from a heat balance in the 
evaporating zone, 2660 (1,038-“/) «T,870,0(K)-1-1920 (0.48) (/— 200), whence 
/ -300°F. 



Hot 

end 

1 

End of 
evaporation 

Start of 
evaporation 

Cold 

end 

Temperature of gases 

1065 

1038 

300 

160 

Temperature of charge . . 

240 

200 

200 

70 

Temperature difference. . 

825 

S3S 

100 

90 


Average A/ for each stage 

of process 832 347* 95 


* ThiB log moan, though not strictly applicable to this case on account of the dilution 
effect, is used as an approximation. 
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For each section of the drier corresponding to each of the three stages of 
the process one may write q where the subscripts 1, 2 and 3 

correspond to the first, second and third stages of the d^^ring operation. 
Obviously, the total exposed area in tl^ drier, 

For each section q and (Ai)av. are given; hence, 

For superheating zone, B.t.u./(hr.) (deg. F.) 

For evaporating zone, hA 2 «5390.^ 

For preheating zone, hAn «5120. 

The main resistance to the flow of luat in all three zones is that of the gas 
film. This coeflicifMit (h) varies as the mass velocity of the gases, which 
velocity is approximately constant for this problem. Adding, 

hA I -\-hA •i+hAz « 10,600. 

The mols of air to be used in the ciooler are found by using the nitrogen 
content of the flue gas, since this came from the air, t.e., 

mols of air«354(79.5/79a) «^356. 

The heat to be recovered in the cooler is 85 per cent of 309,000 B.t.u. or 
738 B.t.u. /mol of air heated. Since 1 mol of air at 70®F. has a heat content 
(above 32®F.) of 243 B.t.ti., at its point of exit from the cooler it will have 738 
more, or a total of 981 B.t.u., corresponding to 176''F. as read from Fig. 1, 
page 10. 



Deg. F. 

Difference 

Temppratiire of air entering cooler 

70 

25.5 

Temperature of ore leaving cooler* 

95.5 

Temperature of ore entering cooler 

240 


Temperature of air leaving cooler 

176 

64 

Hence logarithmic-mean temperature dilferen(;e, ‘^F-. 

41.8 


* Ore cooled 86 per cent of (240 — 70). 


The value of hA for the cooler is therefore determined by the equation 


hA^ 


g 

(Af«v.) 


(0.85) (309,000) 
(41.8)' 


=6290. 


Since the original drier gave a total value of hA of 10,600, and since the value 
of this quantity is obviously proportional to the volume of the drier, the 
cooler should be 6290/10,600 the size of the drier, or 60 per cent. To keep 
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the air velocity practically the same, the diameter should be the same, but 
the cylinder six^tenths the length. 

This drier gives trouble in operation, in that the temperature of the dis- 
charging material fluctuates widely. When the rate of feed decreases 
slightly, the discharge is exceedingly hot; with an iiHjreasod rate of feed, the 
material is incompletely dried. The difficulty lies in the fact that the 
superheating zone, after evaporation is completed, is too short, and the gas 
temperature at that point too high. To secure a larger factor of safety in 
operation, the superheating zone shoiild be longer and the gas temperature 
lower. This can be accomplished by resort to the double-pass'’ principle 
(see page 632). 

3. Dedgn of Air Driers for Sensitive Materials 

IntroductioiL — It shotild be recalled that under constant 
drying conditions the drying operation in general occurs in two 
stages: a constant-rate period, wherein 

= (13) 

itnd a falling-rate period, wherein 

-^dW/de^f{W). (14) 

At the critical point where W equals Wc^ both equations apply, 
and hence B{IU‘-H)—f{Wc)- In the constant-rate period the 
rate is independent of W, while in the falling-rate period the 
rate is a function of the free-water content. In any continuous 
drier, drjdng conditions may vary from point to point in the 
apparatus, but, since they remain constant at any given point, 
these differential equations apply at each such point. They 
must therefore be applied differentially and integrated for the 
drier as a whole. 

Wherever there is a constant-rate period, Eq. 13 is combined 
with the water balance and integrated from the original water 
content Wo to the critical value Wc. Let m bo the weight ratio 
of bone-dry air to bone-dry stock employed in the continuous 
drier. The water balance is then given by the simple relation 

^dW^±mdH, (15) 

the sign depending on the direction of flow of air and stock. 
If the desired final water content is equal to or greater than 



PBYim 667 



In general, it is necessary to dry to a final value of IT below We^ 
The falling-rate period must therefore be treated separately. 

For the general case, t.e., where both surface evaporation and 
interior diffusion should be taken into account, integration of 
Eq. 14 is complicated. Usually satisfactory approximate 
equations may be developed. 

Where the resistance to interior diffusion is controlling, it is 
usually allowable to neglect variation in iC ip a given drier, and 
Eq. (11c) may l>e employed directly to calculate the falling-rate 
time. 

Where the resistance to surface evaporation is the controlling 
factor, the important variable is the humidity, and Eq. (10) 
can be integrated as shown below. Discussion is therefore 
limited to modifications of Eq. (10). For continuous apparatus 
where the resistance to surface evaporation is controlling, the 
general differential equations applicable to driers of adiabatic, 
constant temperature or controlled-humidity type will be derived. 
Two such equations will be established, one for countercurrent 
flow of air and the other for parallel flow. These equations will 
then be integrated for the special cases given. Finally,, a 
discussion of intermittent driers will be added. 

In any drier in which the stock is dried by means of air, and 
where surface evaporation is the controlling resistance, the 
differential equation, as shown on page 653, is 

dW m 

df^ L L 


where, at any time $ in the falling-rate period, W is the free 
water on the dry basis, L is half the thickness of the stock, 
is the experimentally determined coefficient of surface evapora- 
tion for the definite drying conditions and particular material. 
As indicated by the equation, ^ equals /((?) (if,— /f), where 0 is 
the mass velocity of the air past the stock and AT,—// is the 
humidity difference, also called AH* It will be recalled that 
H, is the humidity of saturated air at the temperature of the 
surface of the sheet and H is the humidity of the drying air. 
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Ciounterflow. — Sinee driers are usually designed to give con- 
stant mass velocity of the gases, the term fifJ) remains constant 
throughout the drier. In order to allow for the variation in 
the humidity H of the air passing through the drier, one may 
make a moisture balance between the water lost by the stock 
and that picked up by the air. The subscript 0 will be used to 
designate the conation of both air and stock at the end where 
the stock enters, and the pounds of free water per pound of bone- 
dry stock and the humidity of the air will be called W and H, 
respectively, at any section y ft. distant from the feed end and 
Wi and Hi, respectively, at the discharge end. The moisture 
balance between the feed end and any section y ft. distant 
gives Wo—W’=m(Ho—H), or 


h^h 

“ m 


(18) 


where m represents the pounds of bone-dry air per pound of bone- 
dry stock. It should be noted that this moisture balance is 
based on the assumption of constant equilibrium moisture of 
the stock passing through the drier, a restriction removed later. 
Elimination of H from the water balance and £q. 17 gives 

~^^-^[miH,-m)+Wi-WKW). (19) 

Parallel Flow. — ^Calling the pounds of free water per pound of 
dry stoc:k at the feed end Wo and the humidity of the air entering 
at the same end Ho, a moisture balance’*' gives (Wo’—W)^ 
m(H--Ho), which, when combined with (17), gives 

-~^^^-^[m(H.-Ho)-Wo+W]iW). ( 20 ) 


The general equations (19 and 20) just derived apply to all 
countercurrent and parallel-flow driers, respectively, which 
operate at temperatures so low that the resistance to surface 
evaporation is the controlling factor, however the heat may be 
applied to the driers. To integrate them, however, the exact 
method of heat supply must be taken into account. 

Adiabatic Counterflow Driers.— The salient characteristic 
of adiabatic driers is constancy of wet-bulb temperature, i.e., 

* Thn equation alao awomes £ to be constant. 
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and eraiBequently These driers are tfaerdfore 

used for materials sensitive to heat while still wet, as the stock 
temperature is automatically controlled {e.g., ^ue, sugar, heavy 
leather, vegetables, etc.) 

Knee in any given drier of this type ffw, Ho and ITo are con- 
stant, Eq. 19 may be written as 

dW __S{G) d9 
(»r)(M-ir)” Lm ’ 

in which 

ilf=m(H„-Ho)+lFo. 

Integrating from to Wi gives 

{(Wc)(M-Wi)\_mM(9t - e,) 

If the total weight of dry stock exposed in the drier is called Q, 
and the weight of dry stock fed per unit time is called F, it is 
obvious that 

Q/F==9i (22) 


( 21 ) 

(21a) 


where 9t is the total drying time. 

This type of drier, simple in construction and operation, can 
be used to control the humidity and temperature of the air with 
which the dried stock is in contact, and hence to control the 
moisture content of the product {e.g., water of crystallization, 
textile products, etc.) and yet simultaneously secure rapid 
evaporation due to the high initial temperature of the drying air. 

Adiabatic Parallel Flow. — Since in any given drier of this type 
TO, H„, Ho and PPo are constant, Eq. 20 may be written as 


dW _f{G)de 
■(lf)(H+lF) ~Lm 

in which 

H=to(H„-Ho)-Fo. ( 23) 


Integration from We to W», and from Be to gives 

({We)(N-¥Wt)\_m)N{Bi-6e) 

^\(W^*)(iV+TF.)/ Lm 


(24) 


Conataut-temperature Driers. — Materials injured by heat 
after they have become dry are usually dried in constont-tem- 
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perattpre driers. This is necessary in the case of materials exist- 
ing in large lumps or thick sheets (for example, raw rubber), 
because, when the drying operation is even partially complete, 
the surface of the sheet or lump is relatively dry, the remaining 
moisture existing only in the interior. While the interior is 
therefore cold, the surface is practically at the temperature of 
the drying air and therefore is liable to injury. In present 
commercial practice, these driers are also frequently used for 
materials such as salts with water of crystallization, textihjs 
and the like, which, as will be shown later, are more advanta- 
geously handled in other apparatus. 

The drying capacity of any drier, in which the air temperature 
is kept at a constant level by supplying heat in the necessary 
quantity in the drying compartment itself, is found by the use of 
the integral of Eq. 17 : 


f"'* dw _/(<?) (fls-e.) 
Jv, {TF)(A/f) L "■ 


(25) 


This integral involves, however, not one but two variables, W 
and AJf, and, unlike the case of adiabatic driers, it is impracticable 
to express Aff algebraically in terms of W. Nonetheless Ai7 can 
be found as follows: For various values of TF, between Wc and 
calculate H from the water balance (Eq. 15). Knowing the 
operating temperature t and the humifiity i7, just calculated, IK 
can be read directly /rom the humidity chart. Ai? is Hw minus 
H, Knowing AH for various values of TF, it is possible to plot 
1/(1F) (AH) against IF, and the area under this curve is the 
integral required. 

When the air temperature is high (above 200°F.), the value 
of AH usually changes but little during the drying operation. In 
such a case one may use an arithmetic mean (AH),^. of the values 
of AH at the terminals of the zone in which W falls from IFo to 
TFa, giving 


TFc^/(G)(^2*-<?c)(AH).v. 

®TF2 l 


(26) 


lUtt&tratiofi 2. — A drier is to be designed to dry a lump material, producing 
HOC lb. of product /hr. The wet feed will be loaded on trucks carrying 
trays made of large-mesh wire screen. The drier will hold two parallel 
lines of these trucks, and will contain propeller-type fans to recirculate air 
crosswise over the trays and over steam coils locat^ within the drier. The 
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tracks will be 5K ft. long overall, and will carry seven trays^ each 5 ft 
long by 4 ft. wide and 10 in. deep. Each tray when loaded will contain 3 lb. 
of dried product /sq. ft. of tray surface, f.c., each tray will hold 60 lb. of 
dried product. The wet stock contains 116 per cent water on the dry basis, 
and the final product is to contain 10 per cent water, dry basis. The diyer 
is to be designed to operate at 170®F. with air entering the preheater at 
70®F. with a relative humidity of 80 per cent. 

In order to obtain information on the drying characteristics of the mate- 
rial, a loaded tray of the wet stock was placed in a drier of the same type 
as that which it is planned to construct. The weight was obtained at fre- 
quent intervals, and the following data were tabulated: 


Time, 

min. 

% water, 
dry basis 

Time, 

min. 

% water, 
diy basis 

Time, 

min. 

% water, 
dry basis 

0 

116.0 

211 

57.4 

416 

28.6 

17 

111.7 

226 

53.6 

438 

26.4 

36 

106.0 

242 

49.6 

465 

24.8 

58 

100.0 

255 

46.6 

506 

22.8 

80 

93.5 

277 

42.8 

641 

22.2 

97 

88.9 

287 

41.0 

601 

15.4 

126 

81.0 

302 

38.6 

616 

14.6 

144 

75.5 

313 

37.1 

636 

13.5 

160 

71.2 

346 

33.3 

786 

11.4 

176 

66.6 

362 

31.4 

822 

10.2 

194 

61.8 

890 ; 

29.2 




This test was run at 95®F. at a relative humidity of 7 per cent. The air 
velocity over the tray was the same as that to be used in the proposed dryer. 

The following data are available on the equilibrium moisture E of the 
stock. 


% relative humidity 

!■ 

IM 

30 

40 


60 

70 

80 

90 

F, % water, dry basis 

3.0 

3.2 

4.1 

4.8 

5.4 

6.1 

7.2 

8.8 

10.7 


It will be assumed that the critical moisture, expressed as 100(Tc— F), is 
independent of the air temperature and humidity, and that at any free 
moisture content the rate of drying is proportional to the humidity differ- 
ence, Hw-'H. 

Calculate the required length of the drier, assuming that the air leaves 
at 170°F. with a relative humidity of 60 per cent, (o) for countercurrent 
movement of air and trucks, and (6) for parallel flow. 

lOOdT 

Solviion , — From the test data the values of were calculated 

and are shown plotted vs. T in Fig. 220. 
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loor, 

% ymier 
iie»5g. 

54 .. .* 

47.. .. 

40.. .. 

84.5.. 

26. . . . 
17.8.. 


imr 

w* 

%/mm. 

0.279 

0.287 

0.202 

0.158 

0,115 

0,084 

0.0515 


The plots of air humidity and wet-bulb humidity vs. per cent water in the 
solid (dry basis) are also given in Fig. 220 for both cases. These plots 
together with one of eciuilibrium water (per cent water, dry basis) are 
sufficient to calculate the data given in the two tables below. 


T 

H 

% RH at 
170°F. 

E 


T-E 

Bate at j 
95^F.,at 
this 1 

Bate at 
170°F., 

1 /Kate 






T-E, 

%/imn. 

%/mm. 



Counterf3urrent Flow 


10 

0.0125 

5 

1.1 

0.0190 

8.9 

0.027 

0.0625 

16.0 

25 

0.0393 

15 

2.7 

0.0159 

22.3 ! 

0.073 

0.142 

7.06 

40 

0.0665 

24 

3.6 

0.0133 

36.4 1 

0.139 

0.226 

4.42 

55 

0,0933 

32 

4.2 

0.0118 

50.8 

0.234 

0.335 

2.98 

70 

0.120 

40 

4.8 

0.0102 

65.2 

0.279 

0.346 

2.89 

S5 

0. 147 

47 

5.2 

0.0089 

79.8 

0.279 

0.302 

3.31 

100 

0.174 

53 

5.6 

0.0083 

94.4 

0.279 

0.282 

3.54 

116 

0.203 

60 

6.1 

0.0071 

109.9 

0.279 

1 . 

0.241 

4.15 


Parallel Flow 


10 

0.203 


6,1 

0.0071 

3.9 

0.012 

0.0104 

96.1 

26 

0.175 

53 

5.6 

0.0081 

19.4 

0.062 

0.061 

16.4 

40 

0.148 

48 

5.2 

0.0090 

34.8 

0.131 

0.144 

6.95 

55 

0.121 


4.8 

0.0100 

50.2 

0.228 

0.278 

3.65 

K] 


33 

4.3 

0.0118 

65.7 

0.279 

0.400 

2.5 

85 


24 

3.6 


81.4 

0.279 

0.468 

2.14 

100 


16 

2,8 


97.2 

0.279 

0.629 

1.89 

116 

0,0125 

5 

1,1 


114.9 

0.279 

0.646 

1.55 


The values in column 7 of the upper part of the table are read from the rate 
curve of Fig. 220, and are the rates of drying at 95*’F., expressed in %/min., 
at the values of diown in column 6. Since in the laboratory run 
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0 20 40 60 80 100 120 

iOOT -► 

Fig. 220. — Diagram for Illustration 2. 



IOOT — ♦ 


Fig. 221. — The areas under the curves determine the drying times for parts <a) 
and (6) of Illustration 2. 
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with air the value of waa 0.0082, the rates at 170®F. will be 

in proportion to the values of at 170®F., shown in column 5, Hence 

the values in column 8 are obtained by multiplying the values in column 7 
by those in column S and dividing by 0.0082. The values in the last column 

are ** reciprocals of the values in column 8. The total 

time is then calculated by plotting -* as ordinates vs, lOOT, as in Fig, 22 1 , 

and determining Xd as the area under the curve. This gives 8.5 hr. for the 
counterflow drier and 18.7 hr, for the parallel-flow case. Since the rate of 
travel of stock through the drier is to be (1400)/(2X 7X00/5.5) or 0,15 
ft. /hr., the length of the counterflow drier must be 8.5X9.16 or 78 ft.; simi- 
lariy, the parallel-flow drier would be 171 ft. long. 

Controlled Humidity Driers. — Crystals containing water of 
crystallization must be dried without eflSorescence be^muse, once 
the crystal water is lost, even in part, the form of the crystal is 
destroyed and the water recovered very slowly. Certain mate- 
rials containing adsorbed water deteriorate permanently if that 
water is removed beyond a certain point (e.p., soda lime for gas 
absorption). Finally certain materials must be dried to avoid 
injury paper, etc,). In all these cases there exist definite 
limits of humidity and temperature which must not be exceeded 
in the drying process, t.c., humidity must be controlled. The 
mechanisms for securing this control are described on page 637. 
The equations for the design of such driers are identical with 
those used for constant-temperature driers, the one difference 
being that one must use the temperature corresponding to each 
value of the humidity limitations of the particular material being 
dried. 

lUustratioii 3. Controlled Humidity Drier (Counterflow Drying of 
Crystals). — The doteraiination of the humidity limits that must be observed 
will be clear from the following illustration : 

Crystals of Na 2 HP 04 * 12 H 20 lose water of crystallisation if subjected to 
conditions of temperature and humidity corresponding to any point below 
AB* in Fig. 222. The same crystals will deliquesce, dissolve to form a 
solution, at any condition above the line CB. Therefore, drying conditions 
must be so chosen that the drying air will at all times be represented by some 
point in the field ABC, In practice it will be necessary to design the drier to 
operate above AB, along some such line as DM, chosen to secure a satisfactory 
factor of safety against efflorescence, and below the line EF, this latter being 
suflGiciently low to maintain a reasonable evaporative rate. Furthermore, 

• For the constniction of these curv^ see pp. 681 to 682. 
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the crystals must be cooled md stored prior to packing, in air the humidity of 
which lies in the same field. It is obvious from the plot that the temperature 
of the crystals leaving the drying aone theoretically must bot exceed 97®F. 
and for safety should be below 86®F. This latter temperature gives, how- 
ever, a humidity difference and hence a drying rate so low that it is agreed 
not to allow the air to rise above 86 per cent humidity. Therefore it must 
not rise above If, for example, air at 70‘*F, and of 80 per cent humid- 

ity is to be used, design the drier to operate with a countercurrent stream of 



80 50 70 00 

Temp.® F, 

Fio. 222. — Diagram for Illustration 3. 


air, entering at the point Gy and rising in temperature as its humidity 
increases along the curve GEy the air being discliarged at 79°F. with a 
humidity of 85 per cent. In this way one will at all times maintain the 
highest drying temperature and evaporative rate consistent with safety. 

Assume that it is re<|uired to produce hourly 200 lb. of crystals of appar- 
ent specific gravity 0.9, containing pot over 0.6 per cent moisture (wet basis) 
from wet crystals carrying 5 per cent of free water, wet basis. The critical 
water We exceeds 0.05, so there will be no constant-rate period. In the drier 
the crystals rest in a layer 1 in. deep in perforated trays set to give 1 in. 
clear space between the trays. Between these trays air passes at a rate of 
25 lb./(sq, ft. of clear cross section) (min.). For the sake of illustration, 
assume that under these conditions experiments show that a drying coefiici- 
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ea%,f(G)/L, equal to 3*0,* can be realized and that the material contains no 
^^equilibritim moisture.” 

Schaim , — ^Two hundred pounds of product containing 0.5 per cent mois- 
ture corresponds to an hourly evaporation of 9.48 lb. of water. F equals 
8.82 lb. of dry stock /min. The air enters the drier with a htimidity of 0.01 25 
and leaves with a humidity of 0.0188; hence each 100 lb. of air picks up 
0.63 Ib. of water, requiring for the above amount 1506 lb. of air /hr., or 26.1 
lb. /min. The net cross section of the drier is therefore 1 sq. ft,, and the 
gross cross section is 2 sq. ft., neglecting the thickness of the trays. 

The length of the drier depends upon the number of pounds of dry stock, 
C, which must be in it at any time to produce 200 lb. of product /hr. This 
quantity is given by Eq. 26. Since is zero, this becomes 


In 


TFo_/((7)(AH).v.O 


provided AH varies only slightly throughout the drier. 

The water on the wet crystals exists as a saturated solution and during 
drying will not be at the wet-bulb temperature, but, owing to vapor pressure 
lowering, at a somewhat higher temperature than this ;vith a percentage 
humidity of about 98. From the humidity chart it will be seen that air 
entering the drier at 70®F, and Hm =«0.0125 has a wet-bulb temperature of 
66°F. and a humidity at the wet-bulb temperature of 0.01345. By inter- 
polation on the cooling line the value of H is 0.01336, giving AH or 
equal to 0.00086. Similarly at 75°F. AH equals 0.00077, and at 80®F., 
0.00062. The change in value of AH with temperature is therefore not so 
great but that an average value {AH^y.) of 0.00075 may be employed in the 
above equation. 

By substitution Q (dry basis) is found f to be 3465 lb., corresponding to 
about 3480 lb. product in the drier at any time. This product weighs 
56.1 lb,/cu. ft. and has a volume therefore of 62.1 cu. ft. Since the net cross 
section of crystals is 1 sq, ft., the length of the drier must be 62.1 ft. 

Such a drier provides for sufficient air at the proper velocity flowing 
countercurrent to the stock; its dimensions are, however, impractical. The 
same conditions may be maintained by constructing the drier as shown in 
Fig. 223. If trucks 5 ft. high, 3 ft. wide and 2 ft. 8 in. long are used, each 
truck will contain thirty shelves. Each truck will then hold 

(30) (3) (2.67) (1/12) «20 cu. ft. of crystals; 


hence about three trucks are needed to hold 62 cu . f t. of crystals. In order to 
provide a suitable factor of safety, six trucks should be used. 

The enclosure is the tunnel with inside dimensions about 5 ft. high 
by 4 ft. wide by about 16 ft. long. Through this space are propelled six 
trucks, each supporting thirty shelves. The air has, in addition to its motion 


*/((?)/L»8.0, when using time in minutes and AH as in this illustration. 
.. f (0,05/0.95) \ ^ (3.0) (0.00075) (Q)^ 

3:32 


whence Q»3465. 
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counter to the tnicka, a rapid transverse circulation across the trucks as 
indicated by arrows. This transverse movetnent is reveled in successive 
compartments to secure uniformity in drying. Short-circuiting pf the air 
is prevented by the horizontal partitions D, leather flaps E being used as 
seals at the lines of contact. Heating elements must be provided in the 



Fig. 223. — Tunnel drier of Illustration 3. 

sides of the drier, so controlled as to maintain the required temperature- 
humidity relations at each point. 

Intermittent Adiabatic Driers. — Occasion may arise for the 
use of an intermittent adiabatic drier, t.c., the drier being filled 
with charge, and then run until the drying process is completed, 
when it is emptied to give way to a new charge. Such an 
arrangement is always to be avoided, if possible, as it involves, 
firstj slow drying toward the end of the cycle, with consequent 
low drying efficiency, i.e., poor utilization of the heat content 
of the air, and, second, unequal drying due to the rapid drying 
of the stock at the point where the fresh, dry, hot air enters and 
slow evaporation at the other end where the cooled moisture- 
laden air leaves. 
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This second disadvantage can in a large degree be eliminated 
by uwg either a short rotary drier with provision for mixing 
the charge from end to end during the drying or a shelf or tray 
drier, in either case periodically reversing the direction of the air 
currents For such an apparatus calculations are simple in the 
constant-rate period. However, in the falling-rate period the 
rate of drying varies from point to point at any given time during 
the drying cycle, owing to the rise in humidity of the air as it 
traverses the apparatus, and decreases as the drying proceeds, 
owing to the influence of the continually decreasing moisture 
in the stock. In other words, the drying rate is a function of two 
independent variables, t,c,, of the time in the dr3dng cycle, and 
of the location of the stock in the drying apparatus with refer- 
ence to the points of entrance and exit of the air. These condi- 
tions, however, obtain in the small-scale experiments which are 
necessary to establish, for any given materials, the constants 
required for the design of a drier. The consideration involves 
the solution of a partial differential equation. 

Derivation of Equation. — For such a case, i.e., where the charge is kept 
thoroughly mixed, let Z «the actual total water content in the drier at any 
time B from the beginning of the run; c—the concentration of water in the 
stock; a «the surface area of the stock, available for evaporation, per unit 
volume of drying equipment; iS'^the cross section of the apparatus; 
y «the distance of any spenufic point in the apparatus from the end at which 
the air leaves; water content of the differential length of drier, 

Ay; //—the humidity of the drying air at the point y in the drier, and //«,— 
that corresponding to the wet-bulb temperature; — the weight of dry air 
passing through tlie drier per unit time. 

The differential equation expressing the drying mechanism is 

Since all water evaporated goes into the air, the right-hand side of this equa- 
tion, representing as it does the water carried out of the section under con- 
sideration per unit time, must equal that picked up by the air: 

wAH-=^ -f{Q)c{H^-H)aSAy. 

* The fact that H varies only with y is indicated by writing the differ- 
ential coefficients of these variables as AH and Ay; since the moisture Z 
varies only with the differential coefficients of these variables are written 
as dZ and d$. It should be noted this meaning of AH is different from that 
used elsewhere. 
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By intention, 

or, if Jfo “■the hoinidity of the air leaving the drier, at y ""O 

, H„-H mcaSy^ 

an equation which applies at any time 0 in the falling-rate period. 
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Fig. 224. — Relation between ipZ and for intermittent adiabatic driers. 
It is obvious from a water balance that throughout the drying period 
--dZ^{w){Hn-H)de, 


However, from the preceding integral, 

rr TT rr rr i rr TT TT IT --f{(T)r.aSy 

i3o*— « _ ^ 

~~H:-ir 

Since c/cq^Z/Zq^ when the subscripts 0 apply to the condition of the stock 
entering the drier at the time, 6 

[ -f(0) coa SlyZ <^ 

1-e \d6, 

or, if flfDcooSy/wZa is designated by *>, 


or, by integration, 


^0 


-1 - Vtln (1 -e-f^) -In (1 *•)] 




( 27 ) 
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If ^ is need to dangnste tbe function, 

“ -^(In (1 -«“”*)], and i^o« — ^[In (l-e'TP‘*<i)l, 
this equation may be written as, 

(27o) 

It is possible to simplify the term ^ =«/(G)coZ<Sop/a)Zo to/((?)7/ujL, since 
Zo equals the term SayLco. Equation 27o cannot be solved directly for 
W or Z, but can be solved for $, the quantity most frequently sought in 
drier design. Its main use is in calculating the results of experimental 
runs, in which case it is solved for by successive approximation, keeping 
in mind the facts, first, that ^ is in a definite function of <fZ (see Fig. 224), 
and, second, that and ^ must correspond to a ratio of tpZ\t/<pZ^Za/Z. 

Iq all these equations for driers which involve the basic equa- 
tion for drying rate under constant drying conditions, the term 
/(G) represents the .same quantity. Its absolute value will vary 
from material to material, and, in the case of a given material, 
will be lees in any type of drier offering inadequate surface 
exposure. It should be noted that/((?) is independent of the size 
of the drier or the scale of the drying operation. 

The capacity of a drier is proportional to its size, provided 
(1) that the air supply be kept strictly proportional to the 
water to be evaporated, (2) that the mass velocity of the air 
past the material be unchanged, (3) that the wet material be 
dried from the same initial to the same final water content, (4) 
that the average thickness or dimension of the material be con- 
stant, (5) that the temperature and humidity of the initial air 
be kept the same, and finally (6) that the degree of exposure of 
the surface to the drying air be unchanged. If in experimenta- 
tion these conditions are fixed at the values it is desired to realize 
in practice, then the size of a drier of exactly the same tsrpe can 
be calculated by simple proportionality. When, however, any 
one of these conditions is to be different from those obtaining in 
the experiment, or when another type of flow is to be used, 
proportionality no longer holds, and resort must be had to the 
equations. 

As has already been emphasized, the constants for the design 
of drying apparatus must be determined by experimentation 
upon the material itself. In such experiments it is important 
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to have the nature of exposure of the material to the drying air 
similar to that in the apparatus it is proposed to' build. 

CONSTRUCTION OF NaaHP04 l2Ha0 CURVES 

(Fig. 222, page 675) 

The humidities determining curve AB are caleulated from the decom- 
position pressures P* of NaaHP 04 * 12 Hj 0 at various temperatures! and 
from the pressures P© of water at the same temperatiiresj as shown by the 
relationship H «18(P)729(760--P). The results are given in Table 1. 


Table I 


i 

P 

NasHPO.UH^ 

H, 

Per Cent 
Humidity 

H 

Po 

42.2 

4.61 

0.00378 

7.39 

0.00610 

62.0 

61.5 

6.38 

0.00526 

9.69 

0.00800 

66.7 

69.0 

8.84 

0.00730 

12.73 

0.01066 

69.1 

63.1 

10.53 

0.00872 

14.70 

0.01228 

71.0 

68.3 

13.09 

0.01087 

17.66 

0.01470 

73.9 

73.4 

16.19 

0.01350 


0.01764 

76.6 

80.6 

21.58 

0.01814 

26.5 

0.02243 

80.8 


For nomenclature, see page 682. 

In determining curve CP, the humidity of air in equilibrium with the 
saturated solution Ha is calculated as before, and expressed in terms of 
tliat of air saturated at the same temperature. 

The vapor pressures of the saturated solutions at the temperatures of 
saturation, however, have not been determined, and must be obtained indi- 
rectly. The solubilities J, i.e.t the composition of the saturated solution at 
any temperature,! and the pressures Pra© of solutions of varying strength 
at 212®F. ^ are available. Making use of the fact brought out in the dis- 
cussion of Evaporation (page 412) that the relative vapor-pressure lowering 
of any solution not too concentrated is independent of the temperature, 
one can calculate the relative lowering from the data at 212?F. and then 
obtain the pressure at the saturation point p, from the pressure P© of pure 
water at the saturation temperature. These steps are indicated in Table II. 

* All values of pressures are given in millimeters of mercury. 

t Fhowein, 2f. physik, Chem,, 1, 1 (1887). 

t ScHBEL and Hbtjse, Ann, Phydk^ (4), 81, 715-730 (1910). 

§ MxmDEB, Bijdragen tot de geschiedenis van het scheikundig gebonden 
water, Rotterdam (1864). 

^ Tammakn, Mem, Acad, Pekrebutg^ 7 , 35 (1887), 
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Tablb II 


•Mk 

S 


g 

0, 

I 

1 

s 

1 

<c 

1 

1 



Per Cent 
Humidity 


1.9 

3.23 

.426 

4.29 

.02 

4.27 

0.00361 

0.00362 

99.6 

82 

2.6 

4.26 

.559 

4.58 

.03 

4.65 

0.00374 

0.00376 

99.3 

60 

3.9 

6.62 

.871 

9.18 

.08 

9.10 

0.00752 

0.00758 

99.2 

68 

9.3 

15.78 

2.076 

17.41 

.36 

17.05 

0.01426 

0.01454 

98.0 

86 

24.1 

38.2 

5.03 

i 

31.56 

1.69 

29.97 

i 

0.02547 

j 

0.02690 

94.7 


<»deg. F. 

J =gm. of anhydrous salt/lOO gni. of water in saturated 
solution. 

760 -~P 7 ««= vapor-pressure lowering at 42®F., iniii. of nicrcurv. 

100(760 -Ptbo) , , . 

saper cent vapor-pressure lowering. 

Po “pressure pure water, mm. of mercury 

P “‘pressure of solid duodecjahydrate, mm. of mercury. 

/fo“ humidity of saturated air, lb. of water vapor /lb. of dry air. 

H “humidity of air in equilibrium with duodecahydrate. 

P, “pressure of saturated solution, mm. of mercury. 

humidity of air in equilibrium with saturated solution. 

Nomenclature 

At surface area, total exposed and wetted, respectively, 
a “Surface per volume of drier. 

P, C “Constants. 

hf fe' “Constants. 

c, c,v.i Cm, c„ “Concentration of liquid, weight per unit total original 
volume; c corresponds to the position a;, Cav. to 
the integrated average in the stock, Cm to mid- 
plane, Cn to the surface and Cnc to the surface at the 
critical point. 

/)“diffiisivity of liquid, 
d “prefix, indicating differential. 

E, “equilibrium water, weight per unit weight of bone-dry 
stock; E corresponds to the humidity and tem- 
perature of main body of air, and to equilibrium 
with substantially saturated air at the surface 
temperature at the critical point. 

Pirate of feed to a continuous drier, expressed as weight 
of bone-dry stock per unit time. 
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f(P)i f(pj »an empirically determined function of the mass velocity 
of the air. ^ 

G«ma8S velocity of air; 

H,cf absolute humidity, weight per unit weight of bone-dry 
air; H corresponds to the main body of the air. if# 
or Hne to saturation at the surface temperature in 
the constant-rate period and Huf to the wet^bulb 
temperature. 

het ^ = coefficients of heat transfer from air to surface, by con- 
duction and convection and by radiation, respec- 
; tively. 

K drying coeffieiemt, in units of the reciprocal of time, 

A;' -evaporation coefficient, based on humidity difference, 
weight per unit time per unit wetted surface. 

M, N = constants. 

m- weight of bone-dry air per unit of bone-dry stock. 

L « half-thickness before drying starts. 
p = partial pressure of water vapor. 

Q = total weight of bone-dry stock in drier. 
g =« heat-transfer rate. 

Tiy r, —resistances to diffusion of liquid from the interior to 
the surface and resistance to evaporation at the 
surface, respectively. 

S across section of drier. 

!r, Tu Tc, Tn, Tuc — total moisture content, weight per unit weight of bone- 
dry stock; T corresponds to d, Ti to any time in 
the falling-rate period, to a later time, Te to 
the critical point, T, to the surface and T„ to the 
critical value at the surfacic. 

<'=* temperature of air and of surroundings, respectively. 
U — overall coefficient of heat transfer based on the heat 
transferred to the stock and upon the temperature 
difference between air and mid-plane. 

V — volume of drying of apparatus. 

W =«frec water, T'—E, 

tc-rate of flow of bone-dry air through drier, weight per 
unit time. 

X —a dimensionless ratio, equal to D‘0iL^ — {TQ^T)Dp/aL, 
a:— distance from surface into solid. 

dimensionless ratio, equal to (To’^Tx)pD/aL, 
y — distance from air exit. 

Z *= weight of water in stock in drier. 

0 — The term Dp/oJjt having units of \/T. 

Greek Letters 

alpha, rate of evaporation, weight per unit time per unit 
wet surface, in constant-rate period. 

/3»beta, coefficient of surface evaporation. 



684 PBINCIPLES OF CHEMICAL ENGINEERINO 

M * temperature drop from air to stock. 

X»lainbda, latent heat of vaporization, heat units per unit 
weight. 

theta, drying time, length of constant-rate period, a time in- 
terval in the falling-rate period* and total, respectively, 
p «*rho, weight of bone-dry stock per unit original volume. 

^ if “'phi, psi; terms defined on pages 679 and 680. 
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Viscosity of Gases*— The absolute viscosity of a gas may be determmed 
by applying a definite pressure difference at the two ends of a capillary tube 
of known length and diameter and observing the rate of flow, /i being calcu- 
lated from Eqs. 12c (page 81) 
and 3 (page 46). However, it is 
difficult to obtain a long capillary 
tube of uniform diameter. This 
difficulty can be avoided by 
measuring relative viscosity. 

Since the viscosity varies with 
temperature, the determination 
should be carried out at a ccm- 
stant temperature. Figure 226 
shows the viscosity of certain 
gases at various temperatures. 

The viscosity of gases is approxi- 
mately proportional to a positive 
power function of alisolute tem- 
perature. In plotting such data 
on logarithmic paper, it is found 
to fall on very flat curves in most cases, the average slopes varying 
from 0.5 to 1. According to kinetic theory, the viscosity of gases 
should be independent of pressure and directly proportional to the 
square root of the absolute temiierature. Experimental data* show that 
the viscosity of carbon dioxide gas is practically independent of pressures 
from ^ 1 atmosphere, and even at 40 atmospheres pressure it has 
increased by only about 1 8 per cent. How^ever, the exponent of the absolute 
temperature is nearer unity than the value of 0.5 called for by the kinetic 
theory. Additional data may be found in suitable physical-chemical tables, 
and it is customary to tal>ulate the absolute viscosity in e.g.s. units. The 
method of converting these to other units is given on page 690. 

Viscosity of Liquids. — The absolute viscosity of liquids may be determined 
by the use of a capillary tube, by the use of the Mac Michael viscosimeter 
and in other ways. 

In commercial work, the viscosity of a liquid is generally determined by 
measuring the time of efflux of a definite volume through a short tube in an 
apparatus called a viscosimeter. Thus a liqxiid with a viscosity of 80 Say- 
bolt is one requiring 80 sec. to discharge a volume just sufficient to fill the 
chamber of the Saybolt viscosimeter through the nozzle of that instmment 
under the changing though definite head which that instmment gives. 

*Jkans, ** Dynamical Theory of Oases,** Cambridge University Press, 

1904, 



Absolute Temperdtore Degrees Kelvin 

Fig. 225. — Viscoaitios of gases and vapors 
at atmospheric pressure. 
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The pressure drop thrdugh the tube itself is dependent upon the viscosity 
of the liquid, but the entrance and exit losses are practically independent 
of the absolute viscosity; hence the absolute viscosity is not directly propor- 
tional to the time of efflux. 

The relation between the time of efflux d in seconds and the viscosity 
varies for different makes of viscosimeters, and sometimes even for the 
various instruments supplied by a given manufacturer. Such instruments 
are calibrated against liquids of known viscosity. Tlie instillments are 
designed to conform to the following relation: 



Saybolt Universal Viscosimeter: A' =0.0022, B' = 1.8 
Redwood Viscosimeter: A' =0.0026, R' = ].72 
Redwood Admiralty Viscosimeter: A' =0.027, B' =20 
^Engier Viscosimeter: A' =0.00147, R'=3.74, 
where is the viscosity in poises and p' is the density in gm./c.c. The ratio 
p/p is caUed Idiiematic viscosity. An oil liaviug viscosity of 100 Saybolt 
sec. and a specific gravity of 0.# would have a kinematic viscosity of 0.202 sq. 
cm./sec. (or ** Stokes ^0) S'^^d an absolute viscosity of 0.182 poise, or 18.2 
centipoises. Tins empirical equation is satisfactory for streamline flow 
through the Saybolt nozzle. If liquids of low viscosity are used, turbulent 
flow ensues and the equation is inapplicable. For example), it would indicate 
a negative viscosity for a time of discharge less than 28.6 sec. 

In the case of liquids, the viscosity always decreases as the temperature 
rises. Where data at a few temperatures only are available, it is often 
necessary to interpolate and sometimes to extrapolate on the curx’^e of vis- 
cosity vs, temperature, but there is no satisfactory simple equation that can 
be used to predict the viscosity of all liciuids. As shown in Fig. 226, the 
ciirvature is great at some temperatures and little at others. It is well 
known that interpolation and extrapolation are jnost reliable when the data 
can be made to approximate a straight-line relationship. Thus by plotting 
the reciprocal of the viscosity against the temperature, or the logarithm of 
viscosity vs, the reciprocal of the absolute temperature, or the logarithm of 
viscosity vs, the logarithm of the ab.soliite temperature, or the logarithm 
of viscosity rs. the temperature, the curvature is greatly reduced, but non© 
of these methods gives a straight-line relationship in all cases. If one is 
willing to employ three empirical con.stants, good results are often obtained 
with the relation log M“h>g nid-na log based on this relation, 

special coordinate paper, fx vs. t, is available for plotting data for hydro- 
carbons. In some cases, is negligible with t in deg. P.; in such cases log 
is linear in log t. Although the method * illustrated by Fig. 227 has not yet 
been given a thorough test, it is believed that it possesses interesting possi- 
bilities. Here the ordinates are the temperature of the liquid in question, 
while the abscissas are the temperatures at which some standard liquid has 
the same viscosity, and it will be noted that straight lines are obtained for 

♦ A. W. PoETER, Phil, Mag,, 2d> 468 (1912). 
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most of the caeee considered. In this connection it is necessary to have 
data for standard liquids covering various ranges of viscosity, and a group 
of such curves is shown by Fig. 226. It is suggested that the standard liquid 
chosen for a given case be similar to the liquid with which it is being com- 
pared, e*g,f for aqueous solutions use an aqueous solution as the standard 
liquid, etc. 

As already stated, the viscosity of all liquids decreases with rise in tem- 
perature. Tliis fact is of great importance in the pumping of oils. A 
certain crude oil at 120°F. has only one-sixteenth its viscosity at 60°F. 
If the flow is streamline, by pumping at 120®F. the friction loss will be reduced 
to one-sixteenth that at 60°F. If the flow is turbulent, since / varies only 
as approximately the fourth root of /a (see page 78), the friction at 120®F. 
will be one^half that at 60®F. Hence it is seen that the advantage of 


H 

a 

H 

$ 

4 . 


Fia, 227. — Porter’s method for prediction t)f change of liquid viscosity with 

temperature, 

pumping hot instead of <?old is greater if tlie flow is streamline in character 
than if it is turbulent. 

Conversion of Viscosity Units.— In the c.g.s. system, the units for /u are 
gm./(sec.){cm.). Similarly, in the English system, the units of absolute 
viscosity are lb. /(sec.) (ft.). Thus, in order to convert absolute viscosity 
from the c.g.s. to the English system, it is necesstiry to convert gTn./(8ec.) 
(cm.) to lb./(se(i.)(ft.). The fac,tor by which the c.g.s. value must be 
multiplied to convert it to lb. /(sec.) (ft.) is, th(3refore, 30.5/454, or 0.0672. 
For example, the absolute viscosity of winter at 68‘’F. (20®C.) is 0.0101 c.g.s. 
units (sometimes called '^iwlses”) or (0.0101 ) (0.0672) « 0.000679 lb./(sec.) 
(ft,). When the viscosity is expressed in centipoises, this value must be 
multiplied by 0,000672 to convert it to lb. /(sec.) (ft.), and by 2.42 to convert 
it to lb./(hr.)(ft.). 

The method of converting Saybolt seconds to relative viscosity has been 
given on page 688. 
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Tabiai I. — ^ViscoBiTT (Mr Water at Vabiodr TEMraBAimtBB* 
(tvdeg. F., and / »oentipQiae«) , 




t 

m ' 

t 

T ' 

y 

i 


t 

m ' 

32 


74 

0.929 

116 

0.582 

158 




34 

1.73 

76 


118 

0.571 

160 




36 

1.66 

78 

0.887 

120 

0.560 

162 

0.394 

, 204 

0.298 

38 

1.60 

El 

0.861 

122 

0.549 

164 

0.388 


0.204 


1.55 

82 

0.840 

124 

0.539 

166 

0.383 


0.291 

42 

1.49 

84 

0.820 

126 

0.530 

168 

0.377 


0.287 

44 

1.44 

86 


128 

0.520 

170 

0.372 

212 

0.284 

46 

1.40 

88 

0.782 

130 

0.511 

172 




48 

1.36 

90 

0.764 

132 


174 



0.255 


1.31 

92 

0.747 

134 

0.493 

176 

0.357 


0.242 

62 

1,27 

94 

0.731 

136 

0 . 48 $ 

178 

0.352 


0.229 

54 

1.23 

96 

0.716 

138 

0.477 


0.347 


0.218 

56 

1.19 

98 

0.699 

140 

0.470 

182 

0.343 



58 

1.16 

lESl 

0.684 

142 

0.461 

184 



0.199 

00 

1.12 

102 


144 

0.454 

186 

mill 


0.191 

62 

1.09 

104 


146 

0.446 

188 

nil 


0.185 

64 

IBB 

■nin 

0.643 

148 

0.439 


tiB 


0.179 

66 



0.630 

iBiilia 

0.432 

192 

0.321 

320 

0.174 

68 

1.01 



152 

0.425 

194 

0.317 

330 



0.978 



154 

0.419 

196 

Bita 

340 


72 


114 

0.593 


0.412 

198 

HU 




* Condensed from '* International Critical Tables/* Vol. 6 , p. 10, McOraw-HUl Bopk 
Company, Ino., 1929. 
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TaBLB II.— StaKDAJID BmBKSIONS yOE Stani^abd-weighi 
Wbotjght-heon and Stibbi* Pipe 
(Crane Co.) 


Nominal 

in. 

Actual diameters 

Trans- 

verse 

areas 
internal, 
sq. in. 

Nominal 

thickness, 

in. 

Length of pipe 
per sq. ft. 

External, 

in. 

Approxi- 

mate 

internal, 

in. 

External 

surface, 

ft. 

Internal 

surface, 

ft. 

H 

0.405 

0.269 

0.057 

0.068 

9.431 

14.199 

H 

0.640 

mmi 

0.104 

0.088 

7.073 

10.493 

H 

0.676 

IB 

0.191 

0.091 

5.658 

7.747 

a 

0.840 

mxM 


0.109 

4.547 

6.141 

H. 

1.050 

0.824 

0.533 

0.113 

3.637 

4.636 

1 

1.316 


0.864 

0.133 

2.904 

3.641 

m 

1.660 

1.380 

1.495 

0.140 

2.301 

2.767 

m 




0.146 

2.010 

2.372 

2 

2.376 


3.356 

0.154 

1.608 

1.847 

2H 

2.876 

2.469 

4.788 

0.203 

1.328 

1,547 

3 

3.500 

3.068 

7.393 

0.216 

1.091 

1.245 

3H 

4.000 

3.648 

9.886 

0.226 

0.954 

1.076 

4 

4.500 


12.730 

0.237 

0.848 

0.948 

4M 

6.000 

4.506 

15.947 

0.247 

0.763 

0.847 

5 

6.563 

6.047 

20.006 

0.268 

0.680 

[ 0.756 

6 

6.626 


28.891 

0.280 

1 0.676 

0.629 

7 

7.626 

7.023 

38.738 

0.301 

0.500 

0.543 

8 

8.625 


61.161 

0.277 

0.442 

0.473 

8 

8,625 

7.981 


0.322 

0.442 

0.478 

9 

9.625 

8.941 

62.786 

0.342 

0.396 

0.427 

10 


10.192 

81.685 

0.279 

0.365 

0.374 

10 


10.136 


0.307 

0.355 

0.376 

10 


10.020 

78.865 

0.366 

0.355 

0.381* 

11 

B 


95.033 

0.376 

0.326 

0.347 

12 

B 




6.299 

0.315 

12 

lyyi 

HEii 

113.097 

0.376 

0.299 

0.318 






Appmmx 


TaBIiB III.-^ANDAB© COI^^NSBR-TITBIB DaTA* 



♦ Prepared by T. B. Drew, 
t Ip braae, epeoifio gravity** 8.66. 
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Tabi^b IV* — ^Avtoagb Valot of k (Ratio of Spbcific Hbat of Gases 
AND Vapors at Constaot Pressure to Specific Heat at Constant 

Volume) 

k 


Monatomic gases (A, He, Hg) * 1 . 667 

Permanent diatomic gases (Air, O2, Na, Ha, CO) 1 .406 

Hydrochloric acid vapor (HCl) 1.40 

Chlorine vapor (Cla) 1.36 

Carbon dioxide (COa) 1.30 

Sulfur dioxide (SOa) 1.26 

Steam (HaO vapor) 1.28 

Ammonia vapor (NHa) 1.30 

Methane (CH4) 1.31 

Acetylene (CaHa) 1.26 

Ethylene (CaH^) 1.24 

Ethane (CaH«) 1.22 

Carbon bisulfide (CSa) 1.20 

Benaol (CflH«) 1,10 

Ethyl ether (C4H10O) 1.08 


Table V. — ^Thermal Conductivities 
{Main body of table is k in B.t.u./{hr.)(sq. ft.)(deg. F./ft.)] 
A. Metals 


Temperature, deg. F. 

32 

1 




Refer- 

ence 

Aluminum 

117 

n 



1 

1 

(70 Cu, 30 Zn) 

66 

60 

63 

66 

67 

1 

Cast iron 

29 

28 

1 

Copper 

224 

218 

216 

212 

210 

1 

Lead 


20 

19| 

18 

1 

Mercury 

4.8 


3 

Nickel 

36 

34 

33 

32 : 


1 

Nickd aUoy (70 Ni, 28 Cr, 2 Fe) 

mm 


3 

Nickel alloy (62 Ni, 12 Cr, 26 Pe) 

7.8*1 


i 

1 


3 

Silver 

242 

238 




1 

Steel (mild), cold rolled 

26 

26 

26 

23 

1 

Tantalum 

32* 

1 

Tin 

86 

34 

33 



1 

Nickel-chromium steel (18 Ni, 8 Cr) 

‘l6t 

28 


2 

Wrought iron (Swedish) 


32 

30 

m 

1 

Zinc 

65 

64 

62 

50 

L ^ 

64 

3 



* At 68®P* 
t At 626«F^ 
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T/mm V. — ^Tbobkai. CoNDtrcjrmTiBB. — (Cmtinued) 
B. MlSCBI.I.AKBO0e SOUBB 


Substance 

Appar- 

rent 

den- 

sity, 

Ib./cu. 

ft. 

Tem- 

pera- 

ture, 

deg. 

F , 

1 

■ ' 1 

1 

Refer- 

ence 

Asbestos 

36 

32 

0.08? 

3 


36 

752 

0.13 

3 

Asbestos board 

120 

m 

0.43 

3 

Aluminum foil (7 air spaces per 2.5 in.) . . 

0.2 

loo 

0.025 

3 

Bricks: 





Building brick 


68 

0.4 

3 

Chrome (82 % CraO« by weight) 

200 

392 

1.8 

3 

Diatomaoeous, natural, across strata, . 

27.7 

400 

0 061 

4 


27.7 

1600 

0.077 

4 

Fire clay (Missouri) 


392 

0.58 

6 



2552 

1.02 

6 

Kaolin insulating brick 

27 

932 

0.16 



27 

2100 

0.26 


Magnesite (85.8 % MgO by weight) . . 

15 S 

400 

2.2 

7 


158 

2200 

1.1 

7 

Silica (93 % Si02 by weight) 

105 

932 j 

0.76 

3 


105 

2012 

0.93 

3 

Silicon carbide brick, recrystalUzed ... 

129 

1112 

10.7 

5 


129 

2562 

6.3 

5 

Carbon, gas 


122 

2.0 

3 

Ceiiieiit, Portland 


186 

0.17 

3 

Coke, petroleum 


212 

3.4 

3 



932 

2.9 

3 

Concrete, stone 



0.5 

3 

Cotton wool 

5 

86 

0.024 

3 

Cork board 

7 

86 

0.023 

8 


10.6 

86 

0.025 

1 8 

Diatomaceops powder, coarse 

20 

loo 

0.036 

4 


20 

1600 

0.082 

1 4 

Moulded pipe covering 

26 

400 

0.051 

4 

With cement, fired 

61.8 

400 

0.16 

4 

Fiber, insulating board 

14.8 

70 

0.028 

3 

Glass, window 



0.3-0. 6 

3 

Hair (cattle) felted 

12 

86 

0.022 

8 


57.6 

32 

1.3 

3 

Kapok 

0.88 

86 

0.02 

3 

Lampblack 

10 

104 

0.038 

3 
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Tablb y. — THXtBMAXi CoNi>tTCTmTi3}8» — {Continued) 
B. MiscuLLANBOuft SoLiPB. — {Cofdinued) 


Substance 

Appar- 

ent 

den- 

sity, 

Ib./cu. 

ft. 

Tem- 

pera- 

ture, 

deg. 

F. 

h 

Refer- 

ence 

Leather, sole 

62.4 


0.092 

8 

Magnesia, 


100 

0.039 

3 



400 

0.046 

3 

Mineral wool 

10 

86 

0.0225 

8 


18 

86 

0.024 

8 

Paper. 



0.076 

3 

Porcelain 



0.6 

8 

Rubber, hard 

74.8 

32 

0.092 

3 

Para 


70 

0.11 

3 

Sand, dry 

94.6 

68 

0.19 

3 

Sawdust 

12 

70 

0.03 

3 

Slate 


201 

0.86 

3 

Snow 

34.7 

I 

0.27 

3 

Wood (across grain): 





Balsa 

7.6 

86 

0.026-0.03 

3 

Oak 

61.6 

.... 

0.12 

6 

Maple/ 

44.7 

122 

0.11 

1 3 

Pine, white 

34.0 

69 

0.10 

3 

White fir 

28.1 

140 

0.062 

1 3 

Wood (parallel to grain): 




I 

Pine 

34.4 

70 

0.2 



C. Gases 


Gas, at 1 atm. 

k at 
32‘’F. 

k at 
212“F. 

Refer- 

ence 

Air 

0.0129 

0 0166 

3 

Carbon dioxide 

0.0079 

0.0110 

3 

Carbon monoxide 

0.0124 

0.0161 

3 

Hydrogen 

0.0917 

0.115 

3 

Methane 

0.0170 

0 . 0242 

3 

Nitrogen 

0.0131 

0,0166 

3 

Oxygen 

0.0134 

0.0172 

3 

Steam 


0.0126 

3 
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TabX/B V.-— Thbrmai^ Coin)tJ<?TnriTi»B; — (CmUmiuisd) 
B, LiiimDs 


Liquid 

k at 
86^F. 

h at 
167®F. 


Ammonia^ at 5 to SO^’F 

0.29 

j 

n 

Amyl alcohol (iso) 

0.086 

0.084 

9 

Butanol (w) 

0,097 

0.094 

9 

Fthanol, 100% 

0.104 

0.100 

9 

Ethyl ether 

0.079 

0.075 

9 

Kerosene 

0.086 

0.081 

9 

Mercury J at 32®F 

4.83 

0.122 

1 

Methanol 

0.119 

9 

Pentane (u) 

0.078 

0.074 

9 

Petroleum ether 

0.075 

0.073 

9 

Petroleum oil 

0.08 

3 

Propanol (iso) 

0,089 

0.088 

9 

Water 

0.347 

0.372 

i 

9 



ReferenceB for Table V 

1* “International Critica^l Table®, “ McGraw-Hill Book Company, Inc., New York, 
1929. 

2. Martin, K. W., Maesachuaetta Inatitute of Technology TKeaM, 1929. 

3. MiBcellaneoue eotirces. 

4. Town«hioni> and Williams, Cham. Met, Eng,^ 39, 219 (1932). 

5. Norton, F. H., “Refractories,” MoQrnw-Hill Book Company, Inc., New York, 1931. 

6. Norton, F. H., J, Amer, Ceram, Soc.t 10, 30 (1927). 

7. WiLKKfl, G. B., J, Amer. Ceram. Soc., 16, 126 (1933). 

8. U, S. Bur, Standards LeUer Giro. 227, Apr. 19, 1927. 

9. Bripqman, P. W., Ptoc, Amer. Aead, Arte 5c»., 69, 141 (1923). 

10. Smith, J. F. D., Jnd, Eng, Chem., 88, 1246 (1930), 

11. Kardos, a. Z., Ver. deut. Ing., 87, 1168 (1933). 

12. Kaye and Hiooins, Proc. Roy. Soc. (London), A117, 469 (1928). 

13. Martin, L. H., and K. C. Lano, Proe. Phys. Soc,, 46, 623 (1933). 


Conversion Factors for Thermal Conductivities.— -The values of k in 
Table V are expressed in B.t.u./(hr.)(sq. ft.) (deg, F./ft.). Conversion 
factors to other units are as follows: 

Multiply by 12 to obtain B.t.u./(hr.)(sq. ft.) (deg. F./in.). 

Multiply by 12 to obtain p,c.u./(hr.)(sq. ft.)(deg. C./in.), 

Multiply by 0.00413 to obtain gm.-caL/(8ec.)08q. cm,)(deg. C./cm ). 
Multiply by 173 to obtain kilo-ergs/ (sec.) (sq. cm.) (deg. C./cm.). 
Multiply by 0.0173 to obtain watt8/(9q. cm.) (deg. C./cm.). 

Multiply by 1.49 to obtain kg.-cal./(hr,)(sq. m.)(deg. C./m.). 




PRINCIPLES OF CHEMICAL ENGINEERING 

Tablb VI.-— VaIiUBB of Cp ( t/k foe Oases at 60 to 
AN t> 1 Atmosphebe Absolute 
(Expressed in Consistent Units) 

HeUum 0.696 

Argon 0.668 

Hydrogen 0.735 

Oxygen 0.736 

Nitrogen 0 . 733 

Air 0.738 

Nitric oxide 0.756 

Carbon monoxide 0 . 776 

Carbon dioxide 0 . 840 

Ethylene 0.800 

Methane 0.781 

Steam, at 300^F. and 1 atmosphere 1.20 



PROBLEMS 

STOICHIOMETRY 

1. In an elcjctrolytic plant the inoist chlorine gas in the pipe line at Sec- 
tion. -A is at a total absolute pressure of 750 mm. of mercuryt and at a 
temperature of 8Q®F., the partial pressure of the water in the - gas being 
10 mm. of mercury. In order to measure the steady rate of flow of the 
gas, 20 Ib.-mols of moist air /hr. are fed into the main at Section B. This air 
is at an absolute pressure of 750 mm, of mercury and at a temperature of 
7()°F,, the partial pressure of water being 19 ram. of mercury. After these 
two streams are thoroughly mixed at Section C, tlie absolute pressure is 
740 mm. of mercury and the temperature is 70°F. Orsat analysis shows 
11.11 mol per cent air (on the dry basis) in the gas at A, and 32.9 mol pt^r 
cent air (on the dry basis) in the mixed gas at C, 

Calculate the pounds of chlorine flowing p<^r hour. 

2. A 31 per cent solution of NaaOOs weighing 5000 lb. is cooled 
slowly to 20®C. The crystals formed during the cooling are sal soda 
(NaaCOa.lOHaO). The .solubility at 20^*0. is 21.5 parts anhydrous salt per 
100 parts of water. During the cooling i>criod the amount of water evapo- 
rated is 5 per cent of the weight of the original solution. What is the 
weight of sal soda crystallized out? 

8. A dry gaseous mixture containing 87 mol per cent CH* and 13 per cent 
CaHo is burned with. air. Orsat analysis of the combustion gas shows 
5.3 per cent CO 2 and no CO. The air enters at 32°F. and normal baroiLi- 
etcr, and the partial pressure of water vapor in the air is 2 mm. of mercury. 

a. Calculate the per cent excess air. 

5. Calculate the cubic feet of flue gfis, at 60()°F. and normal barometer, 
per cul>ic foot of fuel gas measured at standard conditions. 

4. In the operation of a dirigible, the exhaust gases from the gasoline 
engines pass tlurough pipes exposed to cold atmospheric air at 45®P. and 
are cooled to a temperature t such that the weight of water condensed is 
equal to the weight of gasoline burned. The motor fuel is a volatile gasoline 
consisting only of hydrocarbons, and is burned to form exhaust gases having 
the following Orsat analysis: 12.6 per cent CO 2 , 4.2 per cent CO and 83.2 per 
cent N 2 . The air enters the carbureting system at a total absolute pressure 
of 460 mm, of mercury, and the pressure of water vapor in this air 6.4 mm. 
of mercury. 

a. Calculate the temperature t to which the exhaust gases are cooled, if 
at this temperature the residual exhaust gases are saturated with water 
vapor and the total absolute pressure is 460 mm. of mercury. 

5. Calculate the pounds of dry air used per pound of fuel burned. 

5. Pyrites fines are burnt in a HerreschofI burner to form SOj, the latter 
10 be used for conversion to SOa in a sulfuric acid plant. The pyrites con- 
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tain 89.7 per cent FeSj by weight and 10.3 per cent of gangue. The average 
analysis of the burner gas shows 9,32 per cent SOa, 6.93 per cent O* and 
83.75 per cent N 2 , the results being on a volumetric basis. 

0 . Of the sulfur in the pyrites, what percentage was oxidised to SO 3 ? 

5 . Analysis of the cinder shows 5.38 per cent SO3 by weight. Of the 
sulfur fired, what percentage leaves the burner as SOj in the burner gas? 

6 . In a test on an externally fired shaft type of lime kiln, the following 
averaged analyses are obtained: 


Coal fired 
(by weight,) % 

Limestone feed 
(by weight), % 

Stack gases 
(by volume), % 

72.0 C 

90 CaCOs 

32 CO 2 

S.5H 

6 MgOOs 

4 O 2 

8.6 aah 

4 inerts 

64 Nj 

2.0 N 



12.0 0 




Per ton of limestone fed, calculate: 

а. Pounds of coal consumed. 

б. Cubic feet of stack gases, at 740 mm. of mercury and 700®F. 

7. A boiler is fired with a low-grade coal containing 52 per cent C, 8 per 
cent S, 6 per cent N and 19 per cent ash, under such conditions that the 
dry refuse contains 32 per cent combustible matter. This (jomhustible 
matter is composed of 97 per cent C and 3 per cent H. The air enters at 
68®F. and has a partial pressure of H 2 O of 12 mm. of mercury. The barom- 
eter is 758 mm. Great analysis of stack gas gives 8.7 per cent CO^, 
0,9 per cent CO and 10.2 per cent O 2 . Assume tliat all the siilfur goes to 
SO 2 and is analyzed as CO 2 . The stack gases leave at 700*^1', and 725 mm 
absolute pressure. Calculate: 

а. Per cent excess air on basis of fuel burnt. 

б. Per cent excess air on basis of fuel fired. 

c. Complete analysis of fuel. 

d. Cubic feet of air per pound of fuel fired. 

e. Cubic feet of stack gases per pound of fuel fire*d, 

/. Sensible heat in stack gases above 300®P\ per pound of fuel fired, 

8 . A power company operates one group of its boilers on natural gas and 
another group on oil. The analyses of the fuels show 96 per cent CH 4 , 
2 per cent C 2 H 6 and 2 per (^ent CO 2 for the natural gas, and C«Hi. 8 »»for the 
oil. The flue gases from both groups enter the same stack and an Orsat analy- 
sis of this combined flue gas, the sample being taken after mixing is certainly 
complete, shows 10.0 per cent CO 2 , 0.63 per cent CO and 4.55 per cent Oj. 
The barometer is 749 mra. of mercury and the air enters at 40‘’F., saturated 
with water vapor. The stack gases at the point of samplmg are at 450”F, 
and under a draft of 2.8 in. of water. 

Assuming no loss of fuel to smoke, soot, cinders, etc., calculate; 

a. Per cent excess air based on total fuel burned. 
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6, Cubic feet ol etack gases leaving furnace per pound atom of total 
carbon, btirned. 

c. Cubic feet of air entering per pound atom of total carbon burned. 

d. Wbat percentage of the total carbon burned comes from the oil? 

9 . The gases from a producer average 10 per cent CO», 18 per cent CO, 
4 per cent CH4, 21 per cent Hg and 47 per cent Ng, The coal contains 
65 per cent C, 6 per cent moisture, 10 per cent ash, 2 per cent Ng and 1 per 
cent S, The tar produced amounts to 130 lb. per ton of fuel jired, and 
consists of 88 per cent O and 12 per cent H. The coal has a higher heating 
value of 12,500 B.t.u./lb. The air enters at 68®F. with a humidity of 

0.008 lb. of water/lb. of bone-dry air. The producer gas leaves at 575®C., 
with a partial pressure of water of 126 mm. of mercury. The barometer is 
745 rnm. All S is analysed as COg in the producer gas. Calculate; 

a. Cubic feet of gas produced (dry, S.C.) per pound of coal fired. 

b. Pounds of HgO decomposed per pound of total HgO input. 

c. Per cent of the heating value of the fuel that appears as sensible heat 
in the producer gas. 

d. Per cent of the heating value of the fuel that is lost in the tar, assuming 
the heating value of tar to bo equal to that of its components. 

FLOW OF FLUIDS 

1 . Air is flowing at a steady rate of 0.0232 lb. /sec. through a straight tube 
having an inside diameter of 0.902 in. At the first section the air has a 
temperature of 70®F. and is under an absolute pressure of 0,2 atmosphere. 
The tube is electrically heated, and the net input of power, between the first 
and sec^ond sections, is 174 watt-s. The air at the second section is under an 
absolute pressure of 0.1 atmosphere. The average specific heat of the air 
is 0.24 B.t.u./(lb.)(deg. F.). 

Cahnilate the temperature of the air leaving the second section. 

2. In a certain chemical plant the carbonate solution used in the absorp- 
tion tower is pumped continuously from the bottom of the lye storage tank 
through a standard 4-in. steel pipe and thence through the spray head at the 
top of the scrubber. The depth of solution in the storage tank is 5 ft. and 
the vertical distance from tlie bottom of this tank to the spray head is 
105 ft. 

In a test on this equipment the following data were obtained: rate of flow, 
200 IJ. S. gal. /min.; specific gravity of the solution, 1:10; friction drop from 
tank to spray head, 15 ft.-lb. /lb.; gauge pressure on spray head, 5 Ib./sq. in.; 
power input to the pump, 14.0 hp. 

Calculate the efficiency of the pump. 

3 . A sharp-edged circular orifice is to be made to measure water flowing 
at a rate not to exceed 1200 cu. ft. /hr., with a differential head of 10 ft. 
What orifice diameter is required if Di/Ih is made 5/1? 

4 . The water output of a purification plant is measured by the use of a 
standard Venturi meter having a throat 12 in. in diameter. The differential 
head from the upstream section to the throat, measured on a vertical U-tube 
containing mercury and water, is found to be 3.0 in. 
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Calculate the rate of water flow expressed as U. S. gal. /24-hr . day. 

A. Petroleum oil is flowing isothermally through a horizontal pipe line 
having an actual inside diameter of 4.03 ik. A properly made Pitot tube is 
inserted at the center line of the pipe, and its leads are filled with oil and 
attached to a vertical glass U-tube containing both water and oil. The 
diiference in water levels is found to be 3 ft. 

Based on the data given below, calculate the rate of oil flow expressed as 
cubic feet per minute. 

Data . — ^The oil has a specific gravity of 0.900 and a viscosity of 200 Saybolt 
sec. 

6 . A steel pipe having an inside diameter of 13.25 in, is to be designed to 
carry 48,000 bbl. of oU/24-hr. day from a mid-continent field to a refinery 
located 578 miles from the source. The difference in elevation of the two 
ends of the line is negligible. 

0. Calculate the horsepower tlieoretically required to overcome friction 
in the pipe line. 

'6. Since the maximum allowable pressure in any section of the line is 660 
Ib/sq. in., it will l>e necessary to insert additional pumping stations at suit- 
able intervals along the pipe line. What is the smallest number of pumping 
stations required? 

Data and notes . — At the average temperature involved, the oil has an 
absolute viscosity of 60 centipoises and a sfx^cific gravity of 0.87. 

7. A natural gas at OO^^F. is flowing at steady mass rate through a steel 
main having an inside diameter of 12 in. The absolute pressure drops from 
40 to 20 atmospheres in a length of 500 miles of substantially horizontal pipe. 
The gas has an average molecular weight of 17.3 and a viscosity of 0.011 
oeaitipoise. 

Calculate the hourly rate of flow expressed as cu. ft. measured at 60®F. 
and normal barometric pressure. 

FLOW OF HEAT 

1. A horizontal standard 4-in. steel pipe, carrying steam under pressure, 
is insulated with a 2-in. layer of magnesia pipe covering. The average 
temperatures on the inner and outer surfac^es of the insulation are 350 and 
100®F., respectively. 

Estimate the B.t.u, per hour conducted through the covering per 100 ft. 
of pipe. 

2. 45,000 lb. of air /hr. at 60®F. and normal barometer is to be heated to 
ISO^’F. in a tubular heater by means of saturated steam condensing at 
220‘^F. around the tubes. The air is to be blown through a number of 
horizontal cold-drawn steel tubes having an actual inside diameter of 2.00 in., 
arranged in parallel, the tubes being expanded into suitable tube shecjts at 
the two ends of the apparatus. 

Assuming that the mass velocity of the air in the tubes is 7000 lb./(hr.) 
(sq. ft,), calculate (a) the number of tubes in parallel and (h) the length 
of each tube. 

2. A properly designed steam-heated tubular preheater is heating 45,000 
lb. /hr, of air from 70 to 170®F., when using saturated steam at 6 lb. gauge 
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pr^aure. It i» proposed to double tke rate of air flow and, in order to warm 
the air from 70 to ITO'^F., to increase the steam pressure. , , 

а. What steam pressure would be required to meet the new conditions? 

б, Would the present heater, operating under the new conditions, repre^ 
sent a balaneed design? Give reasons for your answer. 

VArOB-PttESSUBK DaTA FOR WaTBE 

19.7 25 3( 

227 240 25i 

4* It is desired to heat 200 Ib./hr. of a mixture of gases of unknown 
specific heat Cp and thermal conductivity k from 100 to 280®F. while flowing 
through a pipe having an inside diameter of 2.07 in., whose imier wall is 
maintained at 300°F. by steam condensing in a jacket having an inside 
diameter of 3.07 in. 

Calculate the tube length required. 

Notes , — ^The viscosity /ut of the mixture of gases is estimated as 
0.03 Ib./Clir.) (ft.), and the Prandtl group Cpix/k is estimated as 1.0. 

6. Consider an adiabatically operated counterflow liquid-to-liquid heat 
ex(!hanger in which the specific heats of the hot and cold liquids are sub- 
stantially constant and the overall coeflficient of heat transfer is constant. 

а. Plot the temperatures of each liquid versus the length of the exchanger, 
for each of the three runs described below. In run 1, the overall temperature 
difference at the hot end is roughly five times that at the cold end. In run 2, 
the overall temperature difference at the cold end is approximately five times 
that at the hot end. In run 3 the overall temperature differeiices are the 
same at both ends. 

h. Give algebraic relations to justify the shapes of the curves for run 2, 

б. A large surface condenser in a power plant was tested at three water 
velocities, both when new (with clean tubes) and after considerable service. 
The results arc tabulated bclow^, as overall coefficients of heat transfer, 
expressed as B.t.u./(hr.) (sq. ft. of outside surface) (deg. F. mean difference 
in temperature from steam to water). 

Using a suitable graphical method (based on the resistance concept), plot 
the data, and determine the following individual coefficients of heat transfer, 
expressed as B.t.u./(hr.) (sq. ft.) (deg. F. difference): 

a. Value of h on the steam side of the clean condenser, expressed per sq. ft. 
of outside surface. 

h. Value of h^kjL for the scale and slime deposited in the dirty tul>e, 
expressed per sq. ft. of inside surface, 

c. Value of k on water side at a water velocity at 4 ft, /sec. 

Data anu Notes 

Clean Dirty 

2.0 4,0 8.0 2.0 4.0 8.0 

367 660 795 293 410 534 


Condition of tiibes 

Water velocity, ft. /sec 

Overall coefficient 


50 

281 


Absolute pressure, Ib./sq. in 
Saturation temperature, °F. 
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The water flows insitje the tubes, which are made of a metal having a 
thermal conductivity of 63 B.t.u./(hr,) (sq. ft.) (deg. F./ft,), and the tube 
has outside and inside diameters of 1.00 and 0.902 in., respectively, 

7.1 In a liquid-to-liquid heat exchanger the hot oil enters at 400®F. and 
leaves at 200°F.; the cold oil enters at 100®F. and leaves at 200®F, Heat 
loss is negligible. Assuming that U is independent of temperature, vrhat 
will be the true mean overall temperature difference from hot to cold oil (a) 
in a counterflow apparatus and (b) in the reversed-ciurreiit apparatus of 
Fig. 44, page X23? What advantage does the latter apparatus have over 
the former? 

8. Air is flowing steadily through a duct whose inner walls are at 600®F. 
A thermocouple, housed in a rusted steel well having an outside diameter of 
1 in., indicates a temperature of 400®F. The mass velocity past the pyrom- 
eter well is 3600 lb./(hr.) (sq. ft.) 

Estimate the true temperature of the air. 

9. A flat slab of rubl)er, 1 in. thick, initially at 70®F., is to be placed 
between two heated steel plates maintained at 280®F. The heating is to be 
discontinued when the temperature at the mid-plane of tiic slab reaches 
270®F. The rubber has a thermal conductivity of 0.092 and a thermal 
diffusivity of 0,0029 ft.^/hr. The thermal resistance from metal to rubber 
may be neglected. 

Calculate (a) the length of the heating period; (b) the temperature of the 
rubber in. from the metal, at the end of the run; (r) the time required 
for the rubber to reach 270®F. at the plane specifit^d in (b). 

10 - An experimental air cooler consists of a horizontal standard H-hi. 
steel pipe, surrounded by a standard 2-iii. steel i>ipe. Water flows through 
the J^-in. pjpe in one direction and hot air flows through the annular space 
in the opposite direction. The outside of the 2-m. pipe is so wcdl insulated 
that heat loss tx) the room juay be neglected. For the gas velocity used, the 
coeffleiept of heat transfer between gas and metal may be taken as 
3 B.t.u./(hr.) (sq. ft.) (deg. F temperature difference). 

At a point where the true temperature of llic air is 4,00''F., and the tem- 
perature of the outside of the J<j-in. pipe is 100‘'F., calculate the instantane- 
ous rate of heat flow expressed as B.t.u./(hr.) (sq. ft. of outside sui-face of the 
pipe). 


FILTRATION AND SEDIMENTATION 

1 . A slurry has been filtered in a loaf-filter press and gave the following 
representative results; 



Minutes ~ Or 

Ou, ft. filtrate = Fy 

Constant-rate period. . . . 

10 

0 to 35.4 

Constant-pressure period 

10 to 35 

o5 . 4 to 86 . 7 


A plot of V} vs. Bt gave a straight lino over the range 10 to 35 min. 
After each filtration operation, the iietJessary period for dumping, cleaning 
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and reafisembling is 15 min. In the above test the pump was running at 
maximum capacity. 

In order to obtain maximum daily eapacity without cha^ng the maxi- 
mum capacity of the pump, how many minutes should be devoted to actual 
hltration in each cycle? How many complete cycles should be run per 
24 hr., and what would be the total filtrate obtained per 24-hr. day? Assume 
that press resistance is negligible. 

2 . At present a leaf filter is run according to the following schedule: 



min. 

Cumulative 
volume of fil- 
trate, cu, ft. 

Constant-rate period 

0 to 53.3 

Oto 80 

Constant-pressure period 

53.3 to 68.3 

80 to 100 


During the constant-pressure portion of the run the square of the cumu- 
lative volume of the filtrate Is linear in time. 

It is proposed to increase the pump capacity to permit doubling the rate 
of filtration in the constant-rate period. It is desired to obtain tnaxtmum 
daily capacity with the large pump, but it is agreed that at no time during 
the run shall the pressure exceed the maxiuium value now used. Time 
required for dumping, cleaning and reassembling will be 15 min. in both 
cases. 

Fill in a table similar to the above so that the operator will know exactly 
what to do in order to obtain maximum daily capacity with the larger pump. 
Calculate (a) the expected daily capacity expressed as cubic feet of filtrate 
per 24 hr. and (h) the percentage increase in capacity obtiiiuod with the 
larger pump. 

8. A filtration department is being dt^signed for an output of 50,000 cu. 
ft. of filtrate /24-hr, day, 300 days per year. For the present it is decided 
to confine the investigation to plate-and-frame type presses, with the under- 
standing that other types will be investigated before final decision is reached. 

For the frame thickness specified, calculate the optimum number of 
presses, the maximum capacity of the pump to be used with each press and 
the square feet of filtering surface per press. 

Data and Notes , — An empty 30-in. by 36-in. press, without plates or 
frames, costs $370 and the additional cost of the plates and frames is at the 
rate of $1.70 per sq. ft. of filtering area, regardless of the width of the 
distance frames. The maximum number of plates and frames accom- 
modated by one empty press or holder depends on the frame thickness as 
show'll in the table ou page 706, 

Annual fixed charges vail be taken as 30 per cent of the combined first 
cost of the holders, plates and frames, and pumps. It is estimated that 
2 hr. will be needed to dismantle, clean and reassemble one press filled with 
plates and 1-in. frames. This w'ork will be done by two men who receive 
an hourly wage of 60 cents each. Of this 2 hr., hr. will be required for 
dismantling and reassembling and IH hr. will be required for cleaning the 
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^ — 

Frame 

thickness, 

in. 

Maximiun num- 
ber of plates 
per press 

Maximum num- 
ber of frames 
per press 

Maximum filter- 
ing area per press, 
sq. ft. 

2 

33 

32 

612 

m 

40 

39 

624 

1 

50 

49 

784 

H 

60 

59 

945 

■ M j 

66 

66 

1040 


49 frames. In general, it will l>e assumed that the time for dismantling and 
reassembling a press will be independent of the numW of frames therein, 
and that the time for cleaning will be proportional to the number of frames. 
Supervision costs will be assunuid independent of the number and size of 
presses. It is proposed that each ruun bo conducted in three stages: firsts a 
constant-rate period in which the filtration rate remains constant until the 
gauge pressure reaches 50 lb. /per sq. in., but to avoid the possibility of 
cloudy filtrate the rate should not exceed 1.5 cu. ft. of filtrate/ (hr.) (sq. ft. 
of filtering area); second^ a constant-pressure period in which the pressure 
remains constant at 50 Ib./sq. in., until the frames are full of cake; third, a 
washing period during which the cake is given a “back-wash'^ with a volume 
of wash water one-fourth that of the total filtrate (U)llected during the filtra- 
tion operation just described. The gauge pressure during washing is also 
to be 50 Ib./sq. in. During the constant-pressure portion of the nm the 
centrifugal pump is still running at constant speed, exce.s8 feed being by- 
pressed back to the suction side of the pump. A number of runs have been 
made on the material to he handled and it is found that the data are satis- 
factorily correlated in the constant-pressure portion of the run by the equa- 
tion du/dd ^k/2u, where u represents cumulative volume of filtrate, in 
cubic feet per square foot of filtering area, $ represents total hours elapsed 
since the beginning of the constant-rate period and k is 3.12. Upon 
filling l-in. frames with cake, 4.5 cu. ft. of filtrate are obtained per square 
foot of filtering area. The (joefficient of compressibility s may be taken as 
0.1. Filtration and washing are to be carried out at room temperature* 
which may be assumed constant. Filter cloth costs 10 cents /sq. ft. of filter- 
ing area and the average life of a cloth is 60 runs. Electric power costs 
1.5 cents /hp,-hr. at the switchboard and the overall efficiency of motor and 
pump will be assumed constant at 45 per cent. The first cost (in dollars) 
of each pump is roughly given by 35 -f 0.27G, where G represents the maxi- 
mum capacity of the pump expressed in gallons per minute. It will be 
assumed that motors cost $50 /hp. of electrical input. 

4 . A laboratory test on a suspension of a solid in a liquid gave the follow- 
ing information: 

Original height of sludge before settling *= 10 in. 

Free-settling rate -0.10 in. per rain. 

Height of sludge at end of free-aettling period »6.5 in* 
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Height of sludge at ei^ of 120 ntin. «p 4.0 in* 

Height of sludge when settled completely » 1*5 in. 

One thousaiid cubic feet of similar sludge is to be settled In a vertical 
cylindrical i^nk, the diameter of which is to equal the depth of the liquid 
suspension in it* Calculate the time that it would take the solid to s^le 
to a height of 20 per cent of the original height of the sludge. 

5 . The following data were obtained on the settling of lime sludge. 

Weight of lime «225 gm. 

Total volume of 2.6-nornial sodium carbonate solution* 2000 c.c* 

Settling tank is 7K in. deep and 5K hi, in diameter. 


Amount of settling in 
inches 

1 


1.55 

2.37 


3.15 

3 85 

■ 

3.45 

3.49 

3.50 

Time in inintites 

0 

2 

4 

6 

8 

10 

12 

D 

16 

18 

20 


If the sludge were to be settled in a continuous thickener, having an 
effective depth of 12 in., calculate the necessary diameter for the following 
conditions. The thickener is to be constructed with its diameter just 
sufficient to allow the smallest of the sludge particles to settle to the bottom, 
when flowing from the center of the tank at the surface to the circumference 
with a water rate of 1000 cu. ft. /min. The water velocity may be assumed 
to be the same at all depths at any given distance from the center of the 
tank. 


EVAPORATION 


1. State the advantages of: 

a. Film-type evaporators over the submerged-tube type. 

h. Submerged-tube evaporators over film type. 

2. What are the methods used, in both design and operation of evapo- 
rators, to offset evils of : 

а. Entrainment? 

h, Frotliing? 

8. o. Define boiling-point raising and state its disadvantages in 
evaporation. 

h. Name causes of boiling-point raising. 

4 . State (o) the advantages of jet condensers over surface condensers, 
and (6) the advantages of surface condensers over jet condensers. 

б. Plot the data given below as suggested by DUhring’s rule and determine 
the boiling point of the solution at an absolute pressure of 739 mm. of 
mercury. 

The following table shows data for an aqueous solution containing 50.3 
per cent by weight of CaCU.* 



82.10 


1 

05 4R| 




112.9 

162.4 



311.6 



‘ Bakba and Waite, MH. Chem, Eng,^ 25| No. 26 (Dec. 28, 1921), 
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6. An aqueous solution is being continuously concentrated in a multiple* 
effeet system of four evaporators connected in series, with parallel flow of 
steam and liquor. The following conditions are normal: steam pressure 
in the coils of the first effect, concentration and temperature of the feed, 
vacuum in the vapor space of the last effect, and concentration of the 
product from the last effect. The condensate from each effect is withdrawn 
from the system. 

а. Assume that the capacity is normal but that the steam consumption 
is abnormally high. State the nature of the trouble and list, in the propfjr 
order, the steps to be taken to remedy the trouble. 

б. Now assume that the steam consumed per lb. of total evaporation is 
normal, but that the capacity is abnormally low. List, in the proper order, 
what steps should be taken to locate and remedy the trouble. 

7. An aqueous solution of sodium salts of organic acids is to be con- 
centrated in a multiple-effect system of evaporators. The liquor is to 
enter the last effect at 170®F. containing 30 per cent solids by weight and the 
steam available for the heating surface in the last effect condenses at 166®F. 
The average production desired is 10,000 gal./24-hr. day of liquor contain- 
ing 40 per cent solids by weight. 

Calculate the necessary square feet of heating surface in this effect. 


Per cent 
solids 

Sp.gr. 

Sp. ht. 

Boiling 

temperature, ®F. 

Overall 
coefficient, U 

30 

1.32 

0,720 

110 

50 

40 

1.45 

0.615 

130 

30 


8. A two-efleet multiple system of evaporators, with parallel flow of 
liquor and vapor, is to be designed to concentrate continuously 20,000 lb. /hr. 
of 5 per cent solution of a colloidal substance to a 25 per cent solution, the 
tem|>erature of the feed being 170®F. It is planned to use saturated steam 
condensing at 220'’F, in the coils of the first effect and a vacuum over the 
boiling solution in the second effect such that the solution will boil at 120°F. 
The condensate from the coils of each effect is withdrawn from the system. 
Making use of the data and assumptions listed below, calculate the following. 

а. Pounds of steam fed per hour to first effect. 

б. Degrees F. boiling temperature in the first effect. 

c. Square feet of heating surface in each effect. 

d. Pounds of water evaporated per hour in the first effect. 

AToics.—Area of heating surface is the same in each effect and heat losses 

to surroundings are negligible. Specific heat of feed liquor is 0.95. 
Neglect boiling-point raising in each effect and assume overall coefficients 
of heat transfer in the first and second effects of 400 and 200 B.t.u./(hr.) 
(sq. ft.) /(deg. F.), respectively. 

9* It is desired to design a two-effect evaporator for the service and condi- 
tions given below, (a) Assuming equal areaa are used in each effect, deter- 
mine the total area required with (1) backward feed and (2) forward feed. 
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(h) Eepe^t part (a) assuming that in eaeh ease the distribution of areas is 
such that the total area is a minimum. Tabulate the eorre^ponding area 
ratios. What is the disadvantage of using unequal areas? 

Data and iV“ote«.-~-Saturated steam at 250®F. is supplied to the coils 
of the high-^prssBure effect, and the vacuum in the other effect is such that 
the liquor boils at 100®F. Boiling-point raising is negligible. To simplify 
the problem it is agreed to neglect changes in sensible heat relative to latent 
heat requirements and to neglect heat losses. The overall coefficients of 
heat transfer are directly proportional to the 0.9 power of the overall tem- 
perature differences, and are inversely proportional to the viscosities: 
U « After passing through one effect, the solution has a i^cosity 

five times that of water at the same temperature, and the viscosity of the 
product is 100 times the viscosity of water at the temperature of the product. 

ABSORPTION AND KXTRAfcTIOK 

t. HCl gas diffuses across a film of air 0.1 in. thick at 20®C. 'liie partial 
pressures of HCl on one side of tlie film is 0.08 atmosphere and zero on the 
other. Estimate the rate of diffusion, os gm. mols of HCl/(soc.) (sq. cm.), 
if the total pressure is (a) 10 atmospheres, (b) 1 atmosphere, (c) 0.1 atmos- 
phere. The diffiisivity of HCl in air at 20‘‘C. and 1 atmosphere is 0.146 
cm. ’/sec. 

2 . A gas containing 8 mol per cent HCl is being scrubbed with water at 
20°C. under such conditions that the effective gas-film thickness is 0.1 cm. 

a. If the concentration in the water is such that the partial pressure of the 
HCl is negligible at the interface, estimate the rate of absorption of HCl, 
as gm. inols/(8ec.) (sq. cm.) (1) at 10 atmospheres and (2) at 0.1 atmosphere. 

h. Repeat (a) for a partial pressure of HCl at the interface equal to 0.06 
atmosphere. 

3. Water was evaporated in a wotted-wall tower 2.67 cm. in diameter and 
117 cm. long. The water entered at the top with a temperature of 66.2®C., 
and left the bottom at a temperature of 48.5®C. The air entered at a rate 
of 120 gm./min. and its temperature w^as substantially constant at 60®C.; 
the total pressure was 520 mm. Hg. absolute. The rate of evaporation was 
13.1 c.c./min. and the inlet humidity was 0.001 lb. /lb, of bone-dry air. 
The diffusivity of water vapor through air is 0.263 cm.’/sec, at 1 atmosphere 
and SO'^C. 

a. Estimate the effective gtxs-film thickness under the above flow 
conditions. 

h. Compare this effective film thickness with that calculated from heat- 
transfer Eq. 11, page 111, under the same conditions of temperature, 
pressure and rate of air flow, but with nojiquid flow. 

c. Estimate the effective film thickness from the equation for wetted-wall 
towers, page 504. 

4. A wetted-wall column operating at 820 mm. of mercury absolute was 
supplied with air at a rate of 100 gm./min. The liquid vaporized was 
n-butyl alcohol, which was supplied at such a temperature that the mean 
driving force is 24.4 mm. of mercury and the mean inert pressure was 
799 ram. The specific gravity of the liquid was 0.807. Under th&e condi- 
tions the rate of evaporation of n-butyl alcohol was 6.9 c.c./min. 
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ilie stoe apparatus was used to evaporate water with an air rate tA 
420 gm./min* at a total pressure of 518 mm. of mercury absolute. 
mean driving force was 62,5 mm., and the calculated mean inert pressure 
was 449 mm. Estimate the rate of evaporation of water imder these 
conditions. 

NoU * — ^The diffusivity of water vapor through air may be taken as equal 
to three times the diffusivity of w^butyl alcohol vapor through air at the 
same temperature and total pressure. 

5* Air containing 20 mol per cent ammonia is being trented with water 
in a packed tower, and under plant conditions gives the following data: 
rate of water flow is 20 lb./(min.) (sq. ft. of tower cross section) and of the 
inflowing gas is 4 lb,/(min.) (sq. ft. of tower cross section); the total pressure 
is 3 atmospheres and the temperature is maintained at 35®C. throughout 
the tower by means of cooling coils; under these conditions 96 per cent of the 
ammonia in the incoming gas is absorbed. Assuming that the average 
effective film thickness is unchanged and that the temperature, pressure 
and i^ates of water and incoming gas, and wetted area per unit volume of 
tower are all constant, how much taller should the tower be made if it is 
desired to absorb 99 per cent of the ammonia in the incoming gas? Henry’s 
law may bo assmned to apply to the solutions involved. 

6. A mixture of benzene vaj)or and flue gas contains 12.7 mol per cent 
benzene, and is to be scrubbed continuously in a packed lower operated at 
atmospheric pressure and at 43‘’C. The tower is to be designed to treat 
36,000 cu. ft. /hr. of entering gas, and the outlet gas is to contain 1.5 mol per 
cent benzene. The mineral oil entering at the top will contain 1.0 mol per 
cent benzene and will be supplied at the rate of 28 lb. mols per hour. The 
solution of benzene in oil may be assumed to follow KrouH’s law, and the 
vapor pressure of pure benzene at 43®C. is 0,263 atm. It is agreed that the 
maximum allowable superficial velocity of the gas-vapor mixture is I ft. /sec. 

Calculate the height of tower required, assuming that the height of one 
transfer unit is 2 ft. 

7. The purge gases from a synthetic ammonia plant contain 4 per cent 
ammonia by volume and 96 per cent hydrogen, nitrogen, argon and other 
inerts. This gas is to be scrubbed at 5 atmospheres pressure with water in a 
bubble-plate tower maintained at 68°F. by cooling c^ils. With water and 
inert gas rates of 0.88 and 4.0 lb. /(min.) (sq. ft, of tower cross section), 
respectively, how many theoretical plates will be required to produce a 
solution containing 13 per cent ammonia by weight? The average molec- 
ular weight of the inert gas is 21. 

DaJUi, — The following table gives the equilibrium partial pressures of 
ammonia solutions at 68°F. 


Partial pressure NHa, mm. mercury. 

12.0 

18.2 

7 

50.0 

69.6 

Grams of NH« per 100 gm. of water 

2.0 

3.0 


7.5 

10 


$• It is desired to estimate the height of a packed tower necessary to 
carry out the same absorption as in Problem 7. All operating conditions 
will be the same and the tower packing is to be broken quartz, (a) 
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Using the data of Table I, page 501^ ^vhat is the necvssary height of 
tower? (5) Under these oondLtiona what is the average H.E*T.P, for this 
packing? (c) What is the average H.T.U^? ■ 

0. The gas from a Mannheim furnace contains 25 per cent HCl and 75 per 
cent Oa, N*, CO*, CO and other inerts. This gas is scrubbed at atmospheric 
pressure and the temperature maintained at 20®O. The tower is producing 
an acid containing 36 per Cent HCi by weight, with an HOI recovery cf 
99 per cent. Estimate the number of theoretical plates to which the tower 
is equivalent. 

Doto.-^At 20®C. : 



10. Fifty parts of copperas and lime i)er million parts of dye-house 
effluent removes 60 per cent of the color. How much will be required to 
reduce the color to 5 per cent, if n* 8.5? 

11. Cotton is piled loosely in a steel chamber which is gradually evacuated 
to 20 mm. of mercury absolute pressure. The cotton charged at 24 ®C. 
contains 4.77 per cent of moisture (wet basis) and as piled contains 0.8 lb. 
of water-free cotton/cu. ft. The barometer is 760 mm., the specific gravity 
of the dry cotton is 1.48 and the heat capacity of the cotton is sufficient to 
prevent appreciable change in temperature during evacuation. 

Calculate the ultimate moisture content of the cotton (wet basis) after 
evacuation. 

Data . — At 24®C. cotton containing 5.00 per cent of moisture (dry basis) 
is in equilibrium with air containing 8.3 mm. of water vapor, and cotton 
containing 2.00 per cent of water (dry basis) is in equilibrium w'ith air con- 
taining 1.65 mm. of water vapor. 


DISTILLATION 

1. For mixtures of heptane and octane, construct the following plots, 
all on one sheet. Assume that the laws of Raoult and Dalton apply. 

а. Equilibrium diagram, for constant pressure of 1 atmosphere, plotted 
with mol fraction of heptane in the vapor, as ordinates versus a;, mol 
fraction of heptane in the liquid, as abscissas. 

б. The boiling point as ordinates versus x, 

c. Relative volatility a versus x. * 

d. Curve of versus x computed from the equation on page 526, using 
the average value of a. 

e. Plot weight fraction of heptane in thc vapor as ordinates versus the 
weight fraction of heptane in the liquid c, assuming the molecular weight of 
each component is the same in both the liquid and vapor. 

Data: 

Vapor Pressttres in Millimeters of Mebcitry 











712 PBINCIPIES OF CHMMrCAL EmiNEERim 

8 . An equimolal mixture of benzene and toluene is subjected to a sim|de 
batch distillation at atmospheric pressure. For the purpose of this problem 
assume IX » 2. 55. 

a. If the distillation is discontinued when the mols of distillate amount to 
60 per cent of the mols chargedi calculate: 

1. The concentration of the distillate. 

2. The concentration of the liquid left in the still, 

3. The amount of benzene in the distillate, expressed as a percentage 
of the amount of benzene in the charge. 

b. If the distillation be discontinued when 60 per cent of the original ben- 
zene is in the distillate, calculate: 

1. Repeat (o-l). 

2. Repeat (a-2). 

3. Tlie mols of distillate, expressed as a percentage of the mols of jthe 
charge. 

8« A liquid under pressure containing 50 mol per cent benzene and 50 mol 
per cent toluene is continuously throttled to a pressure of 1 atmosphere. 
The temperature after throttling is found to be 96.5°C. 

а. What per cent of the mixture is vapor after the throttle valve? 

б. If the pressure before throttling was sufficiently high, so that no vapor 
was present, what was the temperature of this liquid before throttling? 

Data: 


Vapob Prbssukes in Millimeters of Mercury 


Temperature, 

90 

94.0 

96.5 

99.2 

Vapor pressure of benzene 

1008 

1148 

1211 

1308 

Vapor pressure of toluene 

404 

469 

499 

543 



The aversq^e molal heat capacity of the liquid is 36 gm. cal./(gm. mol) 
(deg. C.) and the latent heat of vaporization of the liquid at 96.5®C. may 
be taken as 7100 gm. cal,/gm. mol. Assume adiabatic operation of the 
throttling valve, and that no heat is conducted across the valve. Neglect 
kinetic energy changes. 

4 . Stearic acid is to be steam distilled at 200®C. in a direct-fired still, 
heat-jacketed to prevent condensation. Steam is introduced into the 
molten acid in small bubbles and the vapor leaving the still has a partial 
pressure of acid equal to 70 per cent of the vapor pressure of pure stearic 
acid at 200^0. 

Plot the pounds of acid distilled per pound of steam added as a function 
of the total pressure for pressures rangimr from 760 down to 25 min. of 
mercury absolute, 

Notm , — At 200®C. the vapor of stearic acid is 3 mm. of mercury. 

5 . It is proposed to distill continuously a solution containing 10 mol per 
cent ammonia and 90 mol per cent water to produce a distillate containing 
28 mol per cent ammonia. Per 100 mols of feed, calculate the mols of 
distillate obtainable by each of the two processes described below. 

a. Continuous simple distillation without reflux. 
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K Cbntixiiious distillation in a stiipping column containing one perfect 
bubble^ap plate and a stilL 

Data and Notes , — In each case the feed enters as liquid at th4 boiling point» 
the still is heated by steam condensing in a closed steam coil, and residue is 
continuously withdrawn from the still. At equilibrium the mol fraction pf 
ammonia in the vapor is 6.3 times that in the liquid; *6*3a:. 

6 . A liquid mixture containing equal mols of benzene and water is heated 
to X10*’O. Calculate the total pressure and composition of the equilibrium 
vapor. 

Data: 


Vapor Pressures in Millimeters op Mercury 


Temperature, ®C 


70 

$0 

90 

100 


120 

Benzene 

• • . 

640 

756 

1008 

1338 


2215 

Toluene 

139 

206 

287 

404 

/6S7 


900 

Water 

149 

234 

355 

526 

i 



1490 


7. A vapor containing 80 mol per cent benzene and 20 mol per cent water 
at 120®C. is cooled slowly at a total pressure of 1 atmosphere. 

a. What is the composition of the first condensate? 

h. Plot the temperature and the compositions of the unoondensed vapor 
and condensate as a function of the per cent of the original mixture that is 
condensed. 

Note. — See Problem 6 for data. 

8. Repeat Problem 7 for a vapor containing 20 mol per cent toluene, 
60 mol per cent benzene and 20 mol per cent water. See Problem 6 for data. 

9. A continuous rectifying column is operating with a total condenser and 
a still heated by indirect steam (no live steam is blown into the column); 
the feed enters as liquid properly preheated. Make the usual simplifying 
assumptions leading to the constancy of molal overflow except as affected 
by the introduction of the feed itself. 

а. Derive the equation of the enriching line. 

б. Derive the eqtiation of the stripping line. 

c. Prove that tliese two operating lines intersect at x 

d. Prove that the enriching line intersects the diagonal at Xe, 

e. Prove that the stripping line intersects the diagonal at Xv>. 

/. I^rove that the miiiim\im ratio of reflux to vapor in the enriching sec- 
tion, 0„+i/F» equals [Xe—y/)/{xe—Xf). 

g. Explain why an infinite number of plates is required when using this 

minimum ratio of reflux to vapor. c 

h. When, in the enriching section, the /atio of reflux to vapor is Unity, 
show that the operating line coincides with the diagonal. 

10 . It is desired to design a plate type of rectifying column to produce 
continuously a distillate containing 96 mol per cent benzene and a residue 
containing 6 mol per cent of benzene. The feed contains 50 mol per cent 
l>enzene and 50 mol per cent toluene, and will be introduced, as liquid at the 
Imiling point, on the proper plate. The feed rate is to be 1 760 lb. mols /24 hr. 
Vapors will be generated in a steam-heated still attached to the base of the 
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column, and residue is to be withdrawn continuously from the still. The 
column is to be operated at normal atmospheric pressure with a total con- 
denser, hot reflux returning to the top plate. 

Jlef erring to the data and notes given below, calculate: 

а. Minimum reflux ratio in the enriching section. 

б. Minimum number of theoretical plates corresponding to infinite reflux 
ratio^ 0/P. 

c. For a reflux ratio (0/P) 1.26 times the minimum, estimate: 

1. Inside diameter of the rectifying column, expressed in feet, 

2. Number of actual plates required. 

3. Location of the feed plate. 

Daia and Notes , — It is agreed that the superficial velocity of the vapor 
at the top of the column should not exceed 2 ft. /sec. The overall plate 
efficiency may be taken as 60 per cent. Raoult^s and Dalton ^s laws may be 
assumed to apply to all mixtures under consideration. See Problem 6 for 
vapor-pressure data, 

11. Repeat Problem 10 for the case where the feed enters as an equilibrium 
nuxture containing 50 mol per cent vapor and 50 mol per cent liquid. 

12* Oxygen Column . — ^Liquid air is fed to the top of a bubhle-plaicj strip- 
ping column operated at substantially atmosphc^ric pressure. Sixty per 
cent of the oxygen in tlie feed is to be drawn off in the vapor from the still, 
and this vapor is to contain 0.2 mol per cent of nitrogen. Based on the 
assumption and data given below, calculate: 

a. The mol per cent of nitrogen in the crude nitrogen vapor leaving the 
top plate. 

b. The mols of vapor generated in the stUl per 100 mols of feed. 

c. The number of theoretical plates required. 

Notes . — ^To simplify the problem, assume that the molal overflow is 
constant throughout the column, and is equal to the mols of feed. Liquid 
air contains 20.9 mol per cent of oxygen and 79.1 mol per cent of nitrogen. 
The equilibrium data* for atmospheric pressure arc shown below. 

Temperature, Mol per cent N* I Mol per cent Na 


®Kelvin in liquid in vapor 


100.00 100.00 

90.00 97.17 

79.00 93.62 

70.00 90.31 




82.54 40.00 73.50 
83.94 30.00 64.05 
85.62 20.00 50.81 
87.67 10.00 31.00 
90.17 0.00 0.00 


Dodge. CAem. Mtt. Eng., 86, 622 (1928). 
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Nitrogen Co2iimn.— liquid air is fed at an mtemediate point between 
the top and bottom plates of a bubble-plate column operated at substan- 
tially atmospheric pressure. The vapor leaving the top bf 'th^ enridimg 
section is to contain 99.8 mol per cent of nitrogen. In this case no vapor is 
drawn oif from the still, but liquid is drawn off from the still attached to the 
bottom of the stripping section. This liquid is evaporated in the jacket of 
a reflux condenser just above the top of the enriching section. 

With an infinite number of perfect plates available, w*hat would be the 
concentration of oxygen in the liquid drawn off from thd still? Under these 
conditions, what is the corresponding percentage recovery of nitrogen ? 

14. A rectifying column containing the equivalent of two perfect bubble 
plates is to be supplied continuously with a feed containing 0.1 mol per cent 
of ammonia and 99.9 mol per cent of steam. Before entering the column 
the feed is converted wholly into vapor and enters l>etween the two perfect 
plates. The vapors from the top plate (2) enter the top of a total condenser. 
Part of the hot condensate is fed to the top plate as reflux, and the rest is 
continuously withdrawn as overhead distillate. The liquid from the bottom 
plate (1) overflows to a direcMired still, the vapor so generated rising to the 
base of the column and the liquid residue being withdrawn continuously 
from the still. Per mol of. external feed, 0.60 mol of vapor is generated in 
the still and 1.3 mols of reflux return t-o the top plate. Over the entire 
range of concentrations involved, the equilibrium mol fraction of ammonia 
in the vapor is 12.6 times the mol fraction of ammonia in the liquid, 
2 /"^= 12.6a;. Calculate the mol fraction of anmiouia in: 

a. The residue, or bottoms from the still. 

h. The overhead distillate, or product. 

c. The liquid overflowing from plate 1. 

d. The liquid overflowing from plate 2. 

16. A plant has a batch of 100 mols of a mixture confeining 20 mol per 
cent of benzene and 80 mol per cent of chlorbenzene, and it is desired to 
re(?tify this mixture at Jitmosphcric pressure to obtain bottoms containing 
only 0.1 mol per cent of benzene. It is agreed to assume that the relative 
volatility is constant at 4.13. There is available a suitable still and column, 
the latter containing the equivalent of four perfect plates. The run is to bo 
made at total reflux. While the steady state is being approached, a finite 
amount of distillate is held in the reflux trap. When the steady state is 
reached and the bottoms contain 0. 1 mol per cent of benzene, the contents 
of the trap are drawn olT and the desired fraction is removed from the still. 

What yield of bottoms of the specified purity can be obtained by the 
above procedure with the available equipment? For these preliminary 
calculations it is agreed to neglect the hold-up of the column compared 
that of the still and reflux trap. 

16. An extraction plant for the solvent treating of lubricating oil is 
operating with anhydrous phenol as a solvent. The phenol is recovered 
from the extract and raffinate by steam stripping, and the phenol-w’ator 
distillate is cooled to 20®C. and separates into two layers. It is desired to 
recover the phenol from the two layers in an essentially anhydrous condi- 
tion. It is proposed to carry out the separation in a two- tower stripping 
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/system* The water layer f mm the separator is preheated and fed to the top 
plate of tower 1 and this tower strips phenol from the watter. The phenol 
layer from the separator is preheated and fed to the top plate of tower 2 and 
this tower strips water from phenol. The top vapors from both towttrs 
are sent to a common condenser and cooled at 20®C, ; the aqueous layer of 
the condensed distillate is preheated and added to the feed of tower 1 and the 
phenol layer of the condensed distillate is preheated and added to the feed 
of the second column. Column 1 is to be operatcsd so that not over 6.5 per 
cent of the phenol entering this tower is lost in the residue, and the phenol 
residue from column 2 is to be 99.9 weight per cent phenol. Both columns 
will be operated at atmospheric pressure, and the usual simplifying assump- 
tions will be made. The stills will be heated by closed steam coils. 

a. Estimate the number of theoretical plates that should be used in 
column 1 if 25 per cent more vapor than the minimum vapor for infinite 
plates is used. 

5. If 26 per cent more vapor than the minimum vapor for infinite plates 
is used In column 2, estimate the number of theoretical plates that should 
be employed. 

Doto. — At 20®C. water saturated with phenol contains 1.68 mol per cent 
phenol and the phenol layer contains 33.1 mol per cent phenol. The 
critical solution temperature for the mixture is 66.6°C. 


Phbnol-wateb Equilibkium Data* 

Mol fraction of phenol at atmospheric pressure 


X in liquid 

in vapor 

X in liquid 

y* in vapor 

0 

0 

0.10 

0.029 

0.001 

0.002 

0.20 

0.032 

0.002 

0.004 

0.30 

0.038 

0.004 

0.0072 

0.40 

0.048 

0 006 

0.0098 

0.50 

0.066 

0.008 

0.012 

0.60 

0.090 

0 010 

0.0138 

0.70 

0.15 

0 015 

0.0172 

0.80 

0.27 

0 017 

0.0182 

0.85 

0.37 

0.018 

0.0186 

0.90 

0.55 

0.019 

0.0191 

0.95 

i 0.77 

0.020 

0.0195 

1.00 

i 1.0 


* Data from H. D. Sims, Sc. D. Thenis, Massachusetts Institute of Technology, 1U33. 


17 . A mixture of benzene, toluene and xylene is being continuously 
rectified at normal atmospheric pressure in a bubble-plate column, attached 
to a direct-fired still. In the lower part of the stripping section there are 
1,092 mols of overflow per mol of vapor. The analysis of the bottoms shows 

* With the exception of its own reflux. 
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1.76 mol per cent of benzene, 62.14 mol pi^ cent of tolnene ftii4 S6,10 mol 
per cent of xylene. Vapor pressure arc given below* Calouljite: 

o. Temperatuie of the liquid in the etiU; 

6. Analysis of the liquid on the first plate above the still* 

Daia: 


Vapor Prbssxtrb m Millimbters of MEROtmT 


Temperature, 

120 

118 


116 

113 

Benzene. . 

2215 

2138 


1983 

1895 

Toluene 

090 

920 

895 

860^ 

805 

Xylene 

450 

420 

406 


365 


Am CONDITIONING AND DRYING 

1 . Using vapor-pressure data from steam tables and assuming normal 
barometer, calculate 

o. ‘‘Hiunidity*’ of air saturated at 130®F. 

&. ‘‘Saturated volume*' of air saturated at 130®F., assuming the perfect 
gas law. 

c. Factor necessary to convert (by multiplication) “per cent relative 
humidity** to “per cent absolute humidity,** for air having 50 per cent 
“relative humidity** at 130®F. 

d. The adiabatic saturation temperature and the wet-bulb temperature 
for air having a dew point of 56®F. and a dry-bulb temperature of 130®F. 

Tabulate with the figures just calculated, the values read from Fig. 183. 

2. Air of 60 per cent relative humidity at 70°F. is preheated in a hot-blast 
heater to 1 60®F. Tabulate the wet-bulb temperature and per cent relative 
humidity before and after preheating. 

3. A drier is to be designed to reduce the water content of a certain 

material from 180 to 10 per cent (dry basis). The available air is at 70®F. 
and has an absolute humidity of 0.010. In order to produce the desired 
drying conditions, the air entering the drier is to have a temperature of 
120°F. and a humidity of 0.010 lb. of water/lb. of dry air, and the exit air 
will leave at 110°F. with 70 per cent relative humidity. On the basis of 
1000 lb. of product/hr., and neglecting the heat capacity of the bone-dry 
stock, calculate: ^ 

a. Air entering preheater, as cu. ft. /min. 

b. Air entering the drier, as cu. ft, /min. 

c. B.t.u. per hour to be supplied by the preheater. 

d. B.t.u. pet hour to be supplied by thciheating surface within the drier. 

Total B.t.u. consumed per pound of evaporation. 

/. Tabulate temperature of the “dry bulb,** “wet bulb** and “dew point** 
for the air entering the preheater, the air entering the drier and the air 
leaving the drier. 

4 . Twenty thousand cubic feet of air per minute are to be cooled from 
90 to 72^F. by the use of a horizontal-spray-type humidifier, employing 
oounterflow of air and water. The air has an initial humidity of 0.01 1 lb. 
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of water vapox/lb- of dry air. The unevaporated water collects inside the 
apparatus, to be recirculated to the spray noisssle^, and “make-up'^ water at 
?0®F* is fed to the pump. 

Based on data given below, calculate: 

а. Cross section of spray chamber, in sq. ft. 

б, Pounds of water sprayed per hour. 

c. Pounds of make-up water required per hour, 

d. Length of spray chamber, in ft. 

e. Humidity of air letiving the chamber, as lb. of water vapor /lb. of dry 
air. 

Xkita and Notes , — ^The spray chamber will operate substantially adia- 
batically, and nonnal barometric prc^ssure pre^"ails within the apparatus. 
When spraying 1200 lb. of water/{hr.) (sq. ft. of cross section of the spray 
chamber), and employing an air rate of 2400 lb. of dry air/ (hr.) (sq. ft. of 
cross section), test data show that the overall coefficient of heat transfer, 
f/a, is 00 B.t.u./(hr.) (deg. F. mean difference) (cu. ft. of spray chamber). 

5 . tt is desired to design a coke-packed dehumiclifier to cool 2000 cu. ft. 
of saturated air /min. from 130 to 65®F. The operation is to be conducted 
at normal barometric pressure. Cooling water is available at 55 ®F., and 
will be permitted to rise to 110“F. It is agreed to use a gas velocity of 
1200 lb, of dry air /(hr.) (sq. ft. of total cross section). Since it is desired 
to use the data of page 610, tlui water velocity must be at least 1150 lb./(hr.) 
(sq. ft, of total cross section). 

Calculate the h(4ght and diameter of tower required, and the weight of 
cooling water per hour. 

6. A cooling tower 2200 cu. ft. in volume gave on test the following data: 

Temperature of water entering the top ~ 105‘’F. 

Temperature of water leaving the bottom — 84.7°F. 

Temperature of air entering the bottom =71”F. 

Temperature of air leaving the top =90®F. 

Humidity of the air entering the bottom = 0.0002. 

Humidity of the air leaving the top =0.0295. 

Volume of air entering the tower = 55,900 cu. ft. /min. 

Volume of water entering =707 gal. /min. 

If the temperature of the entering air were to rise to 100®F. wit h its abso- 
lute humidity remaining unchanged, which might happen betwe<?n morning 
and noon of a summer day, the weight of air and water remaining the same 
as before, to what temperature would the water be cooled? 

7. A wet solid is dried from 36 to 8 per cent moisture in 5 hr., under 
constant drying conditions. Tlie critical moisture is 14 per cent and the 
equilibrium moisture is 4 per cent. All moisture contents are reported as 
per cent on the dry basis, i.e., parts by weight of water per 100 parts by 
weight of *Twne-dry” solid. 

Calculate how much longer would be required, under the same drying 
conditions, to dry from 8 to 5.5 per cent water on a dry basis. 

8. A continuous, countercurrent, adiabatic rotary drier is being designed 
for the production of 500 lb. /hr. of a product containing 2 per cent moisture 
from wet crystals containing 30 per cent moisture, wet basis. The air 
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entering the drier will have a dry-bulb temperature of 230®F, and a wet-bulb 
temperature of 102*'F., and the air leaving the drier will be at A temperature 
of li5*F. Because of the small size of the crystals, the highe$t allowable 
air velocity is 10 lb. /(min. of bone-dry air) (sq. ft, of cross section), 
a. Calculate the poimds of bone-dry air required per minute. 

6* Calculate the cross-sectional area of the drier, in sq. ft. 

9. In order to dry continuously a sheet material from 100 to 50 per cerit 
water on the '^dry basis/' it is proposed to employ an ^abatic drier of the 
tunnel type. The critical moisture is 40 per cent on the dry basis while the 
equilibrium moisture is 6 per cent on the dry basis. The sheets average 
6 ft. by 2 ft. by in. thick, and are to be dried from both sides. ®ie wet 
sheets w^eigh 15 lb. each. The air, with a wet-bulb temperature of 80®F.^ 
is to enter at 133'^P. and leave at 90®F. The air is to flow parallel to the 
faces of the sheets, at an average velocity of 3600 lb. /(hr.) (sq. ft. of free 
aiea between sheets), giving a coefficient of heat trammer of 4 B.t.u./(hr.) 
(sq. ft) (deg. F.). 

a. Calculate the required drying time, expressed in hours. 
h. Assuming that the free area for ah flow between each pair , of parallel 
sheets is 6 ft. by ft, calculate the pounds per hour of dry air reauired, 
and the number of sheets over which the air flows in sericb. 




INDEX 


A 

Absolute pressure^ 6 

Absolute temperature, c^tigrade, 9 
Fahrenheit, 5 

Absorption, allowable velocity in, 
492 

apparatus for, 462-463 
(See also Towers) 
bibliography, 513 
both ^ms controlling, 462, 484- 
487 

capacity coeflficients, correlation 
of, with heat transfer, 608 
diameter of tower, effect on, 504 
gas velocity, effect on, 499-606 
individual, 464-456, 499-505 
liquor velocity, effect on, 499- 
605 

mass velocity, effect on, 600- 
505 

molecular weight as affecting, 
446, 460, 604-505 
overall, 451-454, 499-605 
temperature, effect on, 430, 455 
viscosity, effect on, 499-506 
diagrams, 452-454, 475-490 
diffusivity, 444-460 
drying by, 616 
effect of solubility, 451, 454 
equations, for point conditions, 
442-464 

for variable conditions, 472-509 
equilibria, 428, 431-442 

approach from both sides, 432 
classification of, 432 
Pick’s law in, 432 
film theory of, 449-466 
gas controlling, 452, 482-484 
graphical solution of problems in, 
474-491 


Absorption, heat effects in, 491 
Henry’s law in, 433, 461, 4S6-487 
liquid film controlling, 4^2, 481 
logarithmic mean, in, 48# 
mass velocity hi, 600-605 
mechanism 449-451 
multicomponent, 496 
nomenclature, for point conditions, 
458-459 

for variable conditions, 512-513 
of air by water, 433 
of ammonia by water, 462, 486, 
493, 501, 504 

of benzene by oil, 436, 496, 601, 
608 

of carbon dioxide, 433, 440, 441, 
602 

of complex mixtures, 446, 496-499 
of gases by solids (see Adsorption) 
of hydrocarbons in oil, 495-499 
of hydrochloric acid by water, 39, 
464 

of moderately soluble gases, 452, 
484 

of oxygen by water, 433, 453, 455 
of slightly soluble gases, 455, 481 
of sulfur dioxide by water, 428 
of sulfur trioxide, 39, 376 
of very soluble gases, 462, 482 
of water vajpor by sulfuric acid; 

441, 476, 480-484 
pressure in, 478 
problems in, 482-499 
process, 425, 462 
Raoult’s law in, 434, 496, 608 
rate, of fluids and solids, 456-458. 
606-612 

of gases by liquids, 429, 442- 
466, 472-606 

ratio of liquid to gas in, 474 
recovery of treating aisent, 481 
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e ption, separation of gases by, 
17, m 

perature for, 480, 433, 456, 476 
winperature control in, 430 
towers {see Towers) 
two-film theory of, 449-456 
Acetylene, combustion of, 174 
drying of, 615 
Adiabatic (defO, 66, 681 
cooling curves, 681 
Adsorption, charcoal in {see Char- 
coal) 

diagnims, 475, 480-484, S08*-610 
drying by, 616 
effect of, in drying, 620 
equilibria, 436-442 
Freundlich equation, 437-438 
• temperature effect on, 438 
of benzene by charcoal, 436, 508 
of carbon diojride by charcoal, 
436-437 

of gas by solid, 466, 506 
apparatus for, 463-472 
gas films in, 456 
gas velocity as affecting, 456 
graphical solution of problems 
in, 508-512 
mechanism, 45(>468 
process, 425 

rate of, 466-458, 506-512 
of hydrocarbons by charcoal, 439 
of nitrogen by charcoal, 436 
of sulfur dioxide by silica gel, 438 
of water vapor by sulfuric acid, 
441, 475, 480-484 
selective, 439 

separation of gases by, 317 
silica gel in, 426, 438 
volatility in, 438 

(See also Adsorption filtra- 
tion; Charcoal) 

Adsorption filtration, filters, agita- 
tion in, 469 
apparatus, 465-469 
batch countercurrent process, 
465, 608-610 

bone char in, 427, 440, 467, 608- 
512 


Adsorption filtration, filters, bone 
char in, revivification of, 468 
charcoal in (see Charcoal) 
charging of, 466 
channeling in, 466 
choking of capillaries in, 457 
clarifying, of oils by, 427, 440, 467, 
467 

of syrups by, 608-512 
diagrams for, 608-512 
equilibria, 436-441 
false, 457 

Freundlich equilibrium equation, 
437-440, 508-612 
Fuller’s earth in, 427, 440, 457, 467 
grain size in, 467, 466-468 
graphical solution of problenis in, 
508-612 

liquor travel, direction of, 466 
liquor velocity in, 466 
mechanism of, 451V“458 
molecmlar weight as affecting, 467 
of oils, 427, 440, 457, 467 
of syrups, 427, 467, 608-512 
operation of, 466^-467 
process, 467-4i58, 465-469 
rate of, 456-458. 506-512 
rotary j&iters for, 468 
selective, 439 
silica gel in, 426, ,4$^ 
washing of, 467-468 
(See also Adsorption) 

Agitation by air, 376 
Air, abliblption of, by water, 433 
analysis of, 4 

average molecular weight of, 4 
circulation of, in drying, 626, 638 
conditioning of, 595-612 
cooling of, by humidification, 596- 
612 

dehumidification of, 695-612 
dew point of, 678 
diffusional velocity of, 370 
drying by (see Drying by air) 
excess, in combustion, 26, 192, 
194, 221 

film, thickness of, 37, 116, 443 
flow of, in ducts, 78 
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Air, flow of, fnction factors for, 78 
through orifloes, 56-68 
-gas mixtures, 202 
explosive limits of, 186-186 
heat capacity of, 10 
heaters, 142 
humid heat of, 581 
humid volume of, 580 
humidiflcatlon of, 595-612 
humidity chart for, 579 
humidity of, 679 

in steam, effect of, on heat trans- 
mission, 139 

measurement of (sec Flow of 
Fluids) 

meters for, 51-74 
moisture in, 577-61 1 
necessary for combustion, 26, 194, 
211 

preheating of, for furnaces, 214, 
219 

pumps for condensers, 384 
recirculation in drying, 636 
saturated volume of, 580 
solubility of, in water, 433 
specific heat of, 10 
specific volume of, 580 
washing of, 696-612 
Air driers, design of, 639-684 
-drying, mechanism of, 617 
{See also Drying; Driers) 
under variable conditions, 658 
{See also Drying; Driers) 
Alcohol, distillation of, 626, 531 , 566 
Alcohol-water mixtures, properties 
of, 526 

Ammonia, absorption of, by water, 
462, 486, 493, 501, 604 
Amyl alcohol, distillation of, 531 
Analysis of gases of coal, proximate, 
169 

ultimate, 168, 205 
{See also Orsat analysis) 
Anemometer, measurement of gas 
by, 73 

Angle, of nip, 270 
of repose, 293 
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Aniline, distillation of, 537-539 
vapor pressure of, 41)8 
-water mixtures, dlstiilation of, 
523 

Annular space, fluid flow in, 93-96 ' 
heat transfer in, 115 
Area of beating surface, arithmetic 
mean, 104 

{See also Ilow of heat) 
logarithmic mean, 104 
Ash, combustible in, 190 ^ 

fusion point of, effect on capacity 
of gas prpdueer, 227 
removal of, from furnaces, 190 
from gas prbducers, 231 
Atmosphere, normal pressure of, 
6, 49 

Atom (def,), 3 

At-omie heat capacities, 1 1 

pulong and Petit’s rule for, 11 
Attrition, grinding by, 269, 272 
Avogadro’s law, 4 
Azeotropic mixtures, 629 

B 

Bag filters, for dust, 314 
for liquids, 336 
Ball mills, 273-280 
Band drier, 627 
Barometric condenser, 384 
Barometric pressure, 6, 49 
Bartlett^Hayward washer, 463 
Batch vs. continuous process, 15-16, 
465, 608-512, 621 

Benzene, absorption of, by oil, 
435, 496, 50J, 608 
adsorption of, by charcoal, 436, 
508-512 

vapor pressure of, 14 
Benafenc-toluene mixtures, boiling 
point-composition diagram fo|*, 
525 

rectification of, 551-563, 567 
Bernoulli’s theorem, 46-48 
Binary mixtures of liquids, di3ti]Ia- 
tion erf, 632-542, 563-576 
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BImury i^ktures of liquids, vapor 
V9. liquid compositioii of, 624- 
6E1 

vapor pressures of, 61^524 
Black body, radiation from, 146 
Blake crusher, 262 
Blast, dry* 614 

Blast furnace, use of oxygen in, 219 
^Blast-furnace stoves, heat transfer 
in, 216-219 

Boilers, combustion rates in furnaces 
for, 190-191 
Dutch oven for, 191 
grate surface in, 191 
heat radiation in, 191 
heat transfer in, 191 
l^tokers for, 189-190 

{Bee ato Combustion; Fur- 
naces) 

Boiling point (def.), 370, 617 
of aqueous solutions, 414 
of constant boiling mixtures, 529 
of pure liquids, 14, 413 
Boiling-point-composition curves, 
524 

of alcohol-water mixtures, 520 
of benzene-toluene mixtures, 526 
Boiling point raising of solutions, 
due to dissolved solute, 391- 
411 

due to hydrostatic head, 411 
effect of, on capacity of evapora- 
tor, 390, 411 

Bone char (see Adsorption filtra- 
tion) 

Bourdon pressure gauge, 49 
Box filters, 325 
equations for, 348 
Bradley mill, 2^ 

British thermal unit, 7 
Bubble caps, 648-549, 567 
Bubble plate columns, 548 
Bufiovak evaporator, 398 
Burr mill, 284 

C 

Cabinet driers, 623-625 
Calcination in spray form, 212 


Ccdculatipn, basis of, 23-^25 
general methods of, 21-22 
>general procedure of, 25 
Calorie, gram, 7 
pound, 7 

Calorific power of fuels (see Heating 
value) 

Capillary tubes, fiow of fluids in 
(see Flow of fluids) 

Caps, bubble, 648-549, 567 
Carbon, combustion of, 173-186 
Carbon dioxide, absorption of, by 
carbonate solution, 441-442 
by lime, 440-442 
by water, 433 

adsorption of, by charcoal, 436-^ 
437 

dissociation of, 173-175 
in water gas, 182 
recorders, 205 
solubility of, in water, 433 
{See oho Orsat analysis) 

Carbon monoxide, dissociation of, 
173-175 

in water gas, 182 

{See also Orsat analysis) 
Cascade fiow, in concentrating 
liquids, 377 

Catalysis of combustion reactions, 
176, 186, 193, 202 

Caustic soda solutions, boiling points 
of, 414 

DUhring^s rule applied to, 414 
concentration of, 409, 414 
Ceco spray washer, 463 
Cement kiln, 199, 211-213 
Centigrade heat unit, 7 
Centipoise, 98 

Centrifugal force, applied to crush- 
ing, 267, 280 
drying, 336, 616 

separation, of liquids from gases, 
386 

liquids from liquids, 316 
solids from gases, 314 
solids from liquids, 336 
Qentrifugal roll mUl, 280 
Centrifuge, 336 



Ohibiii^r drkr, 628^^ Charts, velocslty, in pip^» mtio df 

Char Alters (««« Adsorption dlira- mean to masdinum, 54 


tion) 

Charcoal, adsorption, of carbon 
dioxide by, 436!^7 
of hydrocarbons by, 439 
of nitrogen by, 436 
capillaries in, 456-458 
grain sise, 467-458 
recovery of bensene by^ 436, 608 
ifs. oil, in benaene iceovery, 608 
Charts, air heater, optimum velocity 
in, 143 

boiling-point-composition, 525 
526 

combustion of coke, 179 
contraction loss coefficient, 89 
Gox, 14 

dissociation constants for gas reac- 
tions, 176 

drying data, 646-661 
Diihring’s rule, 414 
equilibrium moisture, 620, 642 
film coefficients cd heat transfer 
for liquids in pipes, 112 
friction factors, 78, 298 

heat capacities, of gases, 10 
of liquids, 11 
of metals, 12 

heat transfer coefficients, in evap- 
orators, 381 
in pipes, 112 
Hildebrand function, 13 
humidity chart, 579, 588 
humidity equilibrium curve for 
hydrated crystals, 675 
latent heat of vaporization, 13 
McCabe and Thiele, 559, 663 
optimum velocity in heaters, 143 
orifice, loss of head in, 61 
porter, 690 
radiation, 161 
and convection losses, 162 
rectification, 559 

vapor w. liquid composition, 
. 522-629 

vapor pressures of liquids, 14 


qptimxim, in heaters, 143 
viscosity, efieot of temperature 
on, 687 
of gases, 687 

of liquids, 687, 689, 690 ; 

water-gas formation, 182 
Chaser, 272 

Checkers, regenerative, 214-218 
Chemical precipitation, j^drying by, 
616 

Chilean miU, 272 

Choke^feedihg tw. free crushing, 250 
Cider, concentrating, 614 
press, 339 

Clarification by adsorption (see 
Adsorption filtration) 
Classification, hydraulic, 307 
Classifier, Dorr, 310 
Spitzkasten,309 

Clinkers, formation of, in gas pro- 
ducers, 190 
Coal, 168 
ash in, 169 
coking of, 189, 195 
drying of, 630-634 
firing of, 188-199 
fixed carbon in, 169 
heating value of, 169 
hydrogen content of, calculation 
of, from gas analysis, 22 
moisture in, 168 
net hydrogen in, 168, 205 
nitrogen content of, effect of, on 
calculations, 26, 169 
powdered, 195-201, 211-213 
producer gas from, 224-250 
proximate analysis of, 168 
ultimate analysis 168-169 
volatile combustible matter in, 
169 

Coefficient {«e<? name of process) 
Coke, combustion of, 178, 197 
ovens, distribution of heat in, 199 
producer gas from, 226 
Coking, in furnaces, 177, 189 
Colloid miUs, 258, 285, 286 
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Coluionsy rootifymg, 647*^71 
(Stripping, 426, 464, 668 
Combiiiing weights, 2 
Combustion, 178-186 
calculations, 2--6, 22, 26, 204-207, 
219-223, 236-260 
catalysis, effect upon, 176, 185, 
193, 202 
engine, 170, 171 
equilibria, 178-176 
heat effects of, 173 
longoflame, 196-199, 224 
modified primary, 195-199 
of gases, 175, 180, 185-186, 192- 
193, 201-202 
of liquids, 186 
of. solids, 178-181,224 
primary, 178-181, 188-192 
rates, 176, 190-191 
reactions, 173 
secondary, 181, 192-199 
surface, 176, 202 
temperature, effect upon, 176 
{See also Furnaces; Gas 
producers; Kilns) 
Compartment driers, 623-625 
Condensation, by dilution with cool 
gas, 644 
differential, 534 
partial, 533-534 
Condensers, 383-385, 551 
barometric, 384 
for distillation, 551 
jet, 384 

partial, 533-634 
surface, 384 

coefficient of heat transfer in, 
133-139 

surface required (calculation), 
138 

Conditioning of air, 595-612 
Conduction, by series flow, 105 
from solid to solid, 105 
heat transfer by, 100-106 
of heat (def.), 101 
of heat through solids, of circular 
crossHseetkm, 103 


Conduction, of heat through soKdst, 
of constant cross-section, 103 
through fluid films, 109-146 
(See aleo Flow of heat) 
Conductivity, conversion factors for, 
697 

tables of, 694-697 
thermal (def.), 101 
Cone crusher, 266 
Conical ball mill, 274r-278 
Conservation, of elements, law of, 2 
of energy, law of, 2, 41-48 
Constant boiling mixtures, 529 
Constant pressure distillation, 624 
Constant temperature distillation, 
619-524 

Contact catalysis, 176, 202 
Continuous distillation, 533, 547-576 
Continuous driers, 626, 636 
Continuous evaporation, 373-423 
Continuous processes, 16-16 
Contimious rotary filters, 334 
Contraction loss, in flow of fluids, 
88-93 

Convection (def.), 100 
film concept as related to, 36, 109 
of heat, through condensing 
vapors, 133-140 
through gases, lpf^l33 
through liquids, boiling, 140 
through liquids, not boiling, 
106-133 

Conversion factors, for heat units, 7 
radiation constant, 149 
thermal conductivity, 694-697 
viscosity, 690 

Coolers, spray type, 697-612 
(See oIho Flow of heat) 

Cooling towers, ponds, 698 
Copper, effect on heat transmission 
upon substituting for steel, 379 
evaporating pans of, 382 
Corrosive liquids, evaporators for, 
377, 382 

vapors, condensers for, 384 
Cotton, moisture content vs, humid- 
ity of air, 620 
Cottrell separator, 316 
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CSoiiB^reurreat^ 208, 430 
in absorption, 430^1, 472-312 
in adsorption nitration, 465 
in blast-furnace stoves, 215-219 
in decantation, 472 
in dchujnidification, 597, 604-64^) 
in desorption, 430, 470 
in distillation, 546-547, 553-575 
in drying, 630-634, 662-684 
in extraction, 430, 465, 470-472 
in evaporation, 373, 374, 407 
in gas producers, 228 
in heat transfer, 121, 198, 208-219, 
374, 407, 553 

in humidification, 696, 602-603 
in kilns, 198, 208-219 
in lixiviation, 430, 470-472 
in mechanical separation, 310, 
315, 321 

in percolation filtration, 430, 465 
in rectification, 646-647, 553-575 
in ring furnace, 209 
in scrubbing, 315, 430-431, 472- 
512 

in sedimentation, 472 
in stripping, 430-431, 472-512, 
653-576 

in washing of gases, 430-431, 472- 
512, 5,53-575 

in washing of solids, 430, 470-472 
in water cooling, 005-606 
principle of, 208, 430 
Shanks system of, 470 
stepwise, 470, 511 
rs. batch process, 16-16, 465, 
508-512 

V8. parallel flow, 631 
vs. reversed current, 632 
Covering, pipe, heat loss decreased 
by, 160 

heat loss increased by, 162 
Creeping film, 35 

Critical velocity of fluids in pipes, 82 
effect on heat transfer, 128^129 
effect on pressure drop, 82 
Crusher, cone, 266 
fine, 273-285 
gyratory, 264 
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Crusher, iaw-4ype, 260-264 
rotary, 271 
Symonds disk, 267 
Crushing and grinding, affected, by 
mechanical structure, 256 
by moisture, 267 
by open and closed circuits, 259 
classification of machines for, 268 
energy oonsumed in, 264 
effect of physical properties on, 
255 4 ' 

machinery, selection of, 256-258, 
287 

object of, 251-252 
rolls, 268 

D 

Dalton ^8 law for gas mixtures, 3 
Data, choice of, 19 
missing, 25 

De-adsorption (see Adsorption; Ad- 
sorption filtration) 

Decantation, 315-321 
advisability of, prior to filtration, 
348 

Decolorizing (see Adsorption filtra- 
tion) 

Dehumidifiers, coefficients for,,^607 
design of. 604r-605 
equations for, 602 
spray-type, 598 
surface-condensation type, 698 
Dehydration, 366, 375, 472, 524, 614 
Denuding (see Stripping) 

Design (see name of process) 
Desorption (see Absorption) 
Destructi’C^e distillation, 177, 366, 
514 

Dew point (def.), 578^ 
plot of, i»s. humidity of air, 679 
Diagrams (see Charts) 

Dialysis, 338-339 
Dietzsch kiln, 209 
Differential gauge, 50 
head, 58 

manometers, 60 " 
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'D^l^usion, of gases, in combustion 
reactions, 186 
of heat (def.), 36 
Fourier's law for, 101, 164 
of matter, 443-^84 
as applied, to absorption of 
gases, 424-513 
to air conditioning, 595-612 
to distillation, 566 
to drying, 618, 642-682 
to percolation filters, 427, 
456-458, 506-512 
to lixiviation, 427, 466-458, 
606-512 

to water coolers, 598-602, 
605-606 

through porous membrane, 317 
Dif^usional processes, classification 
of, 424-428 

general principles of, 424-461 
Diffusivity, of gases, 429, 460 
of heat, 164 
of liquids, 461 

Dimensional analysis, 27-31, 75, 110 
Dimensional models, 32 
Discharge coefficient, for standard 
orifice, 61, 63 
for Venturis meter, 70 
Disintegrator, hammer-type, 207 
squirrel-cage-type, 268 
Disk crusher, 267 
Dissociation of gases, 173 
Distillation, 514-576 
apparatus for, 516, 548-553 
a^t constant pressure, 524 
at constant temperature, 522 
basic principles of, 365, 372, 545- 
647 

columns for, 548-551 
condensers for, 533, 551 
continuous, 553 
V8. intermittent, 553 
design of apparatus for, 637-642, 
553-576 

destructive, 177, 365, 614 
distribution of reflux in, 550 
Duhem-Margules equation for, 
522, 524 

effect of, heat losses on, 540-542 


Distillation, effect of, pressure in, 529 
estimation of latent heat of vapori- 
zation, 12, 411 

equilibrium data for, 519-632, 
565,567 

feed-plate location, 662 
fractional, 531, 552 
fractional condensation in, 618 
heat recovery in, 553 
heat required for, 11, 13, 540, 563, 
575 

Henry's law of (see Henry's law) 
intermittent, 631, 651 
introduction to, 365-372, 514 
methods of calculation, 532, 553 
of acetone-methyl alcohol mix- 
tures, 575 

of alcohol, 526, 565 
of aniline-water mixtures, 523, 638 
of benzene-toluene mixtures, 525, 
567 

of complex mixtures, 531 
of immiscible liquids, 537 
of methanol and water, 528 
of miscible liquids (binary), 532- 
642, 553-676 

of multicomponent mixtures, 571 
of nitric acid, 650 
of packed towers, 490 
of partly miscible liquids, 522 
of petroleum, 616, 581 
of propanol and water, 528 
of water, 336 
optimum reflux in, 569 
overflow in rectifying column, 550 
553-575 

partial condensation, 533-534 
plate columns for, 548 
plate efficiency in a column, 566 
Raoult's (see Raoult's law) 
Rayleigh equation for, 532 
reflux in rectifying column, 660, 
653-576 

simple, 516, 532 

steam, 537-543 

towers for, 548-551 

use of inert gas in, 544 

use of injected steam in, 537 
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Bistiliatioii, vm of euperhoated 
iBteam in, 540 

use of vacuum in, 529, 5S9, 551 
vapor velocity in, 492, 573 
volatility, 521, 526 
(See ttUo Ratification; Rectify- 
ing columns) 

2>odge jaw crusher, 263 
Doherty-Eldred kiln, 198 
Dorr classifier, 310, 472 
Dorr thickener, 321, 472 
Draft gauge, 50 
Dressier tunnel kiln, 213-215 
Driers, 613-684 

auxiliary operations and equip- 
ment for, 636-639 
band, 627 
cabinet, 623-625 
chamber, 623-625 
circulation of air in, 638 
classification of, 622 
compartment, 623-626 
continuous, 626-634 
control, of air temperature in, 636 
of humidity in, 637 
counterflow, 631 
design of, 639-684 

(See aleo Driers, design of) 
drum, 629 

equations for, 644-681 
intermittent, 621-626 
loft, 623 

parallel flow, 631 
recirculation of air in, 636, 639 
recuperation of heat in, 636 
reversed current, 632 
rotary, 620-634 
spray, 634-636 

steam-heated drum and tray, 669, 
662 

superheated vapor, 635 
tray, 624 
tunnel, 626-628 
vacuum, 625 
wood, 624-626 

(See dteo Dr3ring; Drying by 
air) 


Drierc, design of, 639-*6S4 
direct-flred rotai^, 662-666 
drum, 659 ? 

for sensitive matei^ls, 666-681 
adiabatic, 668-669 
constant temperature, 669-674 
controlled humidity, 674-677 
intermittent, 677 
steam-heated drum and tray, 659 
(See aleo Driers; Drying; Dry- 
ing by air) „ 

Drum driers, 626, 669 ' 

Dry blkst, 614 
Dry wet basis, 642 
Drying, 613-684 
air- (see Drying by Air) 
apparatus, 622-636 
classification of (based on 
method of supplying heat), 
640 

(descriptive), 622 
basic principles of, 365-372 
by absorption, 441, 476, 480, 6.16 
by absorption, 472-606, 616 
by air (eee Drying by air) 
by centrifugal force, 336, 616 
by chemical precipitation, 616 
by decomposition of water, 614 
by distillation, 624 
by freezing, 614 
by pressure, 616 
by radiant heat, 375 
by vaporization, 616-684 
case hardening in, 618, 622 
conditions, 642 
equations for, 644-681 
introduction to, 366-372 
methods of, 614 
nomenclature for, 682-684 
of gases, 472-605, ,614-616 
of liquids, 624, 61 1-61 6 
rate of, 642, 684 
skin effect, 618, 622 
vacuum, 626 
(See aleo Driers) 

Drying by air, 616, 684 
adsorption, effect of, 620 
coefficients, 661-680 



71^ PBINCIPIES OF CHEMICAL ENGlNEERINa 


liryiog by air, equations for, 642, 
684 

factors controlling surface evap- 
oration, 618, 652 
mechanism of, 617-4>19 
capillarity limiting factor, 648 
diffusion limiting factor, 618 
surface evaporation limiting fac- 
tor, 618 

vapor pressure lowering, effect of, 
619 

(See also Driers; Drying) 
Duhem-Margulcs equation, 522, 524 
Diihring^s rule, 412, 417 
Dulong and Petit, law of, 11 
Dust, collector (Howard), 314 
removal of, from producer gas, 232 
sefyaration from gases, by elec- 
trical precipitation, 315 
by filters, 314 
by settling, 313 
by water sprays, 315 
Dutch oven, 191, 193 
Dynamics of fluids (see Flow of 
fluids) 

Dyne (def.), 28 

E 

Economizers, 208 

Economy vs. capacity, in evapora- 
tion, 390 

Eddy resistance of a solid in a 
'fluid, 296 
Edge rumiers, 272 
Efficiency, heat and material, 18 
vs. capacity, 390 

Elbows, equivalent frictional length 
of, 86 

Eldred-Doherty lime kiln, 198 
Electrical conductivity, separation 
by, 312 

Electromagnetic separation of solids, 
312 

Electrostatic precipitation of solids 
from gases, 315 

Electrostatic separation of solids, 
312-313 


Emissivity constants, 146, 149 
Enameled ai^aratus, heat transfer 
jin, 382 

Energy, balances, 41-48 
conservation of, 2, 41-48 
consumed in crushing, 254 
cost of, 171 
internal, 41 

required for evaporation, 387, 
392, 422 

reversible, for separation of liquids, 
575-576 

for separation of water from 
solutions, 422 
sources of, 170 
transformation of, 168 
Engines, internal combustion, 170, 
172 

steam, 170, 172 

Enlargement loss, in flow of fluids, 
86-93 

Enrichment of vapor, 517 
Entrainment (def.), 385-386 
detection of, 402 
factors affecting, 386 
in rectifying columns, 492, 573 
Entrance loss in flow of fluids, 86-93 
Entropy, molal, of vaporization, 13 
Equations, Bernoulli, 46 
Duhem-Margules, 522, 524 
Englcr, 688 

Fanning, 77, 95, 96, 297 
Fliegner, 68 
Fourier, 101 
Francis, 71 
Ki(;k, 254 
Napier, 68 

Newton, for flow of heat, 371 
Poiseuillc, 81 
Rayleigh, 632 
Redwood, 688 
Rittinger, 254 
Saybolt, 688 
Stefan-Boltzmann, 149 
Stefan-Maxwell, 443-446 
(See also name of process) 
Equilibrium, constants of combus- 
tion reactions, 173 



INDSX 731 


Equiiibrium> diai^ains (ttee Omrt 
name oif proceiw) 
in diffuaional proceoBes, 428, 431 
moisture, 620, 642 
water (d6f.)/042 

Eqxiivalent frictional len^hs of pipe 
Httings, 86 

Errors in Orsat analysis, effect in 
combustion calculations, 205 
Evaporating dishes, for corrosive 
liquids, 377, 382 
Evaporation, 373-423 
apparatus for, 374-399 
basic principles of, 365-372 
boiling point raising in, 391, 411, 
415 

by direct fire, 377 
condensers for, 383-385 
economy vs. capacity of, 390 
economy vs. efficiency of, 391 
energy required for, 387, 392, 
422 

entrainment in, 385-386, 402 
frothing in, 385, 402 
heat transfer in, 140, 379, 416, 
419 

introduction to, 365-372 
mechanism of surface, 618 
methods of, 373 

multiple effect (see MultiydoH^ffect 
evaporation) 
of black liquor, 375 
of corrosive liquids, 377 
open pan, 382 

processes, classification of, 373 
terminal conditions for, 391, 408 
vacuum, 382 

vapor-compression system of, 392 
(See also Evaporators) 
Evaporative capacity, economy, etc. 

(see PiVaporators) 

Evaporators, basket, 397 
bodies, types of, 394, 399 
capacity of, 371, 379-382 
design of, 400-423 
direct-fired, 377 
film type, 396-399 
for corrosive liquids, 377 


Evaporator, for sensitive materials, 
399 

forced eireulatiqia, 140, 380 
gas-heated, 373-r376 
heating elements for, 386, 394, 399 
jacketed, 382 

multiple effect (see Multiple-effect 
evaporation) 

natural circulation, 140, 380 
notes on single-effect, 399-403 
oil-heated, 378 
operation of, 399-411^ 
air leakage, effect on, 406 
air r^oval, 404 
condensate removal, 401 
counterflow, 424 
forward flow, 404 
heat recovery from condensate, 
404 

inadequate condenser capacity, 
effect on, 406 

liquid feed and removal, 402 
parallel flow, 404 
reversed flow, 407 
starting, 406 

steam leakage, effect on, 407 
steam supply, 401 
vapor removal, 401, 403 
salting-out, 397-399 
single effect, notes on, 399-403 
steam heated, 378-423 
classification of, 393 
strike pans, 397 
submerged-tube type, 394-397 
temiiiial conditions in, 408 
vacuum, 382- 385, 399-403 
(Seo also Evaporation) 

Excess air;, in combustion, 26, 192, 
194, 221 

Explosion limits of aijrgas mixtures, 
186 

' Iktraction, of gas, from gas by liquid 
(see Absorption) 

from gas by solid (see Adsorp- 
tion) 

from liquid by gas (see Stearu 
riistillation, Stripping) 
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jEIxtraction, of gas, from solid by gas 
(tee Adsorption ; Stripping) 
of liquid, by liquid, 426, 466 
by solid (see Adsorption filtra^ 
tion) 

of solid from solid by liquid 
(see Lixiviation) 

' F ' 

Factor of safety, in drying, 666, 674 
Falling films, 113-114 
Fanning ec^uation, 77, 95, 96, 297 
Films, thickness of, 34-39, 109 
coefficient of heat transfer (def.)> 
107 

for boiling liquids, 140-142 
"for condensing vapors, 133-140 
for gases, 109-116, 132-133 
for liquids, not boiling, 109, 115, 
123-132 

concept, application of, in absorp- 
tion, 424-513 
in drying, 619 
in flow of heat, 109 
in humidification, etc», 595-612 
diffusion through, 38 
effect of, convection on, 36 
on cond^itotion, 133-140 
on radiation, 160 
fluid, 34-39 
partial pressures in, 37 
type evaporators, 395-398 
Filters, 323-365 
bag, 314, 330 
box, 324, 348 

cake, thickness of, 328-329, 331, 
333 

uniformity of, 340 
calculations, 342-364 
centrifugal, 336-338 
choice of, 341-342 
classification of, 324 
cloths, 340 
design of, 350-364 
distance frames, optimum thick- 
ness of, 358^3^ 
leal, 330-333, 358-364 


Filter, notes on operation of, 339 
Oliver, 334-336 
press, chamber, 326-330 
' development of, 326-327 
frames, 327-330 
Kelly, 331 
leaf, 330-333 
Moore, 330 
plates, 327-330 
resistance, 345 
Sweetland, 333 
rotary, 334-335 

with rigid porous membrane, 338 
with semipermeable membrane, 
338 

(See also Filtration) 

Filter aids, 324, 340-341, 347-348 
effect of, on rate of filtration, 347, 
348 

Filtration, calculations, 342-350, 
356-364 
data, 353 
equations, 342-350 
genera! principles of, 323 
mechanism of, 342-346 
nomenclature for, 364 
summary of data, 353-355 
wasliing, 329, 331, 335, 358 
Firing, by long-flame, 195-199, 224 
of furnaces, 188, 199 
of gaseous fuels, 201 
of liquid fuels, ^1 
of solid fuels, 188, 199 

{(See also Combustion; Fur- 
naces; Gas producers) 
Fittings, equivalent frictional lengths 
of, 86 

Flame, oxyacetylene, 174 
Flange taps, 62 
Fliegner^s equation, 68 
Float, use of, in decantation, 315 
valve controlled by, 403 
Flotation, of solids from liquids, 322 
process of separation by, 811 
Flow of fluids, 40-49 
Bernoulli’s theorem for, 45-47 
contraction loss in, 88-93 
critical velocity of, 82 
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Flow of fluid% dimeEmlonaJ analysis 
applied to, 75-77 
enlargement loss in, 86-93 
in capillary tubes, 78-82 
losses in, due to enlargement and 
contraction, 86-93 
measurement of gases, 61-74 
by addition, of energy, 72 
of foreign material, 72 
by anemometer, 73 
by flowmeters, 68 
by gasometers, 71 
by mechanical gas meters, 73 
by orifices, 66-68 
by Pitot tube, 62-66 
by receivers, 71 
by Thomas flowmeter, 72 
by Venturi meter, 68-70 
measurement of liquids, 51-74 
by mechanical meters, 71 
by orifices, 56-68 
by Pitot tube, 52-66 
by protameter, 74 
by use of tanks, 71 
by Venturi meter, 68-70 
by weir, 70, 674 
model experiments, 32-33 
nomenclature for, 97-98 
power, required in, 47 
Reynolds number, 60, 82, 94, 96 
through pipes and conduits, 74-75 
critical velocity in, 82 
friction factors for, 78 
in streamline motion, 78, 82 
in turbulent motion, 78-86 
Flow of heat, 100-172 
by conduction, 106-106, 164 
through fluids, 131 
through furnace walls, 100-106, 
187-188 

through homogeneous solids, 
101-104 

by convection, 106-146 

through condensing vapors, 133 
through gases, 109-116, 132- 
133 

through liquids, 109-116, 123- 
132 


Flow of heat, by radiation, 145-166 
oounterflow of fluids, 118-121 
cross flow, 124 

dim^sional analysis applied to, 
109-111 

film coefficients for (jm Films, 
coefficient of heat tranter) 
film concept for, 109 
in air heaters, 112 
in condensers, 133-140 
in dehumidiflers, 604-fl06 
in evaporators, 140-142, 379-382 
in falling filpfis, 113-114 
in h^t exchangers, 112 
in humidifiers, 602-604, 607 
in preheaters, 112 
in spray coolers, 602-604, 607 
in superheaters, 112 
in surface coolers, 112 
in water coolers, 606, 607 
inside tubes, 109-113 
logarithmic mean temperature dif- 
ference, 118-121 
mechanism of, 100 
nomenclature for, 143, 165 
outside tubes, 112, 114 
overall coefficients for, 116, 607- 
608 

parallel flow of fluids, 118-121, 
potential concept, 104 
resistance concept in, 104 
resistance's, in series, 106 
in parallel, 160 
reversed flow, 121-124 
thermal conductivities in (tables), 
694-697 

VB. diffusion, 608 
{See aUo Heat) 

Flowmeters, 68 

Flue gas, analysis of, %l-22, 26 
errors in, 205-207 

" heat lost in, 194, 204, 207, 219- 
223 

recirculation of, 189, 200 
Fluids, -dynamics, problems of, 40 
film coefficients of heat transfer for 
{see Film coefficients of heat 
transfer) 
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Sittids, films, characteristies of, 34-^9 
eadstence of, 34 
flow of ($€0 Flow of fluids) 
head (def.), 48 

measurement of (see Flow of 
fluids) 

thermal conductivity of, 694r4197 
Foam formation, 385, 402 
Formula (see Equation) 

Fractional condensation, distillation 
(see Distillation) 

Francis equation for sharp-crested 
weirs, 71 

Free crushing vs. choke feeding, 259 
Free energy, of evaporation, 387, 
422 

of separation of binary mixtures, 

' 675 

Free settling, separation by, 290- 
304, 319 

Freundlich equation, 437-'438 
Friction, charts, 78, 96, 298 
loss in pipe lines, 78-"86, 89-95 
across tube banks, 96-97 
in other shapes, 
in packed towers, 95-96 
Frothing, in evaporators, 385, 402 
Frue-vanncr, 307 
Fuels, 168-169 
composition of, 168 
gaseous, 201 
liquid, 199 
low grade, 193 
natural, 168 
-oil, 26-27, 168, 201 
powdered, 201 
primary, 168 
Fuel bed, 190 
reactions in, 178-181 
Fuller-Lehigh mill, 281, 302 
Fume, recovery of, 315 
Furnaces, 187-223 
calculations, 217-223 
coking in, 189 
firing of, 189-190, 199-201 
gas-foed, 201^204 
muffle, 194-195 
open hearth, 216 


Furnaces, reverberatory, 196 
smoke formation in, 189 
temperature control in* 194-199, 
204 

types of, 188 
using solid fuel, 188 
(See aJLso Kilns) 

G 

Galena, separation from quarts, 302- 
307 

Gases, absorption of (see Absorp- 
tion) 

adsorption of (see Adsorption) 
analysis, 204-207 
errors in, 205-207 
cleaning (see Separation) 
constant, 8 

effect upon heat radiation, 164 
film, influence, of on heat flow. 
132-133 

on absorption, 442-456 
flow of (see Flow of fluids) 
laws, in English units, 5 
in metric units, 6 
in ratio form, 6 
limitations of, 7 
measurement of, 71-73 
meters, mechanical, 71-73 
Thomas, 72 

molal heat capacity of, 9, 10 
natural, 168 

perfect, equations for (see Gas 
laws) 

producers, 224-250 
ash removal from, 231 
calculations for, 235-250 
capacity of, 225, 236, 243-250 
Chapman, 233-234 
containers, 229 
efficiency of, 226 
fuel, supply of, 229-230 
gas production in (see Gas pro- 
ducers, capacity of) 

Hughes, 234 
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Gas, producers, Morgau, 232-233 
reaetions in, lSl-185, 224, 226- 
250 

reaction rates in, 184-186, 238- 
250 

removal of, diist and tar from, 
232 

gas from, 232 
Smith, 238 

steam consumption in, 237-250 
supply of air and steam to, 230 
tests on, 236-250 
reactions in combustion, 1 75, 181, 
185-186, 192-193 
scrubbers, 425, 462, 548-651 
equations for size of, 428-456, 
472-512 

viscosity of, 687 

washing of, deformation of bub- 
bles necessary, 314 
Gas washers, {see Absorption; 
Towers) 

Gaseous fuels, 201 
Gasometers, 71 

Gates gyratory crusher, 264-265 
Gauge, 47-50 
Bourdon, 47, 51 

necessity for calibration of, 49 
differential, 47 
draft, 60 
inclined, 60 
multiplying, 60 
pressure, 49 
U-tube, 50 

Gilchrist concentration system, 375 
Globe valves, eijuivalent frictional 
length of, 86 
Glover tower, 375 
Glycerin, distillation of, 540 
Graham's law of diffusion, 317 
Grainers, evaporation in, 377 
Gram, atom, 2-3 
calorie, 7 
mol (def.)i 2-3 
molecular-volume, 4 
Grate, grates, chain, 188-190 
hand-ffred, 190 
inclined, 188-190 


Gravity, acceleration of, 29 
stamps, 272 
Griffin mill, 284 
Grinders, 251, 272-286 
ball mUls, 273-278 
burstone, 284 

centrifugal roll mills, 280-284 
Chilean mill, 272 
gravity stamps, 272 
tube mills; 278-279 
Grinding, 261-288 

{See oho Crusher; cSmshing and 
grinding) 
aids, 260 
Grizzly, 291 

Gyratory crusher, 264-265 
Gyro-Sifter, 295 

H 

Hammer-bar mill, 268 
Hardinge, conical ball mill, 274-276 
tube mill, 278 
Hardness, scale of, 256 
Head, fluid (def.)i 48 
gravity (see Head, potential) 
impact (see Head, velocity) 
potential (def.), 104 
pressure (def.), 48 ^ ; 

static (def.), 48 
velocity (def.), 49 
Heat, balance, 17 

in rectification, 566-667 
on a multiple effect evaporator, 
418-422 

on a preheating furnace, 219- 
222 

on a rotary drier, 663-666 
capacity, of gases, 8-10 
of liquids, 11 * 

of solids, 11-12 

conductivity, coefficient of, 101, 
694-697 

effects, in absorption, 491 
flow of (see Flow of heat) 
insulation, conductivity of, 694- 
697 
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Heatfintei^haager, 121-123, 129-130 
latent (nee Heat of vaporiKation) 
lofises, from covered pipe, 160-162 
from bate pipe, 159-162 
of combustion, 173 
of reaction, 173 
of vaporisation, 12-16 
estimation of, 13-15 
recovery, counterflow system of, 
121-123, 129-130, 208, 663- 
666 

in distillation, 553 
in furnaces, 207-223 
recuperative system of, 214 
regenerative system of, 215-219 
recuperation of, in drying, 636 
specific (see Heat capacity) 

" conductivity, 694^97 
transfer of {see Flow of heat) 
transmission {see Flow of heat) 
units, 7 

gas constant expressed in, 8 
waste, recovery of, 207, 553, 663 
(See also Flow of heat) 

Heating colls used with stills, 516 
elements for evaporator bodies, 
385, 393-399 
surface (see Flow of heat) 
value of fuels, 169 
value of producer gas, 228 
Heelboard, drier for, 627 
Height equivalent to theoretical 
plate (H.E.T.P.), 489 
Height of transfer unit (H.T.U.), 490 
Helium recovery from natural gas, 
318 

Henry's law, 433, 435, 461, 476, 485, 
615, 620 

Hildebrand's rule (function), 13 
Hindered settling, 304 
Hoffman ring furnace, 209-213 
Howard dust collector, 314 
Huff electrostatic separator, 312 
Humid heat (def.), 678 
Humid volume (def.)» 678 
Hiunidification, equations for, 601- 
604 


Humidifiers, 595-612 
coefficients for, 607-608 
design of, 601-604, 608-609 
equations for, 601-604 
nomenclature for, 600 
types of 596-597 
Humidity (def.), 677 
automatic control of, 637 
chart for air, 679, 588 
construction of, 678-679 
for high temperatures, 688 
use of, 682-590 

derivation of equations for, 590- 
692 

determination of, 582 
nomenclature, 692 
percentage, 677 
relative, 577 
units, 577 

Huntington mill, 284 
Hydraulic, classification, 307-310 
jig, 306-307 
press, 339 
radius (def.), 94 
of annular space, 95 
of circular pipe, 94 
separation, 307-310 
Hydraulics (see Flow of fluids) 
Hydrocarbons, absorption by min- 
eral oil, 425, 434, 462, 478, 
496, 608 

adsorption of, by charcoal, 425, 
439, 463, 469, 508 

Hydrochloric acid, absorption of, 
454 

Hydroextractor, 336-337 
Hydrogen, free (def.), 169 
net (def.), 169 
calculation of, 206 
Hydrometers, use of, in distillation, 
651 

Hydrostatic head, effect of, in dis- 
tillation, 643-561 
in evaporation, 400-401, 411 
Hygrometers, 583-586 
errors in, 584 
technique of, 585 
(See also Humidity) 
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I 

Illummatmg gBs, meamirement of, 
70, 71, 73 

Immiscible liquids, distillation of, 
522-324, 537 
Impact, crushing by, 268 
in ball mills, 273-278 
in disintegrators, 267 
in stamps, 272 
in tube mills, 278-279 
head, 49 
screen, 294 

Impeded settling, 306, 319-320 
Industrial stoichiometry, 1-33 
Insulating materials, 694-697 
Insulation of pipes, 160 
heat loss, decreased by, 161-162 
increased by, 162 
most economical thickness of, 161 
Intermittent driers, 621-626, 667- 
681 

design of, 661, 667-681 
Intermittent distillation of binary 
mixtures, equation for, 632 
Intermittent evaporators, 399-403 
Intermittent operation of stills, 652 
Intermittent vs, continuous opera- 
tion, 16, 621 

Internal combustion engines, effi- 
ciency of, 170 
load, fluctuation of, 1 72 
V8, steam engines, 172 
Iron pipe (see Pipe, steel) 

J 

Jacketed evaporators and stills, 
enameled, 382 
oil-heated, 378 
steam-heated, 382 
substitution of copper for cast- 
iron or steel in, 379 
used for sublimation, 643 
Jaw crushers, 260-264 
Blake, 261-262 
Dodge, 263 
roll, 264 


Jeffrey hanuaer^bnr mill, 267-2^ 
Jet condenser, 383^84 
J%, 306-307 ^ 

hydraulic, 306-^307 

K 

Kelly filter press, 331-332 
Kestner evaporator, 898 
Kettles and pans for evaporation, 
382 

Kick's law, 254 

Kieselguhr, use of, as filter aid, 
324, 847-348 
Kilns, 187-223 
Dietzsch, 208-209 
Doherty-Eidred, 198 
Dressier, 213-214 
for drying of lumber, 624-626 
rotary, 211-213 
Tiemann, 624-626 
tunnel, 213-216 
(See also Furnaces) 

Kinematic viscosity, 688 
Kopp, law of, 1 1-12 

L 

Lactic acid, concentration of, 376 
Latent heat of vaporization, 12- 
15 

Law (see name of) 

Leaching (see Lixiviation) 

Leaf filters, 330-333 
Kelly press, 331-332 
Moore, 332 
Sweetland, 333-334 
Leather bokrd (see Heelboard) 

Le Cha teller, principle of, 173 
Lillie evaporator, 396 
Liquefaction of gases, 424 
Liquids, boiling points of (see Boiling 
point) 

cooling of, 109-133 
distillation of (see Distillation) 
drying of, 624, 614-615 
evaporation of (see Evaporation) 
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liquid, film (««e name of process) 
flow^ of {$ee Flow of fiuids) 
flow of heat through ($ee Flow of 
heat) 

fuels, firing of, 201 
heat capacities of, 11 
heat flow through (see Flow of 
heat) 

heating of, lOO-lSS 
measurement of (see Flow of 
fluids) 

mechanical separation of, 315-316 
thermal conductivities of, 697 
-vapor composition curves, 524- 
530 

vapor pressures of (see Vapor 
pressure) 

'nscosity of, 687r-690 
in evaporation, 380-381 
Lixiviation, apparatus, 470-472 
channeling in, 466 
charging in, 466, 471 
convej^ors in, 472 
Dorr classifier, 310, 472 
Dorr thickener, 320-321 
equilibria, 436*^40, 457 
grain size, 471 
mechanism, 457 
process, 458 
rate of, 456-468 
sedimentation in, 472 
Shank’s system, 470 
sliming in, 471 
stepwise countercurrent, 470 
(See also Adsorption filtration) 
Ijoads, on boilers, 172 

internal combustion engines, 172 
steam engines, 172 
Ix>ft driers, 623 

logarithmic mean in absorption, 
485-486 

Logarithmic mean area, 102-104 
Logarithmic mean temperature dif- 
ference, 119 

derivation of eq\iation for, 119 
logarithmic scale, use of, 15 
Long fiame combustion, 196-196 
Loss of pressure (see Flow of fluids) 


Lubricating oils, viscosity of, 687- 
690 

Lumber, drying of, 624-fl26 
M 

Machinery (see name of process) 
Magnesia, most economical thick- 
ness of, for pipe covering, 161 
Magnetic separation of solids, 312 
Manometers, 49-51 
Mass velocity (def.)i 41, 94, 110, 
114 

Material balance, use of, 17-20 
Maximum boding point, mixtures 
with, 529 

Mean, arithmetic, 102-104 
area of heating surface, 304 
logarithmic, 102-104 
logarithmic, in absorption, 486- 
486 ' ^ 

temperature difference, 1 1 8-1 20 
Mechanical meters, 71-74 
Mechanical separation, 289-322 
of gases from gases, 317-318 
of liquids from gases, 316-317 
of liquids, from liquids, 315- 
316 

of solids, from gases, 313-316 
from liquids, 318-322 
from solids, 289-313 
work in evaporation, 392 

(See also Extraction; Filtra- 
tion; Separation) 

Mechanism (see name of process) 
Membranes (sec Permeable mem- 
branes) 

Metals, heat capacities of, 11-12 
thermal conductivities of, 694 
Meters for gases, 71-73 
for liquids, 62-71, 73 
integrating, 73 
mechanical, for gases, 71-73 
Thomas flow-, 72 
Venturi-, 68-70 
water, 52-71, 74 

(See also Flow of fluids) 
Methods of |i|alculation, 23-25 
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Metric vt, English umite, I 
Meyer Impact Pulveriser, 286 
Micronizer, 286 
Mikrp-Pulverizer, 284 
Mineral oils, critical velocity of, in 
pipes, 82-84 

thermal conductivity of, 697 
viscosity of, 687-690 
Minimum boiling point, mixtures 
with, 529 

Miscibility, limits of, 622-624 
effect on vapor pressure, 522-624 
Miscible liquids, distillation of, 
524r~576 

Mixtures of gases and vapors, den- 
sity of, 4 

explosive limits of, 185 
humidity of, 557-579 
Models, experiments on, 31-33 
Moisture, effect of, on crushing, 267 
equilibrium (def.)» 620, 642 
free, 642 
in air, 567-593 
calculation of, 579 
charts for, 679, 688 
determination of, 582-589 
total, 642 
Mol (def.), 2-3 
per cent of gases, 3 
Molal heat capacities, 8-12 
heat of vaporization, 12-15 
unit (def.), 2-3 
utility of, 2 ”8 
volume, 4 

Molecular diffusion in gases, 443- 
447 

Molecular velocity, 370 
Molecular weight, 4 
of air, 4 

Moore leaf filter, 332 
Motion, Bernoulli's theorem for 
fluids, 46 

eddy (see Motion, turbulent) 
sinuous {see Motion, turbulent) 
steady, 75 

straight line {see Motion, viscous), 
stream line {see Motion, viscous), 
turbulent, 79* 429, 447 
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Motion, turbulent, friction factors 
for, 78 

viscous, 79, 4291, 447 
Muffle furnaces, 193^195 
Multicomponent distillaUDn, ■ 571- 
675 

absorption, 495 

Multiple-effect evaporation (def.), 
388 “ 

apparatus for, 388, 398-399 
boiling point raising iik, 411-415 
characteristics of, 403-41 1 
effect of feed temperature on 
steam consumption in, 419 
equations for design of, 418 ‘ 
heat balance in, 418 
illustrative problems in, 409, 416- 
417, 419-423 

number of effects for, 408-409 
principles of, 388-393 
self^evaporation in, 419 
steam economy in, 390-392, 408 
{See also Evaporation; Evap- 
orators) 

Multiple use of steam through me- 
chanical work, 392 

N 

Napier's equation for steam ibw 
through an orifice, 68 
Nip, angle of, 270 
Nitric acid, concentration of, 550 
Nitrogen, as basis in flue gas calcu- 
lations, 26, 238 
content, of air, 4 
of coal, 169 

of producer gas, 182, 236 
Nomenclature table, for absorption, 
612 

dohumidification, 608 
drying, 682 
evaporation, 417 
filtration, 364 
flow, of fluids, 97 
of heat, 143, 165 
humidification, 600 
humidity and wet^nd-dry bulb 
thermometry, 592" 
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Homenctature table, rectification, 
666 

-v^rater cooling, 600 
Normal temperature and pressure, 4 

O 

Oils, absorption of hydrocarbons 
by. 425, 434, 462, 478, 496, 608 
combustion of, 26-27, 186 
condensation of, 134, 651 
cooling of, 120-130 
critical velocity of, in pipes, 82-83 
distillation of, 524-532 
film coefficient of heat transfer of 
(see Film) 

flow of, in pipes. 77-86 
fuel, 201 

combustion of, 26-27, 185 
fusel, 631 

heat interchanger for, design of, 
120-130 

heating of, 120-130 
light, 496-499 

separation of, from water by cen- 
trifugal force, 316 
vs, charcoal, in benzene recovery, 
607-50^ 

viscosity of, 687-690 
also Petroleum) 

Oliver rotary filter, 334-335 
Open-hearth furnace, 216 
Optimum velocity in heat ex- 
changers, 142-143 
Ores, crushing of, 251-273 
grinding of, 273-287 
sampling of, 20 

separation of mineral from gangue, 
302-313 

(See also Separation) 

Orifices, chambers for, 60-63 
derivations of equations for, 58-68 
discharge coefficients for, 60-63 
flow of air through, 65-68 
of gas through, 65-68 
of oil through, 67-65 
of steam through, 68 
of water through, 67-66 


Oriflces, head lost in, 63-64 
high pressure, 66 
in thick plate, 57 
in thin plate, 5? 
low pressure, drop, 65 
rounded, 67 
sharp-edged, 57 
types of, 67 

vs, Venturi meter, 63-64 
Orsat analysis, 204-207 
effect of water vapor in, 22, 205 
errors in, 205-207 
Ovens, by product cjoke-, 199 
drying, 624 
Dutch, 191, 193 
(See also Purnacjcs) 

Overall coefficient of heat transfer 
(def.), 115 

vs, film coefficients, 116-117 
also Flow of heat) 

Overflow (in rectification), 563-676 
equations for, constant molal, 
653-569 

unequal molal, 569-670 
minimum, 564-566 
pipes for, 548 

Overload capacity of steam vs, 
internal-combustion engine, 172 
Oxyacetylene flame, combustion in, 
174 

Oxygen, absorption of, by water, 
433, 453 

excess of, in flue gases, 26 
in blast furnaces, 219 
solubility of, in water, 433 

P 

Pans, evaporating, 382 
strike, 397, 400 
vacuum, 382, 400 

(See also Evaporation) 

Paper, drying of, 623, 628 
Parallel plates, critical velocity of 
flow between, 93-94 
flow of fluids between, 94 
friction factors for, 78 
hydraulic i^dius of, 94 
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differential^ 533-534 
equations for^ 534 
errors in vapor analysis due to, 527 
objects of, 618, 651 
simple (equilibrium), 533-534 
Partial condensers, 661 

(See oho Partial condensation) 
Partial pressure, 27, 367 
gradient in a fluid film, 37-38, 446 
in binary liquid mixtures, 519-524 
(See aleo Vapor pressure) 
rate of drying controlled by, 619 
Partly miscible liquids, distillation 
of. 622-524, 637 

mechanical separation of, 316-316 
Peak loads, 172, 201, 410 
Percolation filtration (see Adsorp- 
tion filtration) 

Permanent diatomic gases, molal 
heat capacities of, 9, 10 
Permeable membranes, diffusion of 
gases through, 317 
filtration through, 324-338 
granular, 324 
rigid, 338 
woven, 325 

Petroleum, condenser for, 551 
critical velocity of, in pipes, 82-83 
distillation of, 524-532 
heat of vai>orization of, 12-15 
heat transmission, condensing, 1 34 
cooling, 120-130 
warming, 120-130 
pumping of, 77-86 
viscosity of, 687-690 
(See also Oil) 

Phenol-water, equilibrium data for, 
622 

Physical units, system of, 27 
Piezometer ring, 49 
Pipes, bends, equivalent frictional 
length of, 85-86 

carrying capacity (see Flow of 
fluids) 

copper, heat transfer through, 379 
cov<)ring, flow of heat through, 
161-162 


741 

Pipe, critical velocity of fluids in, 
82-83 

fittings, equivalent frictional 
lengths of, 85-86 

flow of fluids through (see IPlow of 
fluids) 

friction factors for, 78 
heat transmission through (see 
Flow of heat) 

loss of head in (see Flow of fluids) 
steel, actual vs. nominal diameters^ 
692 

thermal conductivities of, 694 
valyes, equivalent fi^ctional 
length of, 86 
weight of, 693 

wrought-iron, diameters, 692 
Pitot tube, 62-66 
construction of, 52-63 
equation for, 62 
for measuring gases, 55 
for measuring oil, 52-65 
for measuring winter, 62-65 
use of, 53-65 
Plates, bubbling, 648-649 
columns, 548-551 
capacity of, 573-575 
design of, 553-676 
vapor velocity in, 573-675 
efficiency in rectification, 666 
filter-press, 327-330 
flush, 327 
recessed, 327-330 
perforated, 646 
Plots (see Charts) 

Poise, 688 
Poiseuille's law, 81 
Porion evaporator, 374 
Porter^s method for interpolation of 
curves viscosity Ss. temperature, 
688 

Potential head (def.), 104 
concept of flow of heat, 104 
application of, 105 
Pound atom, 3 
calorie, 7 

centigrade unit (P.C.tJ0> 7 
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; Wuiid, aadl, 3, 4 
indlactilar volume, 4 
Power, 16^172 
cost of, 171 
electsjcsl, 171 
generation of, 170 
mechanical, 170 
readiness to serve, 171 
Powdered coal, 199-201, 211-213 
Preheaters (see Flow of heat) 
Preheafang air for furnaces, 215-219 
Preheating furnace, heat balance on, 
219-223 

Press, filter (see Filter press) 
Pressure, absolute, 6 
barometric, 6 
decomposition, 681 
drop^ relation to rate of flow, 51 
fluid, 48 
gauges, 49 
head (def*), 48 
impact, 49 

parti^ (»e« Partial pressure) 
saturation, 367 
static, 48 
taps, 62 

vapor (see Vapor pressure) 
velocity, 49 - 

(See also Flow of fluids) 

Proctor drier, 627 
Proctor and Bchwartz drier, 628 
Producer gas, 181-185 
heating value of, 228 
(See also Gas producers) 
Pseudo-azeotrope, 629 
Psychrometera, 683 
chart for, 579-688 
equations for, 586-687, 690 
sling, 686, 
use of, 685 

Psyehrometry, technique of, 586 
errors in, 586 
Pulverizers, 273-285 
ball mills, 273-278 
centrifugal, roll mills, 280 
Burr mills, 284 
Fuller-Lehigh mill, 281 
Eaymond mill, 281-283 


Pulverisers, centrifugal, Sturtevant 
ring-roll mill, 280 
tube mills, 278-281 
Pumping, power required for, 46, 47, 
84, 91-93 

Pumps, choice of, for filter presses, 
340 

in evaporation, 383-384, 403 
Pyrometers, errors of, due to radia- 
tion, lf>3 

thermoelectric, for skin tempera- 
tures, 669 

Q 

Quadruple-effect evaporator, 409 
calculations for, 419-422 

R 

Radiation of heat (def.), 146 
black body (def.), 146 
black body coefficients (table), 149 
constants, 149 
effect of gas upon, 164 
errors in pyrometrj", 163 
general equation for, 150-153 
in furnaces and kilns, 153-159, 
191, 196, 203, 212 
net, equation for, 153-159 
simplified equations for, 169-160 
Stefan-Iioltzmann, law of, 149 
Radius, mean hydraulic (see Hy- 
draulic radius) 

Rankine temperature unit, 5 
Raoult's law, 412, 434, 476, 516, 
519-520, 621, 627, 633 
Rapid circulation evaporator, 398 
Rate, of combustion reactions, 176- 
177, 180-181, 183-185 
of flow of fluids (see Flow of 
fluids) 

of heat transfer (see Flow of heat) 
Ratio, of mean to maximum velocity 
in circular pipes, 54-56 
of specific heat of gases at con- 
stant pressure and at con- 
stant volume (table), 694 
Rayleigh equation, 632-^533 
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Eaymond tnill, 281-^283 
Eaymond separator, 283 
E^tions, velocities of gas-, 17d« 
177,180-^181,183-185 
Eecorders, fo?* gas analysis, 205 
Eeoovery of waste heat from fur- 
naces, 207-219 
Eeotification (def.), 647-548 
calculations for, 653-676 
columns for, 648-661 

{See also Eectifying columns) 
equations for, 666, 661, 663, 569- 
670 

intersection of operating lines, 663 
minimum overflow in, 664-666, 
667 

of multicomponent mixtures, 671- 
676 

plate efficiency in, 666 
principles of, 545-547 
under pressure, 629 
under vaciuim, 551 
vapor velocity in, 673-576 
{See also Distillation) 

Eectifying columns, 648-551 
admission of feed to, 562 
<mpacity of, 573-675 
under pressure, 573-574 
design of, 653-576 
feed-plate location, 562 
packed, 489, 490, 653-576 
plate, 548-649 
bubbling, 648-649 
perforated, 646 
tower, 560 

distribution of reflux in, 560- 
551 

use of, under vacuum, 661 
vapor velocity in, 573-576 
{See also Eectiflcation) 
Eecuperative system of heat recov* 
ery, 214 

Eeflux, distribution of, 560 
in rectifying columns, 660-661 
pipes for, 648 

w. number of plates, 564-666, 
667-668 

{See also Overflow) 
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EeMg^tion, diyingrby, 614 
in dehumidiflers, 698 
Eegain, 620, 642' 
of textiles, 620 

{See also Equilibrium water) 
Ec^enerative system of heat recov- 
ery, 216-219 
construction of, 216^217 
design of checkerwork for, 217- 
219 

in the iron-blast furt^cC, 216 
in the open-hearth furnace, 216 
Eelative volatility (def.)» 621 
Eepoi^e, angle of, 291-293 
Eesisiance to flow, concept, in 
absorption, 447 
in flltration, 343 
in heat transfer, 109 
press-, 343 

{See. also Flow of fluids; Flow of 
heat) 

Retorts, 193, 195, 199 
Reverberatory furnaces, 196 
Revolving screens, 292 
Revolving filters, 334-336 
Reynolds number, 60-97, 112-136, 
297-300, 504, 607 
Ricks, 374 
Riffles, 307 

Ring furnace, 209-213 
Rittinger's law, 254 
Rock, breakers, 260 
crushers, 261-273 
screening of, 289-296 
Rolls, crushing, 268-271 
Fuller-Lehigh, 281 
jaw-cnuffier, 264 
mills, 280-284 
pan, 272 

* Raymond, 281-283 
Sturtevant ring, 280 
Rotameter, 74 
Rotary, crushers, 264 
driers, 630-634 
calculations for, 662-666 
oounterflow, 631 ’ 
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driers, design of, 662-^666 
pamllel flow, 631 
reversed current, 682 
Ruggles-Coies, 682 
Alters, 334-835 

furnace for evaporating waste 
liquor, 376 

kiUi, 19^200, 211-213 
ore cooler, 663-666 
screens, 292 
Rotating (see Rotary) 

Botex vibrating screen, 296 
Ruggles-Cples drier, 632 

S 

Safety, factor of (see Factor of 
, safety) 

Salt c^tch, 399 
Salt evaporators, 398 
Salt grainers, 377 

Salt solutions, concentration of, 374- 
376,377 

Salting^out evaporator, 399 
Salts, applied to distillation, 675 
boiling-point raising, due to dis- 
solved, 391, 411 

vapor-pressure lowering, due to 
dissolved, 367-368, 675 
Sampling, 20-21 

Sand, drying of, 630-634, 662- 
666 

Saturated vapor, properties of (see 
Heat of vaporization; Heat 
capacity; Vapor prejssure) 
volume of air (def.), 578-580 
Saturation pressure, 367 
Scale, effect of, on heat transmission, 
138, 416-416 

removal of, from evaporators, 
397-398 
Scalper, 293 

Screening, separation by, 289-296 
Screens, grizzly, 291 
rotating, 202 
standard, 290 
vibrating, 293-295 


Screw press, 339, 616 
feed, to grinders, 281 
Scrubbers (see Towers) 

Secondary combustion, 180-181, 
192-199 

Sedimentation, of mixed precipitates 
during filtration, 347 
separation by, 318^22 
Selective absorption, 318, 424-513, 
615 

Selective adsorption, 318, 424-613, 
615 

Selective condensation, 318 
Selective diffusion, 317 
Selective vaporization, 318 
Semicontiuuous operation, 15 
Sensible heat content of gases, 8-1 1 
Sensitive materials, distillation of, 
638-640, 551 

drying of, 613-614, 623, 629, 635, 
666-681 

evaporation of, 376, 382, 399, 400 
sublimation of, 543 
Separation, 289-322 
of gases from gases, 317-318, 424- 
513 

by absorption, 318, 424-513, 
613 

by adsorption, 318, 424-613 
by chemical means, 615 
by dehumidification, 697-598 
by diffusion, 317 
by fractional condensation, 318 
by liquefaction and rectifica- 
tion, 424 

of liquids from gases, 316-317 
by chemical means, 317, 616 
of liquids from liquids, 316-316, 
426, 466 

by centrifugal force, 316 
by decantation, 316, 426 
by distillation {see Distillation) 
of solids from gases, 313-315 
by centrifugal force, 314 
by electrical precipitation, 316 
by impact on water, 314 
in bag filters, 314 
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Separation) of solids from UquidS) 
dlS^2 

(/Sfse also Drying; Evapora- 
tion; Filtration) 
by sedimentation, 318-322 
of solids from solids, 288-^13 
by dotation, 310, 322 
by screening, 289-296 
by settling, 296-302 
by sublimation, 543 
due to difference in specific 
gravity, 302-307 
due to magnetism, 312 
electrostatljp, 312 
principles of, 289 

Separators, in evaporators, 386, 394r- 
399 

Raymond, 283 

Series flow, in heat transmission, 
104, 116 

Settling chambers, 313 
Settling free, 296-304, 319 
Settling hindered, 304 
Settling separation by, 296-310, 313, 
315, 318-322 

Shear, grinding by, 254, 259, 272, 
280, 284 

Sieves and screens, 289-296 
griszly, 291 
rotating, 292 
Tyler, standard, 290 
vibrating, 293-295 
Silical gel, 438 

Simple distillation (def,)» 516 
equation for, 532-534 
Single-effect evaporators, 399-403 
continuous, operation of, 401-403 
intermittent, 399 

Sinuous motion (see Turbulent mo- 
tion) 

Sling psychrometer, 685 
Slip, angle of, 293 
Smoko, prevention of, 177, 189 
production of, 177, 189 
Sodium hydroxide solution, boiling 
points of, 414 
Solar evaporation, 874 


Solids, heat capacity of , 11-12 
separation of (see Separation) 
thermal oonduitivity of, 695-696 
Soot, m flue gas, formation of, 177 
Sorel, 563 / 

Specific gravity, separation due to 
difference in, 302 
temporary change of, in dotation, 
310 

Specific heats, 8-12 
Specific volume, of dry^nr, 579, 580 
of gases, 4-5 

ako Heat capacities) 
Spitzkasten, 309 
Spray driers, 634r-635 
evaporators, 212, 375, 636 
towers, 503 

Stacks, as latent heat, 222 
as potential heat, 222 
as sensible heat, 195, 204, 207, 222 
due to unburned gases, 196, 222 
heat loss from, 222-223 
Stamp mill, 272 
Standard conditions, 4 
Standard sieves, 290 
Static pressure, 48 
Steam, condensfition, 133-140 
dropwise, 138 
effect of air on, 139 
film, 133 

distillation, 472-505, 537-544 
calculations for, 472-505, 540^ 
542 

in vacuum, 539 
of aniline, 539 
of glycerin, 540 
of stearic acid, 640-542 
principles of, 537-644 
superheated steam, use of, in, 
540 

driers heated by, 623-630, 634, 640 
design of, 659 
drum, 629 
loft, 623 
rotary, 633 
tray, 623-624 

economy in distillation, 539, 568, 
574 
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Sleamy economy in drying, 621, 636, 

,..' 637 ' 

in evaporation, 390, 391, 408- 
411,422 

Olma (condensed), effect of air on, 
139 

heat transfer through, 133-140 
heat capacity of, 9-10 
latent heat of, 579, 588 
pipes, heat loss from, 160-162 
lagging for, 160-162 
power, 171 

vs. electrical and water, 170-171 
separators, 386-^87 
thermal conductivity of, 690 
Stearic acid, distillation of, 540-542 
Steel pipe (see Pipe, steel) 
Stefan-Boltsmann law (radiation), 
149 

Stills, 637-663 
for simple distillation, 616 
stripping, 538 

(See atse Distillation; Kectihear- 
tion) 

Stoichiometry, 1-33 
Stokers, mechanical, 189-191 
Stoves, blast furnace, 216-219 
Streamline flow: (def.), 79 
average velocity in, 80 
equation for, 81 
vs. turbulent flow, 79 
Stripping of liquids, apparatus for, 
462-465, 500-601, 547-551 
equations for, 472-505 
mechanism of, 442-456 
process of, 426 
rate of, 429, 442-456 

(See also Steam distillation; 
Towers) 

Stripping of solids, apparatus for, 
469-470 

mechanism of, 456-458 
process of, 427-428 
rate of, 506-612 

(See also Adsorption) 
Sturtevant, ring roll mill, 280 
rotary crusher, 271 
sturtevant crushing rolls* 267 
Sublimation, 543 


Sugar, crystallisation of, 391-401 
evaporation of solutions of, 397- 
401 

Sulfate liquor concentrating, 375 
incinerating, 375, 634 
Sulfur gases, absorption of, 428, 600, 
503 

adsorption of, 438 
Sulfuric acid, concentration of, 377 
removal of water vapor by, 441, 
474-484 

Superheated steam, distillation with, 
540 

vapor, drying by ^635 
Surface, increase of, due to crushing, 
253-255 

Surface combustion, 176, 185-186 
furnace, 203 

Surface condenscirs, 383-384 
calculations for, 133-140 
disadvantages of, in sublimation, 
643-544 

Surface evaporation (see Drying by 
air) 

Sweetland filter press, 333, 334 
Swenson evaporator, 394, 397 
Swinging screens, 295 
Symbols, meaning of (see Nomen- 
clature) 

Symons cone crusher, 266 
Symons disk crusher, 267 

T 

Table, Wilfley, 307 
humidity-temperature equilibria 
of Na 2 HP 04 . 12 H A 681 
of equivalent frictional lengths, 86 
of pipe diameters and weights, 
692, 693 

ratio of specific heats of gases, at 
constant pressure and con- 
stant volume, 694 
thermal conductivity, coefficients 
of, 694-697 

Tanks, decantation, 315-316 
for separating liquids, 315-316 
settling, 315, 31^322 
Tar, removal of, from producer gas 
232 
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removal of , from pyroligneous 
acid, 325 

Tees, equivalent frictional lengths 
of , m 

Temperature, absolute (def.), 5 
automatic control of, in drying, 
636^637 

control of, in furnaces, 195-199, 
204 

difference, arithmetic mean, 120 
logarithmic mean, 118-120, 121, 
122 

effect of, on coefficient of heat 
transfer, 106-108, 111, 117, 
118, 126, 'l41, 380-381 
on diffusion of matter, 370, 430- 
431, 446, 465, 602, 663 
on equilibrium constants of gas 
reactions, 173-175 
on gas-producer capacity, 227- 
250 

on rate of heat transfer, 106- 
142, 694-697 

on vapor presssure, 14, 15 
on vapor-liquid composition dia- 
grams, 522, 526-530 
on viscosity, 688 
units, centigrade, 7 
Fahrenheit absolute, 5 
Kelvin, 8, 9 
llankinc, 5 

Terminal conditions in evaporation, 
391, 408 

Tests data, choice of, 19-21 
period, duration of, 18-20 
Thermal conductivity (def.), 101 
conversion factors for, 27-33 
of gases (table), 696 
of heating surface, effect of, on 
evaporation, 379 
of liquids (table), 697 
of solids (table), 695 
variation of, with temperature, 695 
Thermometer errors due to radia- 
tion, 163-164, 684-585 
wet-and-dry bulb, 582-592 
Thermostat, in drying, 637 
Thomas flowmeter, 72 
Throat taps, 66, 61-62 
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. ThrottKug, in condenser, 

Tiemann dry kiln, 624, 626 
Timber, drying ‘ 624, 626 

Towers, Bartlett-Hayward, 463 
bubble-plate, 462, 548-549 
CecoHspray, 463 
oentrifugal^pray, 463 
eoke-paeked, 501 
cooling, 698-599 
Pels, 463 

filUngs, 462, 501, 502,^50-651 
Glover, 375 
rectifyingj 648-651 
slatrpaeked, 462, 500 
wetted-wali, 504-506 
Transfer coefficients, for diffusion, 
447 

overall, 451 
Transfer unit, 490 
Transmission of heat (m 6 Flow of 
heat) 

Tray driers, 624 
Trommels, 292 
Trouton^s rule, 14 

Tubcis, aiTkngement of, in evapor- 
ators, 393-399 
flow of fluids in capillary, 80 
mills, 278 

(See also Pipes) 

Tunnel driers, 626, 674-677 
kiln, 213-215 
Turbulent motion, 79 
friction factors for, 78 
Tyler standard screen, 290 

U 

Units, English vs, metric, 2-8 
heat, 7-8 
viscosity, 98, 146 

Unsteady state conduction of heat, 
164 

U-tUbe, differential, 49-51 
gauge, 50 
multiplying, 50-51 

V 

Vacuum, air removal fttSm vacuum 
evaporators, 383, 384 
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distillation, {K29-530, 588- 
540, 550* 551 
diying, 625-^26 

effect of, on boiling t^perature, 
888-890 

evaporation, 882-883, 399-40Q 
maintenance of, 883, 408-4C^ 
steam distillation in, 538-540 
Valves, equivalent frictional length 
of, 85-86 
reducing, 401 
safety, 401 
Vanner, 307 

Vapor, vapors, composition, 524-532 
calculation of, 519-528 
determination of, 527 
diagrams of, 519, 521, 522, 525, 
626,628,529 

V9, liquid composition (see 
Vapor-'Composition diagrams) 
compression system of evapora- 
tion, 392-393 

diffusion of, 36-39, 443-449 
rate of, 442 
enrichment, 517-518 

(See also Rectification) 
flow of (see Flow of fluids) 
pressure (def.)*,..366-368 
diagrams, 14, 619, 521, 622, 525, 
526 

estimation of, by Dilhring^s 
rule, 412-416 
-lowering, 368-369 
of liquids, 15 
relative, 412 

removal, from evaporators, 373. 
403 

superheated, drying by, 635 
velocity in distillation, 673-675 
in humidifiers, 598 
water («ss Steam) 

(See also Gas) 

Vaporisation, 
drying by, 616-681 
equilibrium temperature of (see 
Boiling point; Wet-bulb tem- 
perature) 

factors ccmtroUing, 870-372 


Vaporisation, latent heat of, 369-870 
estimation of, 12-15, 415 
mechanism of, 366-370 
processes, basic principles of, 865- 
372 

terminology of, 365-366 
rate of, 370-372 

Velocity, allowable in packed towers, 
492 

average, in straight line flow, 80 
in turbulent flow, 54-55, 82 
vs. maximum velocity in circular 
pipes, 64-55 

distribution, 34h37, 79-82 
head (def.), 52-53 
mass (def.), 41, 94, 110, 114 
measurements of, by anemom- 
eter, 73 

by flowmeter, 68-74 
by orifice, 50-68 
by Pitot tube, 62-66 
by Hotometer, 74 
by Venturi meter, 68-70 
by Weirs, 70-71 
of gas reactions, 175-176 
vapor, in rectifying columns, 673- 
675 

Venturi meter, 68-70 
equations for, 70 
loss of head in, 69 
vs. orifice, 68-69 
Vibrating screens, 293-295 
Viscosii^eters, 687 
Saybolt, 688 
Viscosity, absolute, 687 
effect of, on evaporator capacity, 
380-381 

on critical velocity in pipes, 82 
kinematic, 688 
of gases, 687 
of liquids, 687 

(See also Fluidity) 

Porter's method of estimating 
change of, with temperature, 
688 

relative, 688 
Saybolt, 687 
units of, 600 
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Viscosity, units of, conversion of, 
690 

Viscous motion, resistance in set- 
tling, 296-299 

(See oho Motion, straight line) 
Volatility (def.), 621 
relative, 521-622 

Volume, measurement of, per cent in 
gas analysis, 3 
(See aho Flow of fluids) 

W 

Washers (see Towers) 

Washing, of gases (sec Absorption) 
of filters (see Filtration) 

Waste heat recovery, 207-219 
in heat exchangers, 109-113, 121- 
130, 551 

in recuperators, 214 
in regenerators, 214-219 
Water, coolers for, 598-599 
coefficients for, 606-608 
design of, 610-611 
equations for, 605-606 
flow of (sec P^'low of fluids) 
gas, 182-185 

heat transfer (see Flow of heat) 
latent heat of, 579, 688 
measurement of (see Flow of 
fluids) 

power vs. steam, 170-171 
thermal conductivity of, 697 
vapor (sec Steam) 
vapor pressure of, vs. temperature, 
14 

viscosity of, vs, temperature, 691 
Water-alcohol mixtures, properties 
of, 526 


Weber equation for thermal con- 
ductivity of liquids, 180 
Weight, atomic, 3 
combining, 3 
molecular, 3 

Weight per cent, solids, 3 
Weir, equation for flow over, 70-71 
Wet-and-dry bulb thermometry, 
677-694 

(See also Psychrometry) 
Wet-bulb temperaturen vs. equilib- 
rium temperature of adiabatic 
cooling, 586-592 

Wet-bulb thermometers, 582-592 
Wetted- wall towers, for absorption, 
503 

Wilfley table, 307 

Wires, cooling of, by insulating 
(smaU wires), 162 
heat loss from, 112, 115, 162 
Wood, checking of, 618 
chips, crushing of, 268 
combustion of, 191, 196-197 
drying of, 623-626 
schedule for, 625 
shrinkage of, 618 
Wrought-iron pipe (see Pipes) 

X 

X vs. Y curves, 476, 526-529 

y 

Yaryan evaporator, 395-396 
Z 

Zones, in gas producer, 179, 246-248 



1>ATiB DUE. 


For each day’s delay after the due date 
a fiiic u-Ja^. per Vol. shall be charged 
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